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Foreword 


T he tremendous research and development effort that went into the 
development of radar and related techniques during World War II 
resulted not only in hundreds of radar sets for military (and some for 
possible peacetime) use but also in a great body of information and new 
techniques in the electronics and high-frequency fields. Because this 
basic material may be of great value to science and engineering, it seemed 
most important to publish it as soon as security permitted. 

The Radiation Laboratory of MIT, which operated under the super¬ 
vision of the National Defense Research Committee, undertook the great 
task of preparing these volumes. The work described herein, however, is 
the collective result of work done at many laboratories, Army, Navy, 
university, and industrial, both in this country and in England, Canada, 
and other Dominions. 

The Radiation Laboratory, once its proposals were approved and 
finances provided by the Office of Scientific Research and Development, 
chose Louis N. Ridenour as Editor-in-Chief to lead and direct the entire 
project. An editorial staff was then selected of those best qualified for 
this type of task. Finally the authors for the various volumes or chapters 
or sections were chosen from among those experts who were intimately 
familiar with the various fields, and who were able and willing to write 
the summaries of them. This entire staff agreed to remain at work at 
MIT for six months or more after the work of the Radiation Laboratory 
was complete. These volumes stand as a monument to this group. 

These volumes serve as a memorial to the unnamed hundreds and 
thousands of other scientists, engineers, and others who actually carried 
on the research, development, and engineering work the results of which 
are herein described. There were so many involved in this work and they 
worked so closely together even though often in widely separated labora¬ 
tories that it is impossible to name or even to know those who contributed 
to a particular idea or development. Only certain ones who wrote reports 
or articles have even been mentioned. But to all those who contributed 
in any way to this great cooperative development enterprise, both in this 
country and in England, these volumes are dedicated. 


L. A. DtjBridge. 












Preface 


T he work on servomechanisms in the Radiation Laboratory grew out 
of its need for automatic-tracking radar systems. This problem is 
one of particular difficulty because the signal to be used in tracking may 
be seriously distorted by interference, fading, and receiver noise. It was 
therefore necessary to develop the theory of servomechanisms in a new 
direction, and to consider the servomechanism as a device intended to 
deal with an input of known statistical character in the presence of inter¬ 
ference with known statistical character. The present volume has been 
prepared largely as an effective method of disclosing this work. 

Although the emphasis in this presentation of the theory of servo¬ 
mechanisms has been affected by the special interests of the Radiation 
Laboratory, it has been our intention to provide a volume which would be, 
at least in part, of use to every designer of servomechanisms. This 
book falls into two parts: the first is devoted to the sinusoidal steady- 
state analysis familiar to engineers in its application to electrical systems; 
the second to statistical methods of servomechanism design. Each part 
is provided with an extended mathematical introduction and abundant 
illustrations. 

It should be emphasized that this volume does not, in its entirety, 
represent an original contribution from the Radiation Laboratory. 
Reference has been made to published sources whenever this is possible. 
The information and techniques used in the Radiation Laboratory in 
designing servomechanisms have been increased by workers in many other 
laboratories; special acknowledgment should be made of the numerous 
unidentifiable contributions by Gordon S. Brown and Albert C. Hall, of 
the MIT Servomechanism Laboratory, and by E. B. Ferrell, of the Bell 
Telephone Laboratories. 

This volume has been prepared under the pressure of a stringent time 
schedule, at a period when only a part of the attention of the editois and 
authors could be devoted to it. It could not have been completed 
without the assistance of many other members of the staff of the Office of 
Publications. Special acknowledgment is due to Miss Constance D. 
Boyd, whose contributions as editorial assistant were supplemented by 
her work as computer and draftsman. Thanks are also due to Mrs. 
Frances Bourguet and Mrs. Mary Sheats, who served as production 
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assistants, to L. L. Davenport, G. T. Plain, H. A. Straus, C. E. Ingalls, 
and N. Levinson, who assisted in preparation of material for the book, 
to Misses Patricia Boland and Elizabeth Campbell, who assisted in the 
preparation of charts and examples, and to Miss Ethel W. Brown and 
Miss Patricia M. Davis, who helped in the preparation of Chap. 4. 

Primary responsibility for the detailed editing of Chaps. 3 and 4 
belongs to N. B. Nichols; responsibility for the rest of the book is shared 
by H. M. James and It. S. Phillips. 


Cambridge, Mass., 
July, 1946. 


The authors. 
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CHAPTER 1 


SERVO SYSTEMS 

By I. A. Getting 

1 * 1 . Introduction.—It is nearly as hard for practitioners in the servo 
art to agree on the definition of a servo as it is for a group of theologians 
to agree on sin. It has become generally accepted, however, that a servo 
system involves the control of power by some means or other involving a 
comparison of the output of the controlled power and the actuating 
device. This comparison is sometimes referred to as feedback. There 
is a large variety of devices satisfying this description; before attempting 
a more formal definition of a servo, it will be helpful to consider an exam¬ 
ple of feedback. 

One of the most common feedback systems is the automatic tem¬ 
perature control of homes. In this system, the fuel used in the furnace is 
the source of power. This power must be controlled if a reasonably 
even temperature is to be maintained in the house. The simplest way 
of controlling this source of power would be to turn the furnace on, say, 
for one hour each morning, afternoon, and evening on autumn and spring 
days and twice as long during the winter. This would not be a particu¬ 
larly satisfactory system. A tremendous improvement can be had by 
providing a thermostat feedback that turns the furnace on when the 
temperature drops below, say, 68° and turns the furnace off when the 
temperature rises above 72°. This improvement lies in the fact that 
the output of the power source has been compared with the input (a 
standard temperature set in the thermostat), and the difference between 
the two made to control the source of power—the furnace. 

A more colloquial name applied to such a system is a follow-up 
system.” In this example, the operator sets a temperature, and the 
temperature of the house, in due course, follows the setting. 

The term “follow-up system ” grew out of the use of servo systems for 
the amplification of mechanical power. Sometimes the part of the system 
doing the “following” was remote from the controlling point; such 
systems were then called “remote control. Remote control can involve 
tremendous amplification of power; in certain cases remote control may 
be required by physical conditions, although adequate power is locally 
available. Let us resort to examples again. On a large naval ship it is 
necessary to train and elevate 16-in. guns. It is necessary to do this 
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continuously to compensate for the pitch, the roll, and the yaw of the 
ship. Such a gun and turret may weigh 200 tons. It is obviously 
impossible to manipulate such a gun manually; power amplification is 
required. The operator turns a handwheel, and the gun mount is made 
to rotate so that its position agrees with the position of the handwheel. 
This is a follow-up system—the gun mount follows the handwheel. In 
practice, it is possible to place the handwheel either directly on the gun 
mount or at a remote point, say in the gunnery plotting room below deck. 
In the latter case the system becomes one of remote control character¬ 
ized by tremendous amplification. On the other hand, in the same ship 
a target may be tracked by positioning a telescope attached to the 
director. There is adequate power available in the director, but the 
position of the director may need to be repeated in the computer below 
deck. It is very inconvenient to carry rotating shafts over long distances 
or through watertight bulkheads; therefore resort is had to a remotely 
controlled follow-up. The computer input shaft is made to follow the 
director; but whereas the director had available many horsepower, the 
input servo in the computer may be only a few watts. Temperature 
regulators, remote-control units, and power drives are all examples of 
servo systems. 

Definition .-—A servo system is a combination of elements for the con¬ 
trol of a source of power in which the output of the system or some func¬ 
tion of the output is fed back for comparison with the input and the 
difference between these quantities is used in controlling the power. 

1*2. Types of Servo Systems. —Servo systems involving mechanical 
motion were first used in the control of underwater torpedoes and in the 
automatic steering of ships. In both cases a gyroscope was used to 
determine a direction. Power was furnished for propelling the torpedo 
or the ship. A portion of this power was also available for steering the 
ship or torpedo through the action of the rudders. Reaction on the 
rudders required power amplification between the gyroscope element 
and the rudder. Neither of these systems is simple, because in them two 
sources of power need to be controlled: (1) power for actuating the rudders 
and (2) power for actually turning the ship. In systems as complicated 
as these, the problem of stability is very important. In fact, the most 
common consideration in the design of any servo system is that of 
stability. 

Consider a ship with rudder hard to port (left). Such a ship will 
turn to port. If the rudder is kept in this position till the ship arrives 
at the correct heading and is then restored to straight-ahead position, 
the ship will continue to turn left because of its angular momentum about 
its vertical axis. In due course the damping action of the water will 
stop this rotation, but only after the ship has overshot the correct 
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direction. If the remainder of the servomechanism operates properly, 
the gyrocompass will immediately indicate an error to the left. If the 
power amplifier then forces the rudder hard to starboard, the restoring 
torque of the starboard rudder will limit the overshoot but under the 
conditions described will also produce a second overshoot, this time to 
starboard. It is entirely possible that these oscillations from left to 
right increase with each successive swing and the steering of the ship 
becomes wild. It is important to note that this instability is closely 
related to the time lags in the system. The probability of getting into 
an unstable situation becomes materially reduced as the reaction time of 
the rudder to small errors in heading becomes extremely short. The 
stability can also be increased and errors reduced if the rudder displace¬ 
ment is made proportional to the heading error (proportional control). 
The behavior of the system can be improved even further by anticipa¬ 
tion control. Anticipation in this application implies that in the setting 
of the rudder, use is made of the fact that the gyrocompass error is 
decreasing or increasing; it may go as far as to take into account the 
actual rate at which the error is increasing or decreasing. Then, as 
the ship is approaching the correct heading, anticipation would indicate 
the necessity of turning the rudder to starboard, even though the error is 
still to port, in order to overcome the angular momentum of the ship. 
This deflection of the rudder should be gradually reduced to zero as the 
correct heading is reached. 

The examples given above seem to imply that mechanical servo 
systems are a product of this century. Actually, human physical motor 
behavior is largely controlled as a servo system. A person reaches for a 
saltcellar. He judges the distance between his hand and the saltcellar. 
This distance is the “error” in the position of his hands. Through his 
nervous system and subconscious mind this error is used to control muscu¬ 
lar motion, the power being derived from the muscular system. As the 
distance decreases, derivative control (anticipation) is brought into 
play through subconscious habit, and overshooting of the hand is pre¬ 
vented. A more illustrative example is the process of driving a car. A 
person who is just learning to drive generally keeps the car on a road by 
fixing his attention on the edge of the road and comparing the location of 
this edge of the road with some object on the car, such as the hood cap. 
If this distance is too small, the learner reacts by turning the steering wheel 
to the left; if it gets too large, he reacts by turning the steering wheel to 
the right. It is characteristic of the learner that his driving consists of a 
continuous series of oscillations about the desired position. The more 
carefully he drives, that is, the greater his concentration, the higher will 
be the frequencies of his oscillations and the smaller the amplitude of 
his errors. As the driver improves, he introduces anticipation, or deriva- 
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tive control. In this condition a driver takes into consideration the rate 
at which he is approaching his correct distance from the edge of the road, 
or, what is equivalent, he notices the angle between the direction of car 
travel and the direction of the road. His control on the steering wheel is 
then a combination of displacement control and derivative control. His 
oscillations become long or nonexistent, and his errors smaller. 

So long as the road is straight, a driver of this type, acting as a servo¬ 
mechanism, performs tolerably well. However, additional factors come 
into play as he approaches a bend in the road. Chief among these is the 
displacement error resulting from the tendency of the operator to go 
straight. The error due to continuous uniform curvature of the road can 
be taken out by essentially establishing a new zero position for the steer¬ 
ing wheel. A driver performing in this manner exhibits “integral con¬ 
trol.” Actually, a human being is not a simple mechanism, and he has 
available in this instance information of other types. His driving is a 
complicated combination of proportional, derivative, and integral con¬ 
trol, mixed with nonlinear elements and knowledge of the direction in 
which the road is going to turn. This foreknowledge is sometimes 
referred to as anticipation and is sometimes confused with derivative 
control. The example serves nevertheless to illustrate the basis of servo¬ 
mechanisms in general. The power to be controlled in this case was 
derived from the engine of the car. The input to the system was the 
actual path of the road; the output was the position of the car; and the 
error mechanism in which the output and input were compared was 
the human operator. 

The human operator is a very common element in many servo systems. 
Human elements are used in tracking targets for fire control (see Chap. 8) 
in controlling steam engines, in controlling settings on all sorts of machin¬ 
ery. The human operator is sometimes referred to as a biomechanical 
link; much can be learned of his response by the application of servo 
theory. 

The term servo system is not commonly used when the system in¬ 
volves a human operator. It is sometimes restricted further to include 
control only of systems that involve mechanical motion. For example, 
the automatic volume control of a home radio receiver is a feedback 
system, in which the output level of the receiver is compared with the 
desired level (usually a bias voltage) and a difference, or a combination of 
the differences, sets the gain of the receiver. This closed loop meets all 
the requirements of a servo system, but it does not involve mechanical 
motion. We shall apply the term servo system to such devices but s ha ll 
restrict the term “servomechanism” to servo systems involving mechani¬ 
cal motion. It is, in general, true that the theory of servomechanisms is 
identical with that of feedback amplifiers as developed in the com- 
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munications field. There are certain practical differences which at times 
make this similarity not quite apparent. Servomechanisms may involve 
the control of power through the use of the electronic amplifier, in which 
the power is furnished as plate supply for the vacuum tubes; this is very 
similar to a feedback amplifier. On the other hand, a servomechanism 
may include only hydraulic devices, a pump furnishing oil at a high 
pressure being the source of power. The control of this oil flow may be 
accomplished by hydraulic valves. Mathematically the electronic 
amplifier and the hydraulic system may be very similar; but in the 
physical aspects and in the frequencies and power levels involved the 
two may be (but are not necessarily so) quite different. A hydraulic 
system may be able to respond to frequencies up to 20 cps; a feedback 
amplifier may be built to operate up to frequencies as high as thousands 
of megacycles. Hydraulic systems have been made in power levels up 
to 200 hp; feedback amplifiers are generally used in ranges of power of a 
few watts to milliwatts. 

In previous examples, reference was made to the use of servo systems 
as power amplifiers and as a means of remote control. Servo systems 
perform two other major functions: (1) as transformers of information or 
data from one type of power to another and (2) as null instruments in 
computing mechanisms. 

It is sometimes desired to change electrical voltage to mechanical 
motion without introducing errors arising from variations of load or power 
supply. Such a problem can be solved by the use of a servomechanism. 
For example, an electric motor is made to rotate a shaft on which is 
mounted a potentiometer. The voltage on this potentiometer can then 
be made to vary as any arbitrary function of shaft position. This 
output voltage is compared with the original electrical voltage, and a 
difference or some function of it made to control the electric motor. 
This is a servomechanism. 

It should have been clear that in all the preceding examples a com¬ 
parison was made between output and input and that the source of power 
was so controlled as to reduce the difference between the output and input 
to zero. In other words, all servo systems are null devices, sometimes 
called error-sensitive devices. The advantages of such a system from a 
standpoint of component design will be indicated in the next section. 

A null device can be made to solve mathematical equations such as 
are involved in the fire-control problem. Figure IT is a schematic for the 
mechanization of the fire-control problem in one dimension. The future 
range R depends on the present range r, on the speed of the target in 
range dr/dt, and on the time T required for a bullet to travel from the gun 
to the target. The time of flight T of the bullet is some function of the 
future range R —a function that is generally not available as a simple 
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analytic relation, but only from ballistic tables. The relations between 
these quantities may be expressed thus: 

R = r+T Tt’ (1) 

T=m. ( 2 ) 

It is obvious that future range cannot be obtained without knowledge of 
the time of flight and that time of flight cannot be known without know¬ 
ing future range. It is necessary to solve these equations simultaneously. 



Fig. 1*1.-—Servomechanism in a computer. 


In Fig. Tl, range is introduced at the lower left-hand corner. The deriva¬ 
tive of range is taken and multiplied by an arbitrary value of time of 
flight T. The product is added to the observed range, to give a hypo¬ 
thetical future range R'. This hypothetical future range actuates the 
cam giving the time of flight T' corresponding to this hypothetical future 
range. If T' were equal to T, the initial assumption of the time of flight 
would have been correct; this, of course, would be accidental. In general, 
the assumed value T will differ from T'. The difference e = T — T' 
can be fed into an amplifier supplied from an independent source of power, 
and this amplifier used to drive the motor attached to the T shaft. If 
now T' is greater than T, the amplifier will apply a voltage to the motor 
that will drive T to smaller values, tending thus to reduce the difference 
T — T'. When this difference will have reached zero, the future range 
R and the time of flight T will correspond to the observed range and range 
rate. 

This computation could be done without a servo by having a direct 
mechanical connection between the output of the cam at T' and the input 
to the multiplier at T. A little thought 'will show, however, that practical 
considerations would limit the usefulness of this arrangement to simple 
functions and to devices in which the accuracy would not be destroyed 
by the loads imposed. In the above example, the seiwo has two impor¬ 
tant functions: (1) It introduces a flexible link between the cam and the 
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multiplier, and (2) it prevents the feeding of data in a direction opposite 
to that shown by the arrows. 

Equations (1) and (2) can be written in the more general form 


(3) 

(4) 


g(R,T) = 0, 
h(R,T) = 0. 


In theory, it is always possible to solve such a set of simultaneous equa¬ 
tions by eliminating one variable. If, however, g and h are complicated 
functions or implicitly depend on another independent variable (say 
time), the solution by analytic methods may become difficult. It is 
always possible to have recourse to a servo computer of the type illus¬ 
trated in Fig. 1-1. 

Servomechanisms can be classified in a variety of ways. They can be 
classified (1) as to use, (2) by their motive characteristics, and (3) by their 
control characteristics. For example, when classified according to use, 
they can be divided into the following: (1) remote control, (2) power 
amplification, (3) indicating instruments, (4) converters, (5) computers. 
Servomechanisms can be classified by their motive characteristics as 
follows: (1) hydraulic servos, (2) thyratron servos, (3) Ward-Leonard 
controls, (4) amplidyne controls, (5) two-phase a-c servos, (6) mechanical 
torque amplifiers, (7) pneumatic servos, and so on. In general, all these 
systems are mathematically similar. Considerations as to choice of the 
type of motive power depend on local circumstances and on the particular 
characteristics of the equipment under consideration. For instance, 
amplidyne controls are useful in a range above approximately 4 hp. 
Below the i-hp range the equipment becomes more bulky than thyratron 
or two-phase a-c control units. On the other hand, drag-cup two-phase 
motors are extremely good in the range of a few mechanical watts because 
of their low inertia but become excessively hot as the horsepower is 
increased above the 4-hp range. Pneumatic servos are extremely useful 
in aircraft controls and especially in missile devices of short life where 
storage batteries are heavy compared with compressed-air tanks. Pneu¬ 
matic servos are also used in a large number of industrial process control 

applications. . . 

For the purposes of this book, the most important classification of 

servomechanisms is that according to their control characteristics. 
Hazen 1 has classified servos into (1) relay-type servomechanisms, (2) 
definite-correction servomechanisms, and (3) continuous-control servo¬ 
mechanisms. The relay type of servomechanism is one in which the full 
power of the motor is applied as soon as the error is large enough to oper¬ 
ate a relay. The definite-correction servomechanism is one in which the 

i h. L. Hazen, “Theory of Servomechanisms,” J. Franklin Inst., 218, 279 
(1934). 
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power on the motor is controlled in finite steps at definite time intervals. 
The continuous-control servomechanism is one in which the power of the 
motor is controlled continuously by some function of the error. This 
book concerns itself with the continuous type of control mechanism. 
All three types have been used extensively. The relay type is generally 
the most economical to construct and is useful in applications where 
crude follow-up is required. It has, however, been successfully applied 
with high performance output, even for such applications as instruments 
and power drives for directors. Relays can be made to act very quickly, 
that is, in times short compared with the time constants of the motor. 
Under these conditions the relay type of servo can be made to approach 
continuous control so closely that no sharp line can be drawn. In Chap. 
5, an analysis is made of the limitation on continuous-control servo¬ 
mechanisms arising from the use of intermittent data. The second 
type of servomechanism, the finite step correction, is used principally in 
instruments. 

The continuous-control systems themselves can be further classified 
according to the manner in which the error signal is used to control the 
motor: proportional control, integral control, derivative control, anti¬ 
hunt feedback (subsidiary loops), proportional plus derivative control, 
send so on. The study of these different methods of control is one of the 
major tasks of this book. 

Before continuing the discussion on servomechanisms it is worth while 
to consider the terminology as it has developed over the past few years. 
The definition given in the first section requires that a servo system have 
the following properties: (1) A source of power is controlled and (2) 
feedback is provided. This definition applies equally well to four fields 
of applied engineering, which have developed more or less concurrently: 
(1) feedback amplifiers, (2) automatic controls and regulators, (3) 
recording instruments, and (4) remote-control and powder servomecha¬ 
nisms. As implied by the first sentence of this book, it is difficult to find 
unique definitions segregating these four fields. It is generally agreed 
that a servomechanism involves mechanical motion somewhere in the 
system; there is agreement that the power drives on a gun turret con¬ 
stitute a servomechanism. Temperature regulators are often excluded 
from the class of servomechanisms and classified as automatic regulators 
or control instruments, even though such mechanical elements as relays 
and motors may be used. If there is any rule that seems to apply, then 
perhaps it is that in a servomechanism the element of greatest time lag 
should be mechanical and, in general, that the output of the system should 
be mechanical. For the purposes of this book, the term servo system 
will include all types of feedback devices and the term servomechanism 
will be reserved for servo systems involving mechanical output. 
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1-3. Analysis of Simple Servo Systems. —The purpose of this section 
is to present simple analyses showing various methods of approach to the 
mathematical description of servo systems; in subsequent chapters a 
formal and reasonably complete analysis is given. The mathematical 
tools used in this first treatment have been derived from the general field 
of operational calculus and are, therefore, limited to the consideration of 
linear systems, that is, systems described by linear differential equations 


K 


Input 


Output 



Fig. 1-2.—Open-cycle control system. Fig. 1*3.—Simple closed-cycle control system. 


with constant coefficients. 1 This limitation restricts only a little the 
usefulness of the analysis, inasmuch as most practical servomechanisms 
either are linear or can be approximated sufficiently closely by a linear 
representation. 

The advantages of a servo system in contrast to an open-cycle system 
are illustrated by even the simplest type of servo system. Figure 1-2 
schematically shows an open-cycle control system. If the handwheel H 
is turned through an angle 0/, the source of external power is so controlled 
through the amplifier that the motor rotates the load shaft L through an 
angle 0 o . In a perfect system, 0 O would at all times be equal to 9,. This 
would require, of course, that all the derivatives of d 0 were instantane¬ 
ously equal to the derivatives of 0/. Were these conditions to be satisfied, 
the characteristics of the power supply, the amplifier, and the motor 
would have to be held constant at all times, or compensation devices 
would have to be incorporated. The amplifier must be insensitive to 
power fluctuations; the torque characteristics of the motor must be inde¬ 
pendent of temperature; the system must be insensitive to load varia¬ 
tions; and so on. In general, these requirements cannot be met. The 
most effective example of the open-cycle system is a vacuum-tube ampli¬ 
fier. It is possible to make a vacuum-tube amplifier in which the output 
is always proportional to the input within limits of load and power-line 
fluctuation. This is, however, almost a unique example; it is nearly 

1 M. F. Gardner and J. L. Barnes, Transients in Linear Systems, Wiley, New York, 
1942; E. A. Guillemin, Communication Networks, Vols. 1 and 2, Wiley, New York, 
1935; V. Bush, Operational Circuit Analysis, Wiley, New York, 1929. 
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impossible to find a power-control mechanism in which the cycle is not 
closed mechanically, electrically, or through a human link. 

In Fig. 1-3 is shown a schematic of a simple closed-cycle control 
system. It differs from the open-cycle control system in that the output 
angle do is subtracted from the input angle 6i to obtain the error signal €. 
It is this error signal which is used to control the amplifier. Figure 1-3 
represents inverse feedback, or, as it is sometimes called, negative feed¬ 
back. Let Ki be the gain of the amplifier. Then the output of the 
amplifier V is given by 

. V = K*. (5) 

Assume that the motor has no time lag and a speed at all times propor¬ 
tional to V; 

w = + K ~ v - (6 > 


For simple proportional control, 

6 = Oi — 00 


(7) 


is used directly as input to the amplifier. Combining Eqs. (5) and (6), 
we get 

TP = 0 , - 6 , 

Ai 

or 

1 ddo 

K~dt 

where K = KiK m . If we now consider a sinusoidal input 6i equal to 
dio sin oot, we get 


1 ddo 

(8) 

KiK m dt ’ 

= di, 

(9) 


d0 o i t/- _ r\ * 

—rr + K6 0 = K8 I0 sin cot. 
at 


( 10 ) 


This equation will be recognized as similar to the equation of an RC- cir¬ 
cuit driven by an alternating generator, which is, on writing q for the 
charge, 

R Tt + 9 c = 7o sin uL (11) 

The steady-state solution for the AO-circuit can be written 

q = go sin (cot — <f >); 

where, 

So = . .■ ) tan <f> = -)-w RC 

V " 2 ^ 2 + h 

and <f> is the angle by which the charge lags the voltage. Similarly, 


( 12 ) 

(13) 
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(cot — <f> ); (14a) 

tan <f> = + ~ (146) 

with co, this may be expanded by the binomial 

0oo = 0/o ^1 — 2 (16) 

We see immediately that provided only K is much larger than co, the out¬ 
put do will be essentially equal to the input 0/ in magnitude and phase; 
the accuracy of the follow-up requires only making sufficiently high 
the velocity constant K m of the motor and the gain K\ of the amplifier. 
In contrast to the open-cycle system, it is not necessary to use a com¬ 
pensated amplifier or a motor insensitive to load in such a system. These 
are the chief and fundamental advantages of inverse feedback. 

Equation (15) implies certain limitations on the system shown in 
Fig. 1-3. In any real amplifier the gain will be high until saturation 
sets in or up to a definite frequency. Likewise, the motor speed constant 
will drop off if the speed is increased or torque exceeded. In general, 
therefore, there will be an upper value to co beyond which the system will 
not function. Actually, all motors have time constants, that is, exhibit 
inertial effects, and it is necessary to consider this time constant in the 
analysis. 

The preceding analysis described the steady state of the servo illus¬ 
trated in Fig. 1-3 when the input is a sine wave. Let us now consider the 
transient behavior of the same proportional-control system for transient 
solution; instead of a sine-wave input let us assume that the input 0/ is 
zero for all times up to t 0 and then suffers a discontinuous change to a 
new constant A for all times greater than t 0 . In short, a step function is 
applied as the input to the servo. The differential equation is 

^ + R6 0 = K9 t (16) 

at 

and it is to be solved for 

0/ = 0, t < to, 1 ( 17 ) 

0/ = A, t > to, j 

the solution is 

0 O = A[ 1 - *-*<»-*>], t £ to, (18) 

as can be shown by substituting in Eq. (16). The step function is shown 


If K is large compared 
theorem as 


0o = 0oo sin 


where 


0oo — 


010 


loA_ 

\ K* 


+ 1 
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in Fig. 1-4 as a dotted line, and the response is shown as a full line. It is 
clear that the output approaches the input as the time beyond to increases 
without limit. The larger the value of K, that is, the larger the gain of 
the amplifier and the larger the velocity constant of the motor, the more 
quickly will the output approach the input. The error at any time t 
is the difference between the dotted line and the full line. It falls to 1/e 
of its initial value A in a period 1/K. 

It is evident that the transient analysis and the steady-state analysis 
display the same general features of the system. For example, we 
see immediately from the transient solution that if the input were a sine 



Fig. 1*4.—Response of a simple servo system to a step function. 

wave of frequency /, the output would follow it closely only if the period 
of the sinusoid were greater than 1 /K, that is, /smaller than K. 

The solution of Eq. (16) for an arbitrary input can be written in 
terms of a “weighting function.” If 0 t is any input beginning at a finite 
time, the output will be 

6o{t) = K J 0 hit - r)e~ KT dr, (19) 

as can be verified by substituting into Eq. (16). In the case of the input 
described by Eq. (17), the output can be computed as 

ft-to 

6 0 {t) = \ AKer Kr dr (20) 

= A[1 - e ~ K <*-*•>], 
as found before. The function 

IF(t) = Ke~ Kr (21) 

is called the weighting function. Physically Eq. (19) means that at any 
time t the output is equal to a sum of contributions from the input at 
all past times. Each element of the input appears in the output multi¬ 
plied by a factor W (r) dependent on the time interval r between the 
present time t and the time of the input under consideration. TF(r) thus 
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specifies the weight with which the input at any past moment contributes 
to the present output. It will be noted that in this example the weight¬ 
ing function is an exponential. When the time interval between input 
and output is greater than 1/K, the contributions to the output will be 
small; the remote past input will have been essentially forgotten. 

To summarize, the simple system including proportional control, a 
linear amplifier, and a motor with no time lag connected as a servo 
system with negative feedback has been analyzed (1) as a steady-state 
problem, (2) as a transient problem, and (3) as a problem involving the 
weighing of the past history of the 
input. All of these analyses give 
essentially the same result that the 
output is equal to the input for fre¬ 
quencies below a critical value equal 
approximately to K. One should 
expect that there would be mathe¬ 
matical procedures for going from 
one type of analysis to another, and 
such is indeed the case. 

Another interesting type of 
transient input often used in servo 
analysis is the discontinuous change 
in the speed of 0/. Such as input is 
shown in Fig. 1*5 by the dotted line, 
the form 



Fig. 1*5.—Response of a simple servo sys¬ 
tem to sudden change in velocity. 

The differential equation now takes 


1 ddo . a 

KH + I>C 


B(t — to) 


= 0 


for t > to", 
for t < to- 


( 22 ) 


The output after time to is 

B | (t — to) — [1 


0o 




*o)] 


(23) 


This is shown as a full line in Fig. 1*5. It is obvious that as time increases, 
the velocity of the output will eventually equal the velocity of the input; 
there will, however, be an angular displacement or velocity error between 
them. The ratio of the velocity to the error approaches the limit K as 
^ —> oo ; this is readily seen from the equation 


ddi 

dt BK _ K _ 

— -^[1 _ e -K(.t-t „)] 1 _ e -K(.t-to> 

This coefficient K, a, product of the gain of the amplifier Ki and the 
velocity constant of the motor K m , is called the velocity-error constant 
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and will hereafter be written K v . If the loop were opened, it would be 
the ratio of velocity to displacement at the two open ends. It is obvious 
that the velocity error in this simple system could be reduced by increas¬ 
ing K. In Chap. 4 we shall see that this error can be made equal to 
zero by introducing integral control. 

As indicated previously, any motor and its load will exhibit inertial 
effects, and Eq. (6) must be modified by adding a term. The simplest 
physical motor can be described by a differential equation of the form 


where J is the inertia of the motor (including that of the load referred to 
the speed of the motor shaft); f m is the internal-damping coefficient 
resulting from viscous friction, electrical loss, and back emf; and K t is 
the torque constant of the motor. If there is no acceleration, the motor 
will go at a speed such that the losses are just compensated by the input 
V. This value of ddo/ dt is determined by the relation 

fm~ = +K t V. (26) 


Substituting from Eq. (6), we see that the internal-damping coefficient 
f m can be written as 

fm = (27) 

Thus the internal-damping coefficient of a motor can be computed by 
dividing K t , the stalled-torque constant (say, foot-pounds per volt), 
by K m , the velocity constant of the motor (say, radians per second per 
volt). Equation (25) can be rewritten in the form 


where 


J Krn (Pdo ddo _ ,rr Y — T 

K t dt* ^ dt ~ + “ L ” 


d 2 d 0 . ddo 

~dt r + ~dt’ 


J 


Km 

Kt 


(28) 

(29) 


the motor inertia appears only in the time constant T m . In short, the 
characteristics of the motor can be specified by stating its internal-damp¬ 
ing coefficient and its time constant; these can be determined by experi¬ 
mentally measuring stalled torque as a function of voltage, running speed 
as a function of voltage, and inertia. 

If we now use Eq. (28) instead of Eq. (6) as the differential equation 
representing the behavior of the motor, we can find the output due to 
an-arbitrary input by solving the differential equation 


JL _ l ( T d'-do , deA 

Kt K 1 K m y m dt 2 ^ dt J> 


dl — do = € 


(30) 
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in simpler form this is 

Tm ^ + K * e ° = K A ( 31 ) 


where K v equals K\K m . This equation is similar in form to the dif¬ 
ferential equation of an LRC series circuit driven by an external alternat¬ 
ing generator. 

Just as in the case of Eq. (6), we can write the specific solution of this 
equation. It will perhaps suffice to get the general solution of the 
equation that holds when 0/ = 0: 


t-tf+%+**-»■ 


Letting 


pi = a + ju o and pi = a — jco 0 , 

the solution can be written in the form 

0 o = ae pit + be**, 

where the p’s must satisfy 


n I P | R-V n 

V + m~ + T~ = °- 

m J- m 


The solution of this is 


V 


1 + 1 / 1 *K V 
2T m ± 2'\lT> T m ’ 


(32) 


(33) 

(34) 

(35) 


The nature of the solution depends on whether 4:K\K m T m is less than, 
equal to, or greater than 1. In the first case the radical is real and the 
solution consists of overdamped motion (that is, a < 1/2 T m ). In the 
second case the output is c ritically d amped, and in the last case the output 
rings with a Q equal to \/KJC^T m (Q as defined in communication prac¬ 
tice). The system is always stable, and the output approaches the value 
of a constant input as t —> °°. 

It'is characteristic of a second-order linear differential equation of this 
type that the solutions are always stable; 9 0 is always bounded if 0/ is 
bounded. It is, however, unfortunately true that physical systems are 
seldom described by equations of lower than the fourth order, especially 
if the amplifier is frequency sensitive and the feedback involves con¬ 
version from one form of signal to another. For example, feedback 
may be by a synchronous generator with a 60-cycle carrier (see Chap. 4) 
which will have to be rectified before being added to the input. This 
rectifier will be essentially a filter described by a differential equation of 
an order higher than one. The question of stability therefore always 
plays an important role in discussions of the design of servo systems. 

14. History of Design Techniques. —Automatic control devices of 
one kind or another have been used by man for hundreds of years, and 
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descriptions of early servolike devices can be found in literature at least 
as far back as the time of Leonardo da Vinci. The accumulated knowl¬ 
edge and experience that comprise the present-day science of servo 
design, however, received a great initial impulse from the work and 
publications of Nicholas Minorsky 1 in 1922 and H. L. Hazen 1 in 1934. 
Minorsky’s work on the automatic steering of ships and Hazen’s on shaft¬ 
positioning types of servomechanisms both contained mathematical 
analyses based on a direct study of the solutions of differential equations 
similar to those of Sec. 1-3. This approach to the design problem was 
the only one available for many years, and it was exploited with signifi¬ 
cant success by intelligent and industrious designers of servomechanisms. 

In 1932 Nyquist 2 published a procedure for studying the stability 
of feedback amplifiers by the use of steady-state techniques. His power¬ 
ful theorem for studying the stability of feedback amplifiers became 
known as the Nyquist stability criterion. In Nyquist’s analysis the 
behavior of the servo system with the feedback loop broken is considered. 
The ratio of a (complex) amplitude of the servo output to the (complex) 
error amplitude is plotted in the complex plane, with frequency as a 
variable parameter. If the resulting curve does not encircle the critical 
point (—1, 0), the system is stable; in fact, the further the locus can be 
kept away from the critical point the greater is the stability of the system. 
The theory and application of this criterion are discussed in Chaps. 2 
and 4. From the designer’s viewpoint, the best advantage of this method 
is that even in complicated systems time can be saved in analysis and a 
great insight can be obtained into the detailed physical phenomena 
involved in the servo loop. Some of the earliest work in this field was 
done by J. Taplin at Massachusetts Institute of Technology in 1937, 
and the work was carried further by II. Harris, 3 also of Massachusetts 
Institute of Technology, who introduced the concept of transfer functions 
into servo theory. The war created a great demand for high-performance 
servomechanisms and greatly stimulated the whole subject of servo 
design. The supposed demands of military security, however, confined 
the results of this stimulation within fairly small academic and industrial 
circles, certainly to the over-all detriment of the war effort, and pre¬ 
vented, for example, the early publishing of the fundamental work of 
G. S. Brown and A. C. Hall. 4 The restricted, but nevertheless fairly 

'N. Minorsky, “Directional Stability of Automatically Steered Bodies,” J. Am. 
Soc. Naval Eng., 34 , 280 (1922); H. L. Hazen, “Theory of Servomechanisms,” 
J. Franklin Inst., 218 , 279 (1934). 

2 H. Nyquist, “Regeneration Theory,” Bell System Tech. J., XI, 126 (1932). 

3 H. Harris, “The Analysis and Design of Servomechanisms,” OSRD Report 
454, January 1942. 

4 G. S. Brown and A. C. Hall, “Dynamic Behavior and Design of Servo¬ 
mechanisms,” Trans., ASME, 68, 503 (1946). 
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widely circulated, publication in 1943 of The Analysis and Synthesis of 
Linear Servomechanisms, by A. C. Hall, gave a comprehensive treatment 
of one approach to the steady-state analysis of servomechanisms and 
popularized the name “transfer-locus” method for this approach. Some 
of the important concepts introduced by steady-state analysis are those of 
“transmission around a loop” and the use of an over-all system operator. 

In 1933 Y. W. Lee published the results of work done by himself and 
Norbert Wiener, describing certain fundamental relationships between 
the real and imaginary parts of the transfer functions representative of 
a large class of physical systems. These basic relationships have been 
applied in great detail and with great advantage by H. W. Bode 1 to the 
design of electrical networks and feedback amplifiers. Several groups, 
working more or less independently, applied and extended Bode’s 
techniques to the servomechanism design problem, and the results have 
been very fruitful. The resulting techniques of analysis are so rapid, 
convenient, and illuminating that even for very complicated systems the 
designer is justified in making a eomplete analysis of his problem. As is 
shown in Chap. 4, the complete analysis of a system can be carried 
through much more rapidly than the usual transfer-locus methods per¬ 
mit, and the analysis of multiple-feedback loop systems is particularly 
facilitated. 

1-5. Performance Specifications.— In designing a servomechanism for 
a specific application, the designer necessarily has a clear, definite goal 
in mind; the mechanism is to perform some given task, and it must do 
so with some minimum desired quality of performance. The designer is, 
therefore, faced with the problem of translating this essentially physical 
information into a mathematical definition of the desired performance— 
one that can then be used as a criterion of success or failure in any 
attempted pencil-and-paper synthesis of the mechanism. 

The most important characteristic of a servo system is the accuracy 
with which it ean perform its normal duties. There are several different 
ways in which one can specify the accuracy of performance of a servo¬ 
mechanism. The most useful, in many applications, is a statement of 
the manner in which the output varies in response to some given input 
signal. The input signal is chosen, of course, to be representative of the 
type of input signals encountered in the particular application. Many 
servos are used in gun directors and gun data computers, for instance, to 
reproduce the motion of the ta,rget, a ship or a plane, being followed or 
tracked by the director. Such motions have certain definite characteris¬ 
tics, because the velocities and accelerations of the targets have finite 
physical limitations. The performance of such servos is often partially 

i h. W. Bode, “Feedback Amplifier Design,” Bell System Tech. J ., XIX, 42 
(1940). 
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summarized by a statement of the errors that may exist between the input 
and output motions under certain peak velocities and accelerations or 
over certain ranges of velocities and accelerations. Alternatively, one 
can specify what the errors may be as a function of time as the mechanism 
reproduces some typical target course. 

The performance of a servomechanism can also be specified in terms 
of its response to a step function. The procedure of experimentally 
and theoretically studying a servomechanism through its response to a 
step-function input is extremely useful and is widely used for a number of 
reasons. The experimental techniques used in such testing are simple 
and require a minimum of instrumentation. The characteristics of any 
truly linear system are, of course, completely summarized by its response 
to a step-function input; that is, if the step-function response is known, 
the response to any other arbitrary input signal can be determined. It 
would be expected, therefore, and it is true, that with proper interpreta¬ 
tion the step-function response is a powerful and useful criterion of over¬ 
all system quality. 

In some applications the input signals are periodic and can be analyzed 
into a small number of primary harmonic components. In such cases 
the performance of the servo system can be specified conveniently by 
stating the response characteristics of the system to sinusoidal inputs of 
these particularly important frequencies. With the increased use of 
sinusoidal steady-state techniques in the analysis and testing of servo¬ 
mechanisms, it has become fairly common to specify the desired frequency 
response of the system, that is, the magnitude and phase of the ratio of 
the output 6o to the input 0/ as a function of frequency—rather than at 
several discrete frequencies. If the system is linear, its performance is 
completely described by such a specification, as it is by specification of 
the response to a step function. Depending upon the particular applica¬ 
tion and the nature of the input signals, one or the other type of specifica¬ 
tion may be easier to apply. 

In any practical case a servo performance will be required to meet con¬ 
ditions other than that of the accuracy with which it is to follow a given 
input under standard conditions. The top speed of a servomechanism, 
such as will arise in slewing a gun or in locking a follow-up mechanism into 
synchronism, may far exceed the maximum speed during actual follow-up 
applications. It is sometimes necessary to specify the limits of speed 
between which it must operate the maximum speed and minimum 
desirable speed unaccompanied by jump. For example, a gun-director 
servo system may be required to have a slewing speed of 60° per second, 
a top speed during actual following of 20° per second, and a minimum 
speed of 0.01 per second. The ratio of maximum to minimum following 
speed is here 2000. This speed ratio constitutes one criterion of goodness 
of a servo system. 
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In certain applications (for example, the control of the cutting head 
of a large planer or boring mill or of the radar antenna aboard a ship) the 
transient loading on the output member of the servomechanism may be 
very high. Under these circumstances, a small error in the output should 
result in the application of nearly the full torque of the motor; indeed, 
considerations of transient load may require a source of power far in 
excess of the dynamic load itself. It is generally true in high-performance 
servomechanisms that almost the entire initial load comes from the 
armature or rotating element of the motor itself. Better designs of 
servomotors have tended to increase the ratio of torque to inertia of the 
motor rotor. 

Three other practical factors are important in the design of good 
servomechanisms and are hence often included in specifications: (1) 
backlash, (2) static friction, and (3) locking mechanisms. Backlash 
cannot be analyzed by a consideration of linear systems, because the 
backlash destroys the exact linearity of a system. Practical experience 
has shown that the backlash of the mechanical and electrical components 
limits the static performance of a servo system. Backlash may occur 
in gear trains, in linkages, or in electrical and magnetic error-sensitive 
devices. Backlash often has the unfortunate effect of limiting the gain 
around the loop of a servo system, thereby reducing its over-all effective¬ 
ness. Increase in the gain of a servo system invariably results in oscilla¬ 
tions of the order of the backlash; the higher the gain the higher the 
frequency of these oscillations. The increased frequencies of oscillation 
are accompanied by excessive forces tha,t cause wear and sometimes 
damage. 

Static friction has the same discontinuous character as backlash. 
If the static friction is high compared with the coulomb friction within the 
minimum specified speed, extreme jumpiness in the servo performance will 
result. The error signal will have to build up to a magnitude adequate to 
overcome the static friction (sometimes called stiction). At this instant 
the restraining forces are suddenly diminished and the servo tends to 
overshoot its mark. 

Locking mechanisms, such as low-efficiency gears or worm drives, are 
troublesome in servomechanisms where transient loads are encountered. 
The effect is that of high static friction, emphasized by the resulting 
immobility of the device. 

It is impossible to construct high-fidelity servomechanisms if mechani¬ 
cal rigidity is not maintained in shafting and gearing. The introduction 
of mechanical elements with natural frequency comparable to frequencies 
encountered in the input is equivalent to introducing additional filters 
into the loop. If such filters are deliberately put in to produce stability, 
such design may be justified. Unfortunately, it is true that mechanical 
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elements in resonant structures undergo tremendous dynamic forces 
which may far exceed the stalled-torque loading on the elements. It is 
generally desirable to specify, as a portion of design criteria, the mechani¬ 
cal resonant frequency of the system. 

Another practical consideration in servomechanism design arises from 
the low power level of the input to the amplifiers. Except under extreme 
conditions, the error signal is small and the gain of the amplifier may be 
higher than one million. If, for example, the feedback mechanism con¬ 
sists of electrical elements that may pick up stray voltages or generate 
harmonics because of nonlinear elements in the circuits, these spurious 
voltages may exceed the error signal required for the minimum specified 
servo speed and, unless supressed, may even overload the amplifier. 

The application of servomechanisms to the automatic tracking of 
planes by radar and the application of filter theory to the smoothing of 
observed data in general for gunnery purposes have brought to light the 
need for considering the effects of noise in the system; this too must at 
times be included in the performance specifications. In the case of the 
automatic tracking of planes by radar (see Chaps. 4, 6, and 7), a radar 
antenna mount is made to position itself in line with the target. The 
antenna beam illuminates the target, and the reflections from the target 
are received by the same antenna mount that transmits the signal. The 
beam is made to scan in a cone at 30 cps, in such a manner that the signal 
would come back at a constant signal strength if the target were in the 
center of the beam. If, on the other hand, the antenna mount points to 
one side of the target, the reflected signal is modulated at 30 cps. The 
phase and amplitude of this modulation is the error signal; the phase 
giving the direction and the amplitude the amount of the error. The 
phase and amplitude are resolved into errors in elevation and traverse 
and are used to actuate the servoamplifiers and servomotors on the anten¬ 
na mount. Were it not for the fact that the reflections from the plane 
fade in rather haphazard ways, the servo problem would be of the usual 
type. The presence of the fading in the error-transmission system, 
however, makes necessary careful design of the system, with due regard 
for the frequency distribution and magnitude of the fading. For exam¬ 
ple, if the fading were characterized by a frequency of 5 cps, it -would be 
necessary to design the servo loop in such a way that at 5 cps the response 
of the system would be either zero or very small. This is, fortunately, a 
reasonable step, since no plane being tracked will oscillate with such a 
frequency. If the fading should cover the spectrum from 5 cps to all 
higher frequencies, then the frequency response of the servo system would 
have to be equivalent to a low r -pass filter with cutoff somewhat below 
5 cps. On the other hand, the attenuation of the higher frequencies in 
the response of the servo system is invariably accompanied by the intro- 
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duction of acceleration errors; for a fixed amplitude, acceleration goes up 
as the square of the frequency. Such a system becomes sluggish and may 
not follow a plane undergoing evasive tactics. A compromise must be 
made between suppression of the fading and accurate following of the 
actual motion of the target. Methods by which this can be done are 
discussed in Chaps. 6 to 8. 

There sometimes arises the problem of designing the best possible 
servo system of a given order of complexity to meet a given need. This is 
the subject of the second part of the book. The practice before the war 
in the design of servos was to employ a mechanism adequate for the prob¬ 
lem. The difficult problems encountered in the war, particularly in the 
field of fire control, emphasize the necessity of designing the best possible 
servo system consistent with a given kind of mechanism. It is not easy 
to give a statement of what is the best performance. It has been com¬ 
mon practice (though not a desirable one) to specify servo performance 
in terms of the response, say at two frequencies, and to omit any state¬ 
ment about the stability of the system in the presence of large transients. 
It is obvious that a system designed to meet these specifications will not 
necessarily be the best possible servo if the input contains frequencies 
other than the two specified ones. Indeed, systems designed to a specifi¬ 
cation of this type have shown such high instability at high frequencies 
as to be almost useless in the presence of large transients. 

If it is desired to design a “best possible servo,” it is necessary to 
define a criterion of goodness. Hall 1 and Phillips 2 have independently 
applied the criterion that the rms error in the following will be minimized 
by the “best” servo. For a full statement of the performance of such a 
servo it is also necessary to describe the input for which the rms error is 
minimized. In the case of the previous example of automatic radar 
tracking of an airplane, the problem was to track an airplane on physi¬ 
cally realizable courses of the type to be expected in the presence of anti¬ 
aircraft fire. The input to the servo drives of the antenna mount, except 
for fading, might be the instantaneous coordinates of the plane flying any 
one of a large number of paths, approximated as consisting of straight 
segments; the character of the fading can be observed in a number of 
trial runs with the radar set to be used. The order of the differential 
equation describing the servo system was fixed by the characteristics of 
the amplidyne, the d-c drive motors, and the amplifier. The problem 
was to determine the proper value of the parameters available for adjust¬ 
ment in the amplifier in such a way that the rms error, averaged over the 
many straight-line courses of the target, should be a minimum. The use 

1 A. C. Hall, The Analysis and Synthesis of Linear Servomechanisms , Technology 
Press, Massachusetts Institute of Technology, May 1943. 

2 R. S. Phillips, “Servomechanisms,” RL Report No. 372, May 11, 1943. 
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of the rms-error criterion in this problem is justified principally by the 
fact that it lends itself to mathematical analysis. It is obviously not 
the best criterion for all types of problems; it gives too great an emphasis 
to large momentary errors. In the antiaircraft case, large momentary 
errors might correspond to one or two wild shots. Obviously, it is better 
to have one or two wild shots, -with all the rest close, than to have all 
shots fall ineffectively with a moderate error. A better working criterion 
has not yet been developed. 

The rms criterion of goodness is particularly useful because it permits 
one to take into account the presence of noise, provided only that the 
frequency characteristic or the “autocorrelation function” of the noise 
is known. The analysis given in the latter part of this book, although 
difficult for practical designers, is important in industrial applications 
where transient loading has definite characteristics and where best 
performance is economically necessary. The loading constitutes in effect 
a noise and can be treated by the methods there developed. 


CHAPTER 2 

MATHEMATICAL BACKGROUND 


By H. M. James and P. R. Weiss 

INTRODUCTION 

This chapter will be devoted to a discussion of the mathematical 
concepts and techniques that are fundamental in the theory of servo¬ 
mechanisms. These ideas will, for the most part, be developed in their 
relation to filters, of which servomechanisms form a special class. More 
specifically, the chapter will be concerned with the ways in which the 
behavior of linear filters in general and servomechanisms in particular 
can be described and with making clear the relations between the various 
modes of description. 1 

The input and output of a filter are often related by a differential 
equation, the solution of which gives the output for any given input. 
This equation provides a complete description of the filter, but one that 
cannot be conveniently used in design techniques. Other modes of 
description of the filter are related to the outputs produced by special 
types of input: 

1. The weighting junction is the filter output produced by an impulse 
input and is simply related to the output produced by a step input. 

2. The frequency-response function relates a sinusoidal input to the 
output that it produces. 

3. The transfer function is a generalization of the frequency-response 
function. 

These modes of description are simply related, and each offers advantages 
in different fields of application. 

Discussion of these ideas requires the use of mathematical devices 
such as the Fourier transform and the Laplace transform. For complete 
discussions of these techniques the reader must be referred to standard 
texts; for his convenience, however, certain basic ideas are here presented. 
Although it has not been intended that the analysis of the chapter should 
be carried through with maximum rigor, the reader will observe that some 
pains have been taken to provide a logical development of the ideas. 

i The authors wish to acknowledge helpful discussions with W. Hurewicz in the 
planning of this chapter. 
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This development is illustrated by application to lumped-constant filters, 
in terms of which the relations here discussed are especially easy to 
understand. 

Particular attention has been paid to the discussion of stability of 
filters, which is of special importance in its application to servomecha¬ 
nisms. The latter part of the chapter is devoted to a discussion of the 
Nyquist stability criterion and its application to single-loop- and multi¬ 
loop-feedback systems. Parallel developments in the case of pulsed 
filters will be found in Chap. 5. 


FILTERS 


R 

e-vVWA 


24. Lumped-constant Filters. —The most familiar type of filter is the 
electrical filter consisting of a network of a finite number of lumped 
resistances, capacitances, and inductances with constant values. Figure 

2*1 illustrates a particularly simple filter of this 
type—an RC- filter consisting of a single resistance 
R and a single capacitance C. 

The input to an electrical filter is a voltage 
Ei(t) supplied by a source that may be taken to 
have zero internal impedance; the output is an 
open-circuit voltage Eo(t). Input and output are related by a differential 
equation. In the case of the jRC-filter of Fig. 2*1 this has the easily 
derived form 


Ri(t) 


I 


E 0 (t) 


Fig. 2-1.—An R C-filter. 


r TT + *-*" 


( 1 ) 


where the quantity T = RC is the time constant of the network. In 
general, the input and output are related by 


an dt n 


+ aoEo = b r 


d m Et 

dt m 


d m ~ l E, 

+ bm ~ l dr- 1 + 


+ boE h (2) 


where the a’s and b’s are constants and m, n ^ 2N, N being the number 
of independent loops in the filter network (including one loop through the 
voltage source but none through the output circuit). 

Since this formulation is less common than that in terms of mesh 
currents, it may be desirable to indicate its derivation. In a iV-mesh 
network of general form, the mesh currents are determined by integro-dif- 
ferential equations which may be written 1 as 

1 See, for instance, E. A. Guillemin, Communication Networks, Vol. I, Wiley, New 
York, 1931, p. 139. 
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auii + + ^ 13^3 + * 

• • + ai^V — Ei, \ 



+ ^22^2 + &23^3 * 

• • + d2NiN — 0, | 

[ (3) 


ClN\i\ + dN2^2 * 

* * + CInN^N = 0, ; 



where h is the current in the kth. mesh and 


Ojdk = Ljk -jj + Rjkik + 


if 


dt ik- 


(4) 


The output voltage is determined by the mesh currents, through an equa¬ 
tion of the form 

ajv+1,1 i\ + o,n+ 1,2 ii + • * ' + a,N+i,N In = Eo- ( 5 ) 

Equations (3) and (5) may be regarded as N + 1 equations in the 3 N 
quantities dh/dt, i k , / dt i k , (k = 1, 2, • • • , N). To eliminate such 
quantities from consideration and to obtain a direct relation between E 0 
and Ei, one may form the first 2N derivatives with respect to time of 
these N + 1 equations. One has then, in all, (2AT + l)(N + 1) equa¬ 
tions in the N (2 N + 3) quantities 


d 2N+1 i k d' 1N ik 
dP^’ dt™’ 



(k = 1, 2, • • • , N). 


These equations involve also Eo, Ei, and their first 2N derivatives; 
between them one can always eliminate the unknown mesh currents and 
their derivatives, obtaining a linear relation between E h Eo, and their 
first 2N derivatives. If some of the quantities Ljk, Rjk, and Cjk are zero, 
it may not be necessary to take so large a number of derivatives in order 
to eliminate the unknown current quantities; m and n may then be less 
than 2 N, as they were found to be in Eq. (I). 1 

When the input voltage Ei(t) is specified, Eq. (2) constitutes a non- 
homogeneous linear differential equation that can be solved to determine 
Eoit). The general solution of such an equation can be expressed as 

1 If one excludes negative values of L, R, and C from consideration (that is, 
deals with a passive filter), then no equation will contain a term in di k /dt, i k , or fdtu 
unless a similar term occurs in the &th loop equation; this applies, m particular, to the 
output equation Eq. (5). It follows that when one differentiates Eqs. (3) to obtain 
new equations with which to eliminate current variables, one obtains at least as 
many new current variables as new equations. One can increase the number of 
equations as compared with the number of current variables only by differentiating 
Eq. (5) and with it a sufficient number of Eqs. (3) to make possible elimination of all 
the new variables; this may or may not require differentiation of the first of Eqs. (3). 
The number of derivatives of Eo that must be introduced in order to eliminate all 
current variables is thus equal to the original excess of variables over equations 
required for their elimination; the number of derivatives of Ei that must be intro¬ 
duced may be equal to this but need never be larger. Thus in the resultant Eq. (2) 
one will have n ^ m. 
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the sum of any solution of the nonhomogeneous equation, plus the general 
solution of the homogeneous equation obtained by setting equal to zero 
all terms in Ei : 


d n E 0 . 
an dt n +0n 


d*~ l Eo , 

- 1 ^ 


a 0 E o — 0. 


( 6 ) 


In the particular case of the EC-filter described by Eq. (1) the general 
solution may be written as 

Eoit) = Ae~^ + ± f* dr Ej(r)e~~^, (7) 

where the first term is the general solution of the homogeneous equation 

+ E 0 = 0 (8) 

and the second is a particular solution of the nonhomogeneous Eq. (1), 
as is easily verified by substitution into that equation. 

To determine the output voltage E 0 (t ) it is necessary to know both the 
input function Ei(f) and the adjustable constants in the general solution 
of the homogeneous equation. These latter constants are determined by 
the initial conditions of the problem. One set of initial conditions is 
especially emphasized in what follows: the condition that the system 
start from rest when the input is first applied. The resultant output of 
the filter under this condition will be termed its normal response to the 
specified input. In the case of Eq. (7), the condition that E 0 (t) = 0 
at t = 0 implies A = 0; the normal response of this filter to an input 
Ei(t ) beginning at t = 0 is thus 

Eo{t) = y dr Ei(r)e T , (9a) 

or, by a change in the variable of integration, 

Eo(t) = j J o dr Ei(i - r)e~ T . (96) 

2-2. Normal Modes of a Lumped-constant Filter. —The solutions of 
the homogeneous differential equation [Eq. (6)] are of considerable inter¬ 
est for the discussion of the general behavior of the filter. The filter 
output during any period in which the input is identically zero is a solu¬ 
tion of this homogeneous equation, since during this time Eq. (2) reduces 
to Eq. (6). The output during any period in which the input E: is con¬ 
stant can be expressed as the sum of a constant response to this constant 
input, 

Eo = -E , 
a 0 


(10) 
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(this being a solution of the nonhomogeneous equation), and a suitable 
solution of Eq. (6). In this case the solution of the homogeneous equa¬ 
tion can be termed the “transient response” of the filter to the earlier 
history of its input. Transient response can, of course, be defined more 
generally, whenever the input after a given time to takes on a steady-state 
form: The transient response of the filter is the difference between the 
actual output of the filter for t > U and the asymptotic form that it 
approaches. This asymptotic form is necessarily a solution of the non¬ 
homogeneous Eq. (2); the transient is a solution of the homogeneous Eq. 
( 6). 1 

The general solution of Eq. (6) is a linear combination of n special 
solutions, called the normal modes of the filter; these have the form 

hi(t) = fie?*, (11) 

where k is an integer and p,- is a complex constant. The general form of 
the solution is then 

Eo := Cihi(t ) d - 02^2(0 " ' " ”b Cnhnif) , ( 12 ) 

the values of the constants c» depend on the initial conditions of the solu¬ 
tion or on the past history of the filter. 

To determine the normal-mode solutions, let us try e pt as a solution of 
Eq. (6). On substitution of e pt for Eo, this equation becomes 

(a„p n + a„_ ip n_1 + • • • + a 0 )e pt = 0. (13a) 

Thus e pt is a solution of the differential equation if 

P(p ) = a n p n + a„_ip" -1 + • • • + a 0 = 0. (136) 

This equation has n roots, corresponding to the n normal modes. If all 
n roots of this equation, pi, p%, ps, ... , p n , are distinct, then all normal¬ 
mode solutions are of the form if jn is an s-fold root, it can be shown 
(see, for instance, Sec. 2-19) that the s corresponding normal-mode solu¬ 
tions are 

e p i t > i e p i t ) • • • , 

Let us denote the possibly complex value of pi by 

pi = on + jcoi, (14) 

where a,- and a>< are real. If pi is real, the normal-mode solution is real: 

hi{t) = t h e a t. (15) 

If pi is complex, its complex conjugate pf will also be a solution of Eq. 

1 It may be emphasized that the normal response of a filter is its complete response 
to an input, under the condition that it start from rest; the normal response may 
include a transient response as a part. 
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(136), since the coefficients a* are real valued; the normal-mode solutions 
defined above will be complex but will occur in the transient solution in 
linear combinations that are real: 

~ [hi(t) + h*(t)] — i k e a < t cos «,•<, (16a) 

i [hi(t) — hf(t)] = t h e a i l sin corf. (166) 

If pi is purely imaginary there may be purely sinusoidal transients: sin corf, 
COS corf. 

It will be noted that the normal-mode solution will approach zero 
exponentially with increasing t if pi has a negative real part but will 
increase indefinitely if the real part of p { is positive. If all the solutions 
of Eq. (136) have negative real parts, the transient response of the filter 
will always die out exponentially after the input assumes a constant 
value; the filter is then stable. 1 This may not be so if any pi has a posi¬ 
tive real part; when it is possible for some input to excite a normal mode 
with positive on, then the output of the filter may increase indefinitely 
with time—the filter is then unstable. It may also happen that the real 
part of pi vanishes. If this root is multiple, there will be a normal mode 
that increases indefinitely with time and will lead to instability of the 
filter if it can be excited. If the imaginary root p» is simple, the normal 
mode is sinusoidal; the system may remain in undamped oscillation after 
this mode has been excited. It is physically obvious that in such a case 
a continuing input at the frequency of the undamped oscillation will 
produce an output that oscillates with indefinitely increasing amplitude. 
In the precise sense of the word, as defined in Sec. 2-8, such a filter is 
unstable. In summary, then, we see that a lumped-constant filter con¬ 
sisting of fixed elements is certainly stable if all roots of Eq. (136) have 
negative real parts, but may be unstable if any root has a zero or positive 
real part. 

2-3. Linear Filters. —The lumped-constant filters discussed in the pre¬ 
ceding sections belong to the more general class of "linear filters.” 
Linear filters are characterized by properties of the normal response— 
properties that may be observed in the normal response of the ft C-filter 
of Sec. 2T: 

Eo(t) = y I dr Ei(t - r)e T . (96) 

1 The words “stable ” and “unstable” are used here in a general descriptive sense. 
We shall later consider the stability of filters in more detail and with greater generality 
and precision; the ideas here expressed are intended only for the orientation of the 
reader. 
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1. The normal response is a linear function of the input, in the 
mathematical sense. If yi(t) is the normal response of the 
filter to the input Xi(t) and y 2 {t) i£ the normal response to the input 
x 2 (t), then the normal response to the input 

2(0 = Ci2i(0 + CzX 2 (t) (17) 

(ci and C 2 being arbitrary constants) is 

y(0 = cij/i(0 + c 2 yi(t). (18) 


2. The normal response at any time depends only on the past values 
of the input. 

3. The normal response is independent of the time origin. That is, 
if y(0 is the normal response to an input x (t), then y{t + to) is the 
normal response to the input x (i + to)- This requirement is, 
essentially, that the circuit elements shall have values independent 
of time. This constitutes a limitation, though not a serious one, 
on the types of filters that we shall consider. 


It should be pointed out that although few practical filters are strictly 
linear, most filters have approximately this behavior over a range of 
values of the input. Consequently, the idealization of a linear system is 
widely useful and does lead to valuable predictions of the behavior of 
practical systems. 
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C(t) 


Fig. 2*2.—A filter in 
which the capacity is a 
function of time. 



Fig. 2 , 3.—Current I through « 
diode rectifier as a function of the 
potential difference V between an¬ 
ode and cathode. 


It should be emphasized that the requirement of linear superposition 
of responses (Item 1 above) does not suffice to define a linear filter; the 
circuit elements must also be constant in time. An example of a * non¬ 
linear” filter can be derived from the filter of Fig. 2-1 by making the 
capacity change in time—as by connecting one of the plates of the con¬ 
denser through a link to the shaft of a motor (Fig. 2-2). In spite of the 
fact that the superposition theorem [Eqs. (17) and (18)] applies to this 
filter, it is not linear, and its normal response cannot be written in an 
integral form such as Eq. (9b). 

An example of a filter that is nonlinear in the conventional sense is 
the familiar diode rectifier. The current through the diode and the out- 
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put voltage is different from zero only when the potential difference 
between the anode and cathode is positive (Fig. 2-3). The superposition 
| _ t theorem above does not hold for this system. 

For example, if Xi(() — A, a constant, and 
Xi(t) = A sin cot, it is easy to see that the com¬ 
bined output to Xi(t) + £2 (t) is not the sum of 
the outputs due to Xi(t) and x 2 (t) separately. 

An example of a mechanical filter is sketched in Fig. 2-4. The input 
and output shafts are connected through a spring and flywheel; the fly¬ 
wheel is provided with damping that is proportional to its speed of rota¬ 
tion. Such a filter can be made to be linear, at least for small angular 
displacements of the input and output shafts. 


Fig. 24.—A mechanical filter. 


THE WEIGHTING FUNCTION 
It will be noted that the relation 

1 f* -A 

Eo(t) — y I dr Ei{t — r)e T (96) 

expresses the output of a particular linear filter as a weighted mean of all 
past values of the input; more precisely, the input at a time t — r con- 

T 

tributes to the output at time t with a relative weight c T that is a func¬ 
tion of the elapsed time interval r. (It must be remembered that in this 
example Ei(t) — 0 if t < 0.) This method of relating the input and 
output of a filter by a weighting function is generally applicable to linear 
filters and is of great importance. The weighting function itself is closely 
related to the normal response of the filter to an impulse input. We 
shall begin, then, by considering the normal response of linear filters to 
this particular type of input. 

2-4. Normal Response of a Linear Filter to a Unit-impulse Input.— 

The unit impulse or delta function S(f — to) is a singular function defined 
to be zero everywhere except at t = t 0 , and to be infinite at t = t 0 in such 
a way that it possesses the following integral properties (ti < t 2 ) : 

J ^ dtf(t)8(t — tf) — 0 if <i > to or t 2 < to, (19a) 

J h dtf(t)8(t - to) = i/(< 0 ) if to = h or to = tz, (196) 

dt fit) h{t to) — f(to) if t\ < to < t 2 . (19c) 

The function S(t — £ 0 ) may be considered as the limit of a continuous 
function 8 a (t — t 0 ) that is symmetrical in / about the point t = t 0 and 
depends upon a parameter a in such a way that 





Sec. 2-4] NORMAL RESPONSE TO A UNIT-IMPULSE INPUT 31 

/ + « 

dt 8 a (t - to) sa 1, (20a) 

lim 8 a (t - to) = 0 iit ^ t 0 . (206) 

a—>0 

Examples of such functions are 

1 _A^?Y 

d a (t - <o) = —~r e V “ ' > 

a's/'jr 

sin 2 0-=-±) 

(«-w- ■ 

as a approaches zero, these functions tend to take on the properties 
assigned to the unit-impulse function. 

The normal response of a linear filter to a unit impulse applied at the 
time t = 0 is denoted by W(t) ; it will be called the weighting function, for 
reasons to be made evident later. We have, of course, 

Wit) =0 if t < 0. (22) 

The weighting function may be discontinuous and may even include 
terms of the delta-function type for t 0 ^ 0. 

The normal response of a linear lumped-constant filter to an impulse 
input can be determined by consideration of the governing differential 
equation [Eq. (2)]. After the moment of the impulse, Ei will be zero, 
and the response W{t) must be a solution of the homogeneous differential 
equation [Eq. (6)]; that is, it must be a linear combination of the normal 
modes of the filter. At the moment of the impulse TT(<) may be dis¬ 
continuous; it will even contain a term of the form c8(t) when the filter is 
such that the output contains a term proportional to the input. 

In the case of the simple KC-filter described by Eq. (1) there is only 
one normal mode, 

hi = e~h (23) 

and the weighting function is of the form 

W{t) = Ae~h t > 0, J (24) 

W{t) =o, t < 0. I 

One can determine the constant A by integrating Eq. (1) from — » to t, 
with E 0 = Wit) and E t = 5(t) this becomes 

TW(t) + L dr W{r) — f dr 8 (r). 



(25) 
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If t > 0, we have, by Eqs. (19c) and (24), 

_i -- 

TAe T ~ AT(e T - 1) = 1, 

whence 



(26a) 
(26 b) 


The form of W(t) can be determined by similar methods when there is 
more than one normal mode. Another method of solution, employing 
the Laplace transform, will be indicated in Sec. 2T9. 

The normal response to a unit impulse can also be determined from 
an integral formulation of the response to a general input. In the case 
of our simple TuC-filter, one would start with Eq. (9a). The normal 
response to a unit impulse at time f 0 > 0 becomes 


1 r _*=i 

E 0 {t) = I 5(t — t 0 )e T dr' 

then, by Eqs. (19), 

Eo(t) = -^e t> to, 

E 0 {t) = 0, t < t 0 . , 


It follows that for this filter 


b^(0 — ji e T > t > 0, 
W{t) = 0, t < 0. , 


(27) 

(28) 


(29) 


This function is shown as curve a in Fig. 2-5. 

The fiC-filter shown in Fig. 2-6 has a delta-function term 

weighting function. Its output 
mined by the differential equation 



is 


T i 


dEo 

dt 


+ Eo = 


rp dEj 

T1 dt ’ 


where 


Fig. 2*5. —The normal re¬ 
sponse of the circuit of Fig. 2*1 
with T — 1 (a) to a unit- 

impulse input at t — 0 and (6) 
to a unit-step input starting at 
t = 0 . 


in its 
deter- 


(30) 


(31) 


Eo(t) — Ei(t ) 


Tx = RC. 

The normal-response solution of this equation 
for an input Ei that begins after time t = 0 
is 

t-r 

dr Ei(r)e Tl (32) 


-u 


as can be verified by substitution into Eq. (30). The response of this 
filter to the impulse input 


Ei(t) = 8(t - to), to > 0, 


(33) 
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is then 

E 0 (t) = 8(t - u) - e_Tr °; ( 34 ) 

it follows that 

Wit) = b{t) - y 0). (35) 

In the discussion that follows we shall consider the weighting function 
W{t) as a primary characteristic of a filter rather 
than as a derived quantity to be obtained, say, by 
solution of a differential equation. Experimen¬ 
tally, it is sometimes practical to obtain the weight¬ 
ing function by recording the response of the filter 
when a large input is suddenly applied and re¬ 
moved. (It is, of course, essential that this input 
should not overload the system.) When this is 
done, the time duration of the input pulse At should 
be short compared with any of the natural periods of the filter; that is, 
one should have 

At dV ~^- « Wit) (36) 


C 

•-1(-j-- 

E,(t) R% E 0 (t) 


Fig. 2 6.—An RC- 
filter with a delta-func¬ 
tion term in the weight¬ 
ing function. 


for all t. Otherwise, small variations in Wit) may be obscured. An 
alternative method for the experimental determination of W{t) will be 
indicated in Sec. 2-7. 

2*5. Normal Response of a Linear Filter to an Arbitrary Input. —The 

normal response of a linear filter to an arbitrary bounded input Eiit) 

with at most a finite number of discontinui¬ 
ties can be conveniently expressed in terms of 
the response to a unit-impulse input. We 
shall assume that Ei(t ) = 0 when t < 0. 
This function can be approximated by a set 
of rectangles as shown in Fig. 2-7. In com¬ 
puting its effect on the filter output, the por¬ 
tion of the input represented by a very narrow 
rectangle of width Ah and height Ei(h), at 
mean time ti, can be approximated by the impulse input Ei(h) Ati 5(t — ti); 
the ability of a filter with a finite response time to distinguish between a 
true impulse input and a pulse of duration At with the same time integral 
diminishes as At approaches zero. One is thus led to approximate the 
input Ei(t) by a sum of impulses: 

El(t) ~ ^ Elitn) Atn 5(t f»). 



Fig. 2-7. —Approximation 
of a function Ei(t) by a set of 
rectangles. 


(37) 
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The normal response of a linear filter to a succession of impulse inputs 
will (by the definition of linearity) be the sum of the responses to each of 
these inputs. We have now to sum the responses to the incremental 
inputs of the rectangular decomposition of Ei(t ) given by Eq. (37); the 
resultant sum will approximate the normal response Eo(t ) to the input 
Ei(t). 

Let us first split off from the weighting function any delta-function 
singularities, writing 

W(t) = Wo(0 + coS(t ) + ciS(t — r i) + Cz8(t — r 2 ) + • • • , + (38) 

where 0 < n < r 2 < . . . , and Wo(t) is a bounded but not necessarily 
continuous weighting function. To a unit-impulse input at time t = 0 
this filter gives a bounded output T7 0 (0, plus impulse outputs at times 
t = 0, n, t 2 , ... , with relative magnitudes c 0 , c x , c 2 , ... . These 
parts of the filter response can be considered separately. 

The significance of the delta-function terms in the weighting function 
is easily appreciated. If there is a term c 0 8(t), the filter gives in response 
to an impulse input a simultaneous impulse output with magnitude 
changed by a factor Co," in response to an arbitrary input Ei(t) it gives an 
output c 0 Ei(t). Similarly, corresponding to the term Ci8(t — n) in 
the weighting function there is a term c\Ei{t — r x ) in the response to 
the input Ei(t). 

Now let us consider the part of the filter response associated with the 
bounded function Wo{t). This part of the response to an impulse input 
8(t — <i) at time h is given by W 0 (t — h)] the response to a differential 
input Ei(t\) 8(t — t \) Atfi is thus E/(<i)lEo(i — ti) Af x , and the correspond¬ 
ing response of the filter to the approximate input [Eq. (37)] is 

£ E,(t n )W 0 (t - i.) A t n . 

n 

In the limit as the At’s approach zero, this becomes 

dti Ei(ti)Wo(t — *i), 

the exact output due to the bounded part of the weighting function. 
Since W 0 (<) vanishes for negative values of the argument, we may take 
the upper limit of the integral at t x = t, and write 

Eo(t) — c 0 Ei(t ) + cxEt(t — ti) + • • • + dti Ei(ti)W 0 (t — ti). (39) 

This representation will be valid even when the input contains impulses 
occurring between the time 0 and t. A more compact and more generally 
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Eo(t) = 



dti (t — li). 


(40) 


Each delta-function term in the weighting function gives rise to one of 
the terms appearing before the integral sign in Eq. (39). When the 
weighting function contains the delta function Co5(t), it is necessary to 
indicate the upper limit of the integral as <+ (that is, t approached from 
above) in order to include the whole term coEi(t) in the response rather 
than just half of it. The more compact notation also requires that odp 
write 

/ dti S(h - t s ) S(< - h) = 8(t - i t ) (41) 

Jh-A 

when there are delta functions in both the input and weighting functions. 

On introduction of the new variable of integration 

r = t-h, (42) 

we have 

Eo{t) = f* dr Ei(t - r)TT(r). (43) 

This gives the normal response to an arbitrary input as an integral over 
the past values of the input, each of these values being weighted by the 
response of the filter to a unit-impulse function. 

Equation (9b) illustrates this result in a special case in which Wit) is 
given by Eq. (29); Eq. (9a) is similarly a special case of Eq. (40). 

2-6. The Weighting Function. —The weighting function provides a 
complete characterization of the filter. As we have seen, the normal 
response to any input can be computed by means of the weighting func¬ 
tion. In addition, from the weighting function of a lumped-constant 
filter one can determine the normal modes of the filter, these being the 
terms of the form l k e p < 1 into which W ( t ) can be resolved. 

The weighting function expresses quite directly what may be called 
the “memory” of the filter, that is, the extent to which the distant past 
of the input affects the response at any time. This is evident in the 
width of the weighting function; the “memory” may be termed long or 
short according to whether the weighting function is broad or narrow. 

The “memory” determines the distortion with which the filter output 
reproduces the input to the filter; the filter will reproduce well an input 
that changes but little within the length of the memory of the filter, but it 
will distort and smooth out changes in the input that take place in a 
period small compared with the memory. Another aspect of the memory 
is the lag introduced by the filter. If the input is suddenly changed to a 
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new value, the output acquires the corresponding new value only after 
a period of lag determined by the width of the weighting function. 

Examples .—We have already examined the weighting functions of 
two simple EC-filters, as given by Eqs. (29) and (35). 

L 

» 1 ■ 1 I 1 6 

Ej(t) E 0 (t) 

Fig. 2-8.— (a) An LC-filter; (6) the weighting function of the circuit shown in (a). 

The differential equation for a filter consisting of an inductance L 
and capacity C, as shown in Fig. 2-8a, is 


W(t) 


K/W 


+ «s) Eo = ulE, 


LC 


(44) 


The weighting function is sinusoidal for t > 0, with the angular frequency 

w„: 

W (0 = sin gjJ; (45) 

this is sketched in Fig. 2-86. 

A filter with feedback, such as the servo illustrated in Fig. 1-3, may 

be governed by the differential equation 



( r ^ + i + K ) do = Kdl > (46) 

where A is a constant. The weighting func¬ 
tion for this filter will be derived by applica¬ 
tion of Laplace transform methods in Sec. 2T7. 
The results are as follows. Let 


2 K 

w n = 7p> 


r = 


2 (AT)« 


(47a) 

(476) 


tion of a simple servomechan- damped natural frequency and the damping: 
ism for different relative - T' & 

values of the constants. 


ratio, respectively. When £ < 1, the system 
is underdamped, and the weighting function is 


W(t) = 




(1 - e_r “"‘ sin [(1 - £*)*«„<]• 

When £ = 1, the system is critically damped) the weighting function is 


(48) 


W ( t ) = te~ Unt . 


( 49 ) 
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W{t) = 




2(f 2 - 1)H 




(50) 


These three forms of the weighting function are illustrated in Fig. 2-9. 

2-7. Normal Response to a Unit-step Input. —The unit-step function 
u(t ) is defined as follows: 


u(t) = 0 if t < 0, \ 

u(t) = 1 if t ^ 0. | 


(51) 


The normal response of a filter to a unit-step input is closely related 
to its weighting function. In particular, the normal response to a unit 
step at time t = 0 is, by Eq. (43), 

U{t) = f* dr W{t). (52) 

Just as the unit-step function is 
the integral of the unit-impulse 
function, so the response to a unit- 
step input is the integral of the 
response to the unit-impulse in¬ 
put. Conversely, the weighting function of a filter can be determined 
experimentally as the derivative of the output produced by a unit-step 
input. The form of the function U(t) for the EC'-filter of Fig. 2-1 is 
illustrated in Fig. 2-5. 

Let us assume that both Ei(t ) and W{t) are well-behaved functions, 
with Ei(t) making an abrupt jump from the value 0 to Ei( 0) at time 
t = 0. Integrating Eq. (43) by parts, we obtain 


t 

e,(d 


E, (0) 

♦ 




&l 1 


Fig. 2*10.—Approximation., of a function 
Ei{t) by a set of step functions. 


Eo(t) = Ei{t - T)U(r) 


0 - 


E 0 (t) = E,(0)U(t) + 
Eo(t) = Ez(0)t/(<) + 


f‘yr(£E, (l -r)) u <.r), 
f o _ dr E'(t ~ t)U(t), 
dtiEi(ti)U(t - ti), 


(53 a) 
(53 b) 
(53c) 


where the prime is used to denote the derivative with respect to the indi¬ 
cated argument. The output of the filter is here expressed as the sum 
of responses to the step functions into which the arbitrary input can be 
resolved (see Fig. 2-10): an initial step of magnitude Ei( 0) at time t = 0 
and a continuous distribution of infinitesimal steps of aggregate amount 
Ei(h) Ah in the interval Ati about the time h. The corresponding forms 
of the relation when Ei has other discontinuities or U increases stepwise 
(JV contains delta functions) will need no discussion here. 
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2-8. Stable and Unstable Filters. —Thus far in the discussion of the 
weighting function we have made no distinction between stable and 
unstable filters. This was possible only because attention was restricted 
to input functions that differ from zero only after some finite time. To 
proceed further we must define stable and unstable filters. A stable 
filter is one in which every bounded input produces a bounded output; 
that is, the normal response of a stable filter never becomes infinitely 
large unless the input does so. An unstable filter will give an indefinitely 
increasing response to some particular bounded input, though not, in 
general, to all such inputs. 

The weighting function affords a means of determining whether a 
given filter is stable or unstable, through the following criterion: A linear 
filter is stable if and only if the integral of the absolute value of the 

weighting function , dr |TF(r)|, is finite. Thus, the second of the 

filters mentioned in Sec. 2-6 is unstable, since dr |sin w 0 r| does not 
converge. 

To prove that the convergence of this integral assures the stability of 
the filter we need to show that if Efit ) is bounded, that is, if there is a 
constant M such that \Efit)\ < M for all t, then Eo(f) is also bounded. 
The filter output may be written 

E°(t) = J o dr Efit — r)TF(r), (43) 

since We restrict our attention to Ej s that are zero for negative values of 
the argument. As the absolute value of an integral is certainly no greater 
than the integral of the absolute value of the integrand, we have 

\Eo(t)\ ^ dr |Efit - r)\\W(r)\. (54) 

The inequality is strengthened by putting in the upper bound for Efit) 
and extending the range of integration: 

\E 0 (t)\ g M J o _ dr|TT(r)|. (55) 

Thus, if J o _ dr I W (r) | exists, Efit) is bounded. 

The proof of the second part of the stability criterion—that the filter 
is unstable if J q _ dr \ W (r) | does not converge—is somewhat longer and 

will be omitted here. It involves the construction of an input Ei(t) 
that will make E 0 (t) increase without limit, and is essentially the same as 
the corresponding proof given, in the case of pulsed filters, in Sec. 5-3. 
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The relation of this result to the earlier discussion (Sec. 2-2) of the 
stability of linear lumped-constant filters is easily understood. We have 
noted (Sec. 2-4) that the weighting function of such a filter is a linear 
combination of its normal-mode functions, 

W(t) = Co 5(t) + Cihi(t) + c 2 h 2 (t) + • • • + c n h n (t), (56) 

the h’s being given by Eq. (11). Now the integral J o \hi(t)\ dt will not 

converge for any normal-mode function hi that has a,- ^ 0, nor can one 
form any linear combination of these functions for which such an integral 

converges. Thus the integral J o _ |W(f)| dt will converge if, and only if, 

the weighting function contains no normal-mode function for which 
cti 2; 0. Stability of the filter is thus assured if all the roots of Eq. (13b) 
have negative real parts, in accord with the ideas of Sec. 2-2. On the 
other hand, the filter may be stable even when there exist roots with 
nonnegative real parts if the corresponding undamped normal modes do 
not appear in the weighting function, that is, if they are not excited by 
an impulse input. Since any input can be expressed as a sum of impulse 
inputs, this is sufficient to assure that no undamped modes can be excited 

by any input whatever. The convergence of J o |W(r)| dr as a criterion 

of the stability of a filter is thus precise and complete; in effect, it offers 
a method of determining what normal modes of a filter can be excited— 
not merely what modes can conceivably exist. 

Only when a filter is stable is it possible to speak with full generality 
of its response to an input that starts indefinitely far in the past. We 
have seen that for a bounded input Eiit) which vanishes for t < 0, the 
normal response is 

E 0 (t) = J*_ Ei(t - t ) W (t) dr. (43) 

If Ei has nonzero values when the argument is less than zero, the upper 
limit of integration must be correspondingly extended; if the input began 
in the indefinitely remote past, we must write 

E 0 {t) = J o _ Ei(t - r) W (r) dr. (57) 

If the filter is stable—and hence if f 0 * |W(t)| dr < <x >—then the integral 

in Eq. (57) will converge for any bounded input. If, however, this exten¬ 
sion of the limit is attempted in the case of an unstable filter, the resulting 
integral may not converge. This corresponds, of course, to the possibility 
that an unstable filter subject to an arbitrary input in the indefinitely 
remote past may give, at any finite time, an infinitely large output. 
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We shall therefore apply Eq. (57) only in the treatment of stable 
filters; in dealing with linear filters in general, and unstable ones in 
particular, it will be necessary to use an equation of the form of Eq. (43) 
and only inputs that start at a finite time. 

THE FREQUENCY-RESPONSE FUNCTION 

To this point we have considered the response of a linear filter to two 
special types of inputs—impulse and step inputs—and the related weight¬ 
ing function by which the filter may be characterized. We now turn our 
attention to another special type of input—the pure sinusoidal input— 
and the related frequency-response function, which also serves to charac¬ 
terize any stable linear filter. 

We shall see that the response of a stable filter to a pure sinusoidal 
input function is also sinusoidal, with the same frequency but generally 
different amplitude and phase. The frequency-response function 
expresses the relative amplitude and phase of input and output as func¬ 
tions of frequency. It is defined only for stable filters, since a pure 
sinusoidal input must start indefinitely far in the past and can thus be 
considered only in connection with a stable filter. [The input 

Ei(t) = 0, t < 0, 1 

E,(t) = A sin wo t, t > 0, f K } 

which might be applied to an unstable filter, is not a pure sinusoid but a 
superposition of sinusoids with angular frequencies in a band about u 0 .] 

The importance of the frequency-response function rests on the fact 
that any function subject to certain relatively mild restrictions can be 
written as the sum of sinusoidal oscillations (Sec. 2T1). The response 
of a linear filter can be expressed as a similar sum of responses to the 
sinusoidal components of the input by means of the frequency-response 
function, which relates corresponding components of input and output. 

2*9. Response of a Stable Filter to a Sinusoidal Input. —In dealing 
with sinusoidal inputs and outputs it is convenient to use the complex 
exponential notation. The general sinusoidal function of angular fre¬ 
quency w can be represented by a linear combination of the functions 
sin ot and cos cot or, more compactly, by a cos (cot + <t>), where o is the 
amplitude and 4> the phase with respect to some reference time. An 
even more compact notation is obtained by representing this sinusoid 
by the complex exponential 

A e iat = ae’V"', (59) 

of which a cos (cot + <f>) is the real part. Here phase and amplitude are 
represented together by the complex factor A = ae J '*, of which a is the 
magnitude and <f> the phase. A change of amplitude by a factor b, together 
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with a change of phase by A 4>, is then represented by multiplication of 
the complex exponential by the complex number be 1 '**; this changes the 
multiplier of e iut to abe and the real part of the whole expression 
to ab cos (ut -I - 4> “I - A<f>). 

When a complex function is used to denote a filter input, a complex 
expression for the output will result. Because of the linear property of 
the filter, the real part of this complex output is the response of the filter 
to the real part of the complex input, and similarly for the imaginary 
parts of input and output. It is thus easy to interpret in real form the 
results obtained by considering complex inputs. 

Use of the complex notation makes it easy to prove that a sinusoidal 
input to a stable filter gives rise to a sinusoidal output. Let 


Ei(t) = Ae iat . 

Then, by Eq. (57), we have 

c » 

(60) 

Eo(t ) = A I dr e iu(t ~ T) W (r) 

(60a) 

_ £ e io,t J dr e~~ laT W (r), 

(606) 


where W(r) is the weighting factor of the filter. For reasons that will 
be evident later we shall denote the convergent integral in Eq. (60b) by 

Y(jo:) — J dr e~ iuT W (r). (61) 


Then 


E 0 (t) = AY(jo:)e iat . 


(62) 


Thus the filter output is sinusoidal in time; it differs from the input by a 
constant complex factor Y(jw). For unstable filters the integral in Eq. 
(61) will, in general, not converge. 

Considered as a function of the angular frequency, Y(jo:) is called the 
frequency-response function. This function expresses the amplitude and 
phase difference between a sinusoidal input at angular frequency co and 
the response of the filter. The input amplitude is multiplied by the 
factor 

|F(ico)| = [Y(j a )Y*(j<*)]», (63) 


and the phase is increased by 

Y(jo:) - F*(jco) l 

Y(jco) + Y*(ja)}’ 



(64) 


where the asterisk denotes the complex conjugate. 

Experimentally, the frequency-response function of a filter can be 
determined by comparing the amplitude and phase of sinusoidal inputs 
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at various frequencies with the amplitude and phase of the corresponding 
outputs. In order to compensate for the fact that any real input starts 
at a finite time, it is necessary to regard as the response only that part of 
the output in which the amplitude and phase do not change with time, 
that is, the so-called "steady-state response.” 

240. Frequency-response Function of a Lumped-constant Filter.— 
The frequency-response function of a lumped-constant filter is easily 
determined from the differential equation of the filter. In this equation 


d n E 0 . d— l Eo , 

jj« l 1 i 


dt n 


we may set 


dt n ~ 


= b r 


aoEo 
d m Ei 


dV 


d™~'E, 

" l ~ 0m ~ l dr - 1 i ~ 


+ boEi, ( 2 ) 


Ei - e iut , 

Eo = Y(ju)e iat . 


(65) 


We have then, on carrying out the differentiations, 


[a n (jw) n + an-iO'w)"- 1 + • • • + a 0 ]Y(jo>)e iat 

= [b m (jco) m + fe m _i0'w) m_1 + • • • + b 0 ]& at , (66) 

whence 


y(• \ _ bJjuT + fcm-i(ja>) OT 1 + • • • + bp 
dn(ju) n + a n - i(jaj) n_1 + • • • + a 0 


(67) 


The frequency-response function of such a filter is thus a rational func¬ 
tion, the ratio of two polynomials in ju with coefficients that appear 
directly in the differential equation. 




Fxa. 2-11.—(a.) The amplitude amplification and (h) the phase shift of the circuit of Fig. 2-1. 


As examples we may take the two stable filters considered in Sec. 
2-6. For the simple /fC-filter of Fig. 2-1 we have, on reading the required 
coefficients from Eq. (1), 


YU") = 


jo>T + 1 


( 68 ) 
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The amplitude amplification and phase shift are 

\Y(jo>)\ = a + c 
<f> = tan - x ( — coT)', 


(69a) 

(696) 


these functions are plotted in Fig. 2T1. 

The frequency-response function of the simple servomechanism 
described by Eq. (46) is 


Y(jo>) 


K _ col 

(K - TV) + jco L (co 2 _ co 2 ) + 2fo> n jco 


(701 


The amplitude amplification and phase shift are 


\Y(jco)\ = 


= 



(71a) 

(716) 


these quantities are plotted as func¬ 
tions of co in Fig. 2T2, for f 

2*11. The Fourier Integral. —We 
have now to consider how an arbitrary 
input can be expressed as a sum or in¬ 
tegral of sinusoidal components. 

The representation of a periodic 
function by a Fourier series 1 will be 
assumed to be familiar to the reader. 
Any function g(t ) that is periodic in 
time with period T, is of bounded vari¬ 
ation in the interval 


and is properly defined at points of 
discontinuity can be expressed as an 
infinite sum of sinusoidal terms with 
frequencies that are integral mul¬ 
tiples of the fundamental frequency 

h = f 02) 




Fig. 2-12.—(a) The amplitude am¬ 
plification and (b) the phase shift of a 
simple servomechanism, as given by 
Eqs. (71) with f 


1 A. Zygmund, Trigonometrical Series, Zsubwenczi Funduszu Kultury Narodowej, 
Warsaw-Lwow, 1935; E. T. Whittaker and G. N. Watson, Modern Analysis, Mac¬ 
millan, New York, 1943. 
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In terms of complex exponentials one can write 

+ * 

g(t) = £ a n e 2 «A»‘, (73a) 

n = — « 

where the coefficients a n are given by 

1 [T/2 

a n = dt g(t)e~ 2rif i nt . (73 b) 

± J -T/2 

When the function g(t) is not periodic but satisfies other conditions— 

/ —j— 00 

dt |gr(<)| is sufficient—it is possible to represent 

the function, not by a sum of terms with discrete frequencies n/i, but by a 
sum of terms with all frequencies /: 

r+ » 

g(t) = I df A(f)e 2T,fl . (74 a) 

This integral will often converge only in a special sense. The function 
A(f), which gives the phase and relative amplitude of the component with 
frequency f, can be computed by means of the formula 

f+ » 

Atf) = J ^ dt g(t)e~ 2rift . (746) 

Equations (74) provide an extension of Eqs. (73) for the limit as 
T —> °o. The reader is referred to standard texts 1 for a complete dis¬ 
cussion. It will suffice here to show that the extension is plausible. It is 
obvious that we can construct a function h(t) that is periodic with the 
period T and is identical with g(t) in the interval {-T/2 < t < T/2). 
Moreover, this can be done however large the (finite) fundamental period 
T is made. For each value of T, Eqs. (73a) and (736) hold, with h(t) 
in the place of g{t). It is plausible to assume that these equations hold 
in the limit as T —► °o. If we set / = n/T, df = l/T, and Ta n = A(f), 
then as T becomes infinite h{t) becomes g{t), and Eqs. (73a) and (736) 
become Eqs. (74a) and (746) respectively. 

For many purposes it is convenient to express the Fourier integral 
relations in terms of the angular frequency o> = 2irf. With this change of 
variable, Eq. (74a) becomes 

» (<) = 5 /- + „ d “ A (£) e< “- (76) 

1 E. C. Titchmarshj Introduction to the Theory of the Fourier Integrals, Clarendon 
Press, Oxford, 1937. 
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As an alternative form, we shall write 

1 f+ ” 

g(t) = 2 r J-„ do> G(jo>)e lat , 


where 


/ + • 


dt g(t)e~ iat . 
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(76a) 


(76 5) 


Considered as a function of the real angular frequency co, Gifco) will be 
termed the Fourier transform of git). 

It is clear that A (J) and Gijco) are in a sense both Fourier transforms 
of git), since they represent the same function of frequency. They are, 
however, different functions of their indicated arguments, with 

A(f) = G(2wjf). (77) 

In this chapter we shall hereafter deal only with the representation Gijco), 
in order to proceed conveniently from the Fourier transform to the 
Laplace transform. 

It should be noted that if g{t) is an even function of t, g{ — t) = g{t), 
then 


Gif «) 


L 


dt git ) cos cot. 


(78 a) 


It follows that Cr(co) is an even real-valued function of co and that git ) can 
be written as 


git) 


-if 


dco G(jo)) cos cot. 


If g(t) is an odd function of f, g( — t) = — g{t) } then 


Gif“>) = 2 f f o . 


dt git) sin cot. 


Since Gifco) is then an odd function of co, one can write 


git) 


-if 

7T Jo 


dco Gifco) sin cot. 


(785) 


(79a) 


(79 b) 


As an example of the Fourier integral representation, let us consider 
the function 

git) = e~ aM , (80a) 

shown in Fig. 2T3a. Then by Eq. (765) 

*+ 00 

dt 


Gifco) = J_ 


dt e < -~ ia+a)t + 

1 . 1 


/; 


dt e~t ia+a)i 


+ 


a — jco a + jco 


( 81 ) 
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Thus 


G(i«) = 


2a 


(80 6) 


a 2 + co 2 ’ 

this function is plotted in Fig. 2-136. The Fourier integral representation 
of the given function is, by Eq. (76a), 

a/ir 


r+ » 

g—ol«| _ I 


dw ■ „■ -—2 e, "‘- 
a 2 + co* 


(82) 


The validity of this representation can be proved by evaluating the 
integral, for instance, by the method of residues. 1 As a brief review of 

G(j oj) 




Fig. 2-13.— (a) Plot of the function g(t) — « 01 ; (6) the Fourier transform of the function 

f/(*). 

the method of residues, this evaluation will be carried through in some 
detail. It is convenient for this purpose to change the variable of 

integration from co to jco or, more 
precisely, to introduce the complex 
variable 

p = a + jco } (83) 

of which jo) is the imaginary part, 
and to replace the integral over real 
values of co by an integral over pure 
imaginary values of p. The integral 
of Eq. (82) then becomes 





a/ir 


a 2 + 




complex p-plane. (a) Path of integration 
( —j 00 » j 00 ); (b), (c) paths of integration 
for use of method of residues. 


a f J °° 
Tfj J -j oo 


dp 


a 2 


V 


e* (84) 


vdth the path of integration along the 
imaginary axis in the p-plane, as 
shown in Fig. 2T4. By resolving the integrand into partial fractions, 
the integral in Eq. (84) can be brought into the form 


/: 


do: 


afv 

a 2 + or 


gj Cdt 


T~- f a d p(—r-—) eP< - 

2 ttj J r \p + a p — a; 


( 85 ) 


1 See E. C. Titchmarsh, The, Theory of Functions, Oxford, New York, 1932. 
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I 


2ir j 



dp - e pt . 

r p — a 


( 86 ) 


We now apply the method of residues. If t < 0, the integrand 
approaches zero as |p| —>• oo in the right half of the p-plane; in fact, it 
can be shown that the line integral along the semicircle Cr of radius R in 
the right half plane approaches zero as R becomes infinite. Let us then 
consider the line integral of this integrand around the closed contour (6) 
of Fig. 2-14. This consists of two parts: the integral along the imaginary 
axis from —jR to +jR and the integral around the semicircle C R : 


' " h (/-I + D dp p^-. (87a) 

As R —> oo, the second integral tends to zero, and the first approaches the 
integral I of Eq. (86). Thus 


I = lim I(R) — lim 

R—> CO R—+ CO 



(87 6) 


the desired line integral can be evaluated as the limit of a contour integral. 
Now the integral around the closed contour is equal to 2 irj times the sum 
of the residues of the integrand at all poles enclosed by the contour, taken 
with a minus sign because the integration is in the clockwise sense. As 
R — » oo ; the contour (6) of Fig. 2T4 will come to enclose all poles in the 
right half plane. If a has a positive real part the integrand has a pole in 
the right half plane, and 


7 


[t < 0, Re(a ) > 0]. 1 


If a has a negative real part, there is no such pole, and 

7 = 0, [t < 0, Re(a) < 0]. 


(88a) 

( 886 ) 


Since the a of Eq. (85) is a positive real quantity, the first term contributes 
nothing to the integral, and 


da ?£ 2 e? al = e ot = e“ aUI , (< < 0). (89) 

If t > 0, the integrand of Eq. (86) approaches zero as |p| —> oo in 
the left half plane. By arguments similar to those above, the desired 
integral is equal to the integral around the contour (c) of Fig. 2T4, in 
the limit as R —» oo. This is in turn equal to 2 irj times the sum of the 

1 The symbol Re(a ) denotes the real part of a. 
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residues in the left half plane, taken with a plus sign because the integra¬ 
tion is in the counter clockwise sense. Thus 

1 = 0, [« > 0, Re(a) > 0], (90a) 

I = e at , [< > 0, Re{a) < 0]. (906) 

In Eq. (85) the second term contributes nothing to the integral, and 

f + dec 2 e iut = e~ at = e~ aHI , (t > 0). (91) 

J - » a z + u* 


On combining these results, one verifies the truth of Eq. (82). 

2-12. Response of a Stable Filter to an Arbitrary Input. —Let us con¬ 
sider the response of a stable linear filter to an input gi(t ) with Fourier 
transform Gi(ju), Then 

gi(t) = ^ j + __l duGi(jw)e imt . (92) 

Since the response of the filter to an input e iat is the output Y(jw)e iat , it 
follows from the linear property of the filter that its response to the input 
gi(t) is the output 

g°(t) = ± J do}Gi(jw)Y(ja)e iat . (93) 

It is evident that the Fourier transform of the filter output is 


Go(jco) = Y(ju)G,(ju). 


(94) 


That is, the Fourier transform of the filter output is equal to the Fourier 
transform of the input multiplied by the frequency-response function of the 
filter. 

243. Relation between the Weighting Function and the Frequency- 
response Function. —The relation between the frequency-response func¬ 
tion of a stable filter and the weighting function has been stated in Sec. 


2-9: 


YU «) 



dr e~ iaT W (t). 


(61) 


Since W{t) vanishes for r < 0, we may write 


YU<*) 



dr e~ iaT W(r). 


(95) 


The frequency-response function of a stable filter is the Fourier transform 
of the weighting function. It is important to note that this theorem is 
restricted to stable filters. For unstable filters the integral in Eq. (95) 
will, in general, not exist. The inverse of this relation is, of course, 

^ - s r. 


dco Y (jaj)e ) '“‘. 


(96) 
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The significance of this relation and the importance of the restriction 
to stable filters may be illustrated by a consideration of lumped-constant 
filters, for which the frequency-response function is 


F(jco) = 


b m (j«)" + ^-xO'co)”*- 1 + 


+ b„ 


a n {ju) n + a n -i(ju) n 1 + 


+ 0,0 


(m ^ n ). (67) 


For simplicity, let us assume that the complex constants 

Pi = ai + jm, (14) 


which are the roots of the equation 

P{p) = a n p n + a„_ip n_1 +’ , ’+Oo, (13b) 

are all distinct. Then Y(jai) can be expressed as a sum of partial fractions, 


F(ico) =C 0 + 


Ci 


+ 


C 2 


jo: - Pi Ju — Pi 


+ 


+ y 


C n 


JU ~ Pn 


(97) 


where the constants Ci depend on the b’s as well as on the a’s. The 
constant C 0 will vanish unless m = n. 

First, let us assume that all the p’s have negative real parts—all 
normal modes of the filter are damped. Let us further assume that 
m < n. Then the filter is stable, and we should be able to compute 
W{t) as 



To evaluate this integral it is again convenient to introduce the complex 
variable 


p = a + jo3, 


(99) 


of which ju is the imaginary part. The integral of Eq. (98) then becomes 


W(t) = 


1_ 
2ir j 



+ . . . + 



( 100 ) 


with the path of integration along the imaginary axis in the p-plane, 
as shown in (a) of Fig. 2-14. This integral can then be evaluated by the 
method of residues. 

Following the procedure outlined in Sec. 2-11, if t < 0 we integrate 
around the contour (b) in Fig. 2-14. Since for the stable filter none of 
the poles of the integrand lie in the right half plane, it follows that 

W{t) = 0, t < 0. (101a) 

If t > 0, we integrate around the contour (c) in Fig. 2T4. Each term 
Ci/(p - pi) contributes to the integral in this case, and we obtain 

W(t) = Cie Plt + + • • • + C n e p+ t > 0. (101b) 
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Thus we have found that the Weighting function is a sum of normal 
modes; in addition, we have a means of determining the constants C n by 
resolution of the frequency response Y(ju) into partial fractions. 

These results for a stable filter are in accord with our earlier ideas 
about the weighting function. Now let us consider an unstable filter. 
We shall see that for such a filter the frequency response is not the Fourier 
transform of the weighting function; the assumption that it is will lead 
us to false results. We assume, then, that some of the p's have positive 
real part and that these p’s appear in the resolution of Y(jco) into partial 
fractions. Let us attempt to compute W{t) by means of Eqs. (98) and 
(100). For t < 0 we no longer obtain W{t) =0 but 

W{t) = - ^ CiePit > (f < °)> (102a) 

(ai > 0) 

a sum including a term for each p t - with positive real part. On the other 
hand, when t > 0, the contour of integration surrounds only poles with 
negative real part, and we obtain 

W{t) = ^ Cie Pit , (t > 0). (1025) 

(ari < 0) 

Both these results are erroneous: the weighting function must be zero 
for t < 0 and must include a normal mode with positive real part when 
t > 0. 

2*14. Limitations of the Fourier Transform Analysis.— The Fourier 
transform techniques considered above are useful in the discussion of 
filters, but their applicability is limited by the fact that the Fourier 
transform is not defined for many quantities with which one may need 
to deal. We have just seen that the weighting function of an unstable 
filter does not have a Fourier transform. The same is true of many 
important types of filter input: the unit-step function, the pure sinusoid, 
the “constant-velocity function” [x(f) = vt], the increasing exponential; 
for none of these functions does the integral of the absolute magnitude 
converge. 

In some cases it is possible to extend the discussion by the introduction 
of convergence factors, which modify the functions sufficiently to cause 
the Fourier transform to exist but not so much as to hinder the inter¬ 
pretation of the results. This device is sometimes useful but may involve 
mathematical difficulties in the use of double-limiting processes. 

A more generally satisfactory procedure is to make use of the Laplace 
transform. This is defined for functions that differ from zero only when 
t > 0 (that is, after some definite instant); it is defined for all practical 
filter inputs, for the normal responses to these inputs, and for the weight- 
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ing functions of stable and unstable filters. The treatment of filters by 
Laplace transform methods is closely parallel to the discussion in terms of 
Fourier transforms, but its relative freedom from restrictions makes it 
decidedly the more powerful method. 

THE LAPLACE TRANSFORM 

The following discussion of the Laplace transform and its applica¬ 
tions is necessarily limited in scope and detail. No attempt has been, 
made to state theorems in their maximum generality. For a more 
extended treatment the reader must be referred elsewhere. 1 

2-15. Definition of the Laplace Transform. —Let g(t) be a function 


defined for t ^ 0, and let 

IflrCOI ^ Ke* 

(103) 

for some positive constant a. 

Then the integral 


F(p) 

= f dt g(t)e~ pt 

(104) 


is absolutely convergent for all complex values of p such that the real 
part of p is greater than a. Considered as a function of the complex 
variable p, F(p') is termed the Laplace transform of g(t ); it may be denoted 
also by 

£[g(t)} = dt g(t)e~ pt , (105) 

the argument p being understood. If a is the greatest lower bound 
of real constants for which g(t) satisfies an inequality of the form of Eq. 
(103), the Laplace transform of g(t) converges absolutely in the half plane 
to the right of p = a; a is ealled the abscissa of absolute convergence. The 
region of definition of £[g(0] can usually be extended by analytic con¬ 
tinuation to include the entire p-plane, except for the points at which F (p) 
is singular. In what follows, this extension of the domain of definition 
will be assumed. 

The Laplace transformation can be defined for certain types of func¬ 
tions that do not satisfy Eq. (103). In what follows we shall consider 
only functions that contain a finite number of delta-function singularities, 
in addition to a part satisfying Eq. (103). When one of these delta 
functions occurs at t = 0, we shall define the Laplace transform as 

£[?(<)] = J o _ dt g(t)e~ pt . (106) 

i q. Doctsch., Theorie und Anwendung der Laplace Transformation, Springer, 
Berlin, 1937; H. S. Carslaw and J. C. Jaeger, Operational Methods in Applied Mathe¬ 
matics, Oxford, New York, 1941; D. V. Widder, The Laplace Transform, Princeton 
University Press, Princeton, N. J., 1941. 
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This extension of the definition of the Laplace transform is necessary, in 
view of the two-sided character of the delta function, to assure that 

lim - |f 0 |)] = <*%(<)]• (107) 

« o ->0 

For pure imaginary values of p, p = jco, the Laplace transform of a 
function g(t ) that is identically zero for t < 0 becomes its Fourier trans¬ 
form—if this exists. Thus the Laplace transform is, in a sense, a gen¬ 
eralization of the Fourier transform [Eq. (765)] applicable when g(t) 
vanishes for t < 0. 

The inverse of the Laplace transformation [Eq. (104)] is 

j r b +/ °° 

0(0=2 ~j J b _. x dp F(p)e pt , (108) 

where the path of integration in the complex plane runs from 5 — j <» 
to 5 + j «>, to the right of the abscissa of absolute convergence. 

Examples .—It will be worth while to give a number of examples of 
the Laplace transform for future reference. They can be verified by 
direct integration. 

Example 1.- —The unit-step function u(t): 


u(t ) =0, t < 0, 

u(t) = 1, t ^ 0. 

£[u(t — f„)] — J dt u(t — to)e~ pt 


/ p~Vt 0 

/ dt e~ pt = -—, 
<h P 


In particular, we note that 


Example 2: 


<£[«(*)] = -• 

v 


0(0 = 


o, 


(t < 0), 


,sin ut, {t ^ 0); 


CO 


£(sr) p 2 + CO 2 

[0, (t < 0), 


0(0 = 


\t n , (t ^ 0); 
n\ 


JB(0) = 


otH-1 


(109a) 

(to ^ 0). (1095) 

(109c) 

(110a) 

(1105) 

(111a) 

(1115) 


Example 3: 
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In particular, we note that for the “unit-ramp function,” 

[ 0 , (2 < 0 ), 


Example 4: 


9(t) = 


U (^ = 0); 


£{g) = ¥ 

o, 


it < 0), 


g it) = 

£ig) = 


f n e at , it ^ 0); 
n\ 


ip — a) n+1 

Example 5.—The unit-impulse function 8(t — to): 


(112a) 

(1126) 

(113a) 

(1136) 


£[5(2 - 2o)] = 
In particular, 



dt 8 (t - to)e~ pt = e~ pt °, 


£[5(0] = 1. 


(2 0 ^0). (114) 

(115) 


2-16. Properties of the Laplace Transform. —We here note some 
properties of the Laplace transform that are useful in determining the 
transform of a function or the inverse of a given transform. All functions 
considered will be of the restricted class defined in Sec. 2T5. 

Linearity .—If gi{t) and gi{t) have the transforms £(gfi) and £(gr 2 ), then 

£(ci^i d - c 2 gr 2 ) = Ci£(gfi) d~ c 2 £(</ 2 ), '.HO) 


where Ci and c 2 are arbitrary constants. 
Laplace Transform of a Derivative: 


The proof is simple: 



(117) 


git)e~ pl ^ +p J Q _ dt git) e pt 

° = 0 ( 0 -) + p£ig), (H8) 


from which Eq. (117) follows, since for all functions under discussion 
g (0 —) vanishes. 

Thus we see that multiplication of the Laplace transform of a function 
by p corresponds to taking the derivative of the function with respect to t. 
An example of this relation is provided by the unit-step function u(t) and 
its derivative, the unit-impulse function 5 it). By Eq. (117) we must 

have £[5(01 = p£[w(2)]; ( 119 ) 
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by the results of the preceding section this is 


1 = V — 
V 


Laplace Transform of an Integral: 

£ [f Q _ = ^ £[?(<)]• 


( 120 ) 


( 121 ) 


This is essentially the same as Eq. (117), with git) here playing the role 
of dg/dt in that equation. 

Division of a Laplace transform by p thus corresponds to integration 
of the function with respect to t, with appropriate choice of the lower 

limit of the integral. Since n-fold application of the operator J* dt to 

the unit-step function gives 


fn 

u{t) = 

' 7). I 


it follows that 


(/»" 
£ (s)=G)1 ; 


it > 0), 


( 122 ) 


(123) 


the result of Example 3 of the preceding section then follows from the 
linearity of the Laplace transform. 

Laplace Transform of e~ at g(t). —If g{t) has the Laplace transform 
F{p), then 

£[e~ at g(t)] = F(p + a). (124) 

For example, £[t n e al u(t )] is obtained by replacing p by p — a in 

WMt)] = ~ 

This is the result stated in Eq. (1136). 

Laplace Transform of the Convolution of Two Functions. —Let gft) 
and g 2 (t) be two functions of t that vanish for l < 0. The convolution of 
these two functions is 

h(t) = f o _ dTgi(r)g 2 (t - t) = dr gft - T)g 2 (r). (125) 

If gi(t), g 2 (t), and h(t) all possess Laplace transforms, then 

£(h) = £(gi)£(g 2 ). (126) 


For 


r °° r « 

£(h) = / dt e~ pt j dr gi(r)g 2 (t — r) 

r » r » 

= J ^ dr gi(r)e~ pT / dt g 2 (t — r)e _ i ,(t_T) . 


( 127 ) 
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Changing the variable of integration in the second integral to s = t — r, 
and remembering that g%(s) = 0 if s < 0, we have 


m = 



dr gi(r)e~ PT 



ds g 2 (s)e pa , 


(128) 


which is a restatement of Eq. (126). 

The multiplication of two Laplace transforms thus corresponds to 
formation of the convolution of their inverse functions. This is often a 
convenient way to determine the inverse of a given Laplace transform 
when it can be factored into two Laplace transforms with recognizable 
inverses. 

Limiting Values of the Laplace Transform. —Let F(p) be the Laplace 
transform of g(t). When the indicated limits exist, then the following 
theorems are valid. 

lim pF{p) = lim g(t). (129) 

p —>0 i —* °° 

If g(t) contains no delta-function term at t = 0, 

lim pF{p) = 0(0+). (130) 


If g(t) contains a term K 8(t), then 

lim F(p) — K, 


and 


lim p[F(p) — K] = g{ 0+). 


(131) 

(132) 


The proof of these relations can be carried out along the following lines 
when gift) contains no delta functions. We note that 


pF(p) = J Q _ dt 9(t)P e ' 

Integrating by parts, we have 

pF(p) = - g(t)e~ pt 


rW - - /o- 


dtg{ 


0 - 


+ 


/„>!- 




(133) 


(134) 


where dg/dt may contain delta functions corresponding to discontinuities 
in g, including a term gr(0—t—) 8(t) corresponding to a discontinuity at 
t = o. In the limit as p —> 00 , only this last delta function will contribute 
to the integral on the left; one has 


lim pF(p) — f dt^j = g(0+). (135) 

Jo- ai 



MATHEMATICAL BACKGROUND 


56 


[Sec. 2-17 


Similarly, replacing e~ pt in the integrand by its limit as p —* 0, one obtains 

lim pF(p) = f dt^ = g( °o). (136) 

p-K) Jo- dt 

2*17. Use of the Laplace Transform in Solution of Linear Differential 
Equations. —The Laplace transform theory offers a convenient method 
for the solution of linear differential equations, such as the filter equation 


d n E 0 , d n ~ l Eo 

In ^ tO-l dt n-x 


+ • • • + a 0 E o 


_ , d m Ei , , d m ~ x Ei 

— o m — TTz — r Om-i —|- 


dt” 


dt m ~ i 


+ boEi. 


( 2 ) 


The formulation of this method is particularly simple when the initial 
conditions on the solution E 0 correspond to starting of the system from 
rest under an input Ei that begins at a definite time, say t = 0; that is, 
when it is required to find the normal response of the system to such an 
input. Under such conditions, both sides of Eq. (2) represent functions 
that begin to differ from zero only at t = 0. Equating the Laplace 
transforms of the two sides of this equation and making use of the proper¬ 
ties of the transforms as discussed in the preceding section, we have 


(o n p n + a„_ip n_1 + • • 


Writing 

Y( V ) = 


• + a 0 )£[Eo(<)] 

(b mV m + 5 m _ ip— 1 + • • • + &o)£[E,(0]. 

b m y m + + • ♦ • + bo 

a n p n + a„_ip n_1 + • • • + a 0 ’ 


(137) 

(138) 


as in Eq. (67), we have 


£[#<>(<)] = F(p)£[^(<)]. (139) 

Thus it is easy to obtain the Laplace transform of the filter output by 
multiplying the Laplace transform of the input by a rational function in p 
with coefficients read from the differential equation. The output itself 
can then be determined by application of the inverse Laplace transforma¬ 
tion [Eq. (108)] or by resolving the Laplace transform of the output into 
parts with recognizable inverses. 

As an example, let us determine the weighting function of the iEC-filter 
of Fig. 2-6. This can be obtained by solving Eq. (30) with Ei(t ) = 8(t). 
We have then, by Eq. (115), 

£[£/(«)] = 1. (140) 

In this case Eq. (139) becomes 


Tip 

Tip + 1 


£[E o (0] = 


4^(01. 


(141) 
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Thus, for the delta-function input, the Laplace transform of the output is 


£[F(<)] = TlP 


- =1 —- —-— 

TiP+l T ' v + ± 

VT Tl 


(142) 


The inverse of 1 is, of course, S(t ); the inverse of the second term follows 
from Eqs. (113), with n = 1. We thus find 


Wit) = 0, t it < 0), 1 

wn) = m - y x e ~ ^ (* ^ °)> 


(143) 


in agreement with Eq. (35). 

As a second example, we may derive the weighting functions given in 
Eqs. (48) to (50). These are solutions of Eq. (46), which can be rewritten, 
by use of Eqs. (47), as 


d 2 6o , c\y dOo . Ort 2/) 

(144) 

£(«o) = —£-o“" | 2 £ (&)• 

P 2 + 2^C + CO 2 

(145) 


Thus 


For a delta-function input, <£ (0o) becomes 

^<‘>1 “ f + ^ + K - rW - 
The denominator factors into 

\v + «Jr + (f 2 - i) 54 ]} \v + ^n[r - (r 2 - m\; 

resolving the term on the right into partial fractions, we obtain 


(146) 


£[W(0] = 


cOn 


2(^ 2 - l ) 54 IP + Wnt - COnir - 1 )^ 


P + Wnf + 

Double application of Eqs. (113) then gives 
Wit) =0, it < 0), 

Wit) = 


U 2 -1)^]* 


0)n 




2(r 2 - i)# 

This general result takes the forms of Eqs. (48) to (50) for f < 1, T 
and f > 1, respectively. 


(147) 

(148) 

1. 
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THE TRANSFER FUNCTION 

2*18. Definition of the Transfer Function. —The transfer function of a 
filter is defined to be the Laplace transform of its weighting function. 
In this volume, transfer functions will usually be denoted by Y (p), with 
distinguishing subscripts as required. We have, then, 

F(p) = £[TF(0] = J”dt W (t)e~ pt . (149) 

The normal response of a linear filter (stable or unstable) to an input 
Ei(t) that is zero for t < 0 can be written as 

E 0 (t) = J” dr E,{t - t)W(t). (57) 

It will be noted that this is the convolution of the input and the weighting 
function, as defined in Eq. (125). It follows, by Eq. (126), that when the 
Laplace transforms exist, 

£[E o (0] = Y(p)£[Efit)]: (139) 

The transfer function of a filter is the ratio of the Laplace transforms of any 
normal response and the input that produces it. The use of the symbol 
Y (p) in Eq. (139) and throughout the whole of the preceding development 
is thus consistent with the notation for the transfer function here intro¬ 
duced. Instead of defining the transfer function for the lumped-constant 
filter directly by Eq. (138), we have chosen to define it as the Laplace 
transform of the weighting function, Avhich has been taken to be the more 
primitive concept in this chapter. 

The transfer function may be regarded as a generalization of the fre¬ 
quency-response function. Unlike the frequency-response function, 
it is defined for unstable filters as well as stable filters. It is defined for 
general complex values of the argument p, and not just for pure imaginary 
values of ju (w is real valued). When the frequency-response function 
exists, it can be obtained from the transfer function by replacing the argu¬ 
ment p by ju [compare Eqs. (61) and (149)]; the values of the frequency- 
response function are the values of the transfer function along the 
imaginary axis in the p-plane. 

In the preceding section we have seen how, for a lumped-constant 
filter, Eq. (139) can be derived from the differential equation of the filter 
and how it can be used, instead of the differential equation, in determin¬ 
ing the normal response of the filter to a given input. In solving many 
problems it is possible to deal exclusively with the Laplace transforms of 
input and output and with transfer functions, except perhaps in the final 
interpretation of the transforms in terms of functions of time. It is 


59 


Sec. 2-19] TRANSFER FUNCTION OF A FILTER 


then useful to abbreviate the notation of Eq. (139) and to write simply 


Eo(p) = Y( P )E,( P ), 


(150) 


the indication of the argument P giving sufficient warning that it is a 
Laplace transform which is involved. 

Filters consisting of many parts can be described by differential equa¬ 
tions that govern the several parts or by a single differential equation 
derived from these by elimination of intermediate variables. In the 
same way one can describe the components of a filter by equations of the 
form of Eq. (150) and can eliminate variables between these equations, 
by purely algebraic manipulation, to obtain a similar equation governing 
the over-all characteristics of the filter. This calculus of Laplace trans¬ 
forms provides a formally simpler description of the systems than that in 
terms of differential equations and will be much used in this book. 

A very simple example is provided by a filter that consists of two filters 
in series. The first filter, with transfer function Ti(p), receives an input 
Ei and yields an output Em] Em then serves as input to a second filter, 
with transfer function Y 2 (p), which gives the final output Eo • In terms 
of Laplace transforms we have 

E m ( P ) = Yi( P )Ei( P ), (151a) 

Eo(p) = Y 2 (p)Em( P ). (1515) 


Eliminating E M (p), we obtain 

Eo( P ) = Y 1 ( P )Y 2 ( P )E i ( P ). (152) 


We seen then, that the over-all transfer function of the complete filter is 


Y(p) = Y 1 (p)Y 2 (p): (153) 

The transfer Junction of two filters in series is the product of their individual 
transfer functions. By Eqs. (125) and (126) one can infer that the weight¬ 
ing function of two filters in series is the convolution of their separate 
weighting functions: 

W{t) = I dr Wi{r)W 2 (t - r). (154) 

This result can also be derived from the relations 


E M {t) = j dr E,{t - r)TEi(r), (155a) 

Eo(t) = j dr Em( t — t)W 2 (t), (1556) 

which correspond to Eqs. (151a) and (1516), respectively. 

2-19. Transfer Function of a Lumped-constant Filter. —The transfer 
function is more generally useful in the discussion of filters than is the 
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frequency-response function, in part because it is defined for a wider class 
of filters. For an illustration of its use we shall return to the considera¬ 
tion of lumped-constant filters, for which the transfer functions are 
rational functions of p, with coefficients that can be read from the govern¬ 
ing differential equation: 


Y{p) = 


bm ?” 1 + &m-l P ™" 1 + * • • + bp 

a n p n + d n — ib n 1 + ■ • • + a 0 ‘ 


(138) 


If m > n, the resolution of Eq. (138) into partial fractions contains 
terms of the form A m - n p m - n ,A m - n -ip m ~ n ~ 1 , . . . , A x p. The filter output 
then contains terms proportional to the first and up to the {m — n — l)th 
derivative of the input. In particular, W(t ) contains these derivatives 

of the delta-function input. Then dt |IT(0| does not converge, as 

can be seen by considering the functions approximating to the delta 
function; the filter is unstable. We have already noted that with a 
passive lumped-constant filter one cannot have m > n. 

If m ^ n and the root p» of 


P(p) = a n p n + d n — x p n 1 + • • • + a 0 = 0 (136) 


is s,-fold, the general resolution of Eq. (138) into partial fractions is of 
the form 


Y(p) = C o + 


Ci i 


+ 


C 1 


+ 


V - Pi (p — Pi) 2 

2 + 


j ^21 | C 22 


p - pi (p - p 2 y 
+ • • •. 

The inverse of this is, by Eqs. (Ill) and (113), 

W{t) = 0, (t < 0), 


+ 

+ 


Cl.. 


w(t) = c 0 m 


+ 

+ 

+ 


+ 


p 1 Ci2 . Ci3< 2 

Cu + ^jji + 

p _J_ C 2 2 , C 2 zt 2 , 

°2i + -j\ i + ~2r + 


+ 

+ 


(«i - i)U 

C 2 .»ton) 

(■si - 1)1 


e pit 

6 P2t 


(:V ~ Pi) si 
C 2 ,„ 

(p - Pi)* 2 


« ^ 0) 


(156) 


(157) 


The delta-function term appears in the weighting function only if m = n* 
it represents a term in the general output that is proportional to the input. 
The other terms in W(t ) represent the transient response of the filter to 
the impulse input, expressed as a sum of normal-mode functions. 

It is evident that the weighting function will contain an undamped 
normal mode and the filter will be unstable if and only if the resolution of 
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Y (p) into partial fractions contains a p,- with nonnegative real part. This 
is not the same as saying that the filter is stable if and only if Eq. (136) 
has no such roots; it may have such roots and still be stable if the cor¬ 
responding factor (p — pi) Si in the denominator in Eq. (138) is canceled 
out by a similar factor in the numerator. When this happens, one may 
say that the network has an undamped natural mode but that the input 
terminals are so connected to the filter that no input can excite this type 
of response. This may be a very precarious type of stability, since a 
small change in the filter constants—in the b’s —may make this cancella¬ 
tion inexact and the filter unstable. 

2-20. The Stability Criterion in Terms of the Transfer Function. —It 
will be noted that p’s with nonnegative real parts will be absent from Eq. 
(156) and the lumped-constant filter will be stable if and only if Y (p) has 
no poles in the right half of the p-plane or on the imaginary axis. This is 
a special case of a more general stability criterion: If the transfer function 
F(p) is analytic in the right half plane and is well behaved on the 
imaginary axis—for instance, if the absolute value squared of dY/dp is 
integrable—then the filter is stable. If at least one singular point of Y (p) 
lies in the right half plane, or if at least one pole lies on the imaginary axis, 
then the filter is unstable. 

It will be noticed that the preceding theorem does not cover all pos¬ 
sible situations; in particular, it does not settle the case where there are 
singularities other than poles on the imaginary axis. It is certainly 
adequate, however, for most practical problems; for all filters with 
lumped elements the transfer function is a rational function analytic 
except for poles. 

The proof of this general stability criterion will be indicated briefly 
If the absolute value squared of dY/dp is integrable along the imaginary 
axis, then, by the Parseval theorem,^TP^)! 2 and (1 + i 2 )|TP(<)| 2 are 
integrable. It follows, by Schwartz’s inequality for integrals, that 

dt |TF(0l = J o _ dt (1 + t 2 )*\W(t)\ (1 

^ M dt (1 + * 2 )|IP(0l 2 yj dt r ^; (158) 

J dt |TT(Z)[ is bounded and the filter must be stable. On the other 

hand, it is evident that for a stable filter the Laplace transform of the 
weighting function is analytic and uniformly bounded in the right half 
plane. The transform function can therefore have no singularities inside 
the right half plane. Furthermore it could.have no pole on the imaginary 

1 See, for instance, E. C. Titchmarsh, Introduction to the Theory of Fourier Integrals, 
Clarendon Press, Oxford, 1937, pp. 50-51. 
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axis and still remain uniformly bounded in the right half plane. This 
concludes the proof of the second part of the theorem. 


SYSTEMS WITH FEEDBACK 

2*21. Characterization of Feedback Systems. —A mechanical or elec¬ 
trical system with feedback is one in which the output of some part of 

the system is used as an input to the system 
at a point where this can affect its own 
value. A servo system is a feedback system 
in which the actual output is compared with 
the input, which is the desired output, and the 
driving element is activated by the difference of these quantities. 

Figure 2T5 is a block diagram showing the essential connections of a 
servo system. The output do is fed into a mixer or comparator (in 
mechanical systems, a differential) W'here it is subtracted from the input 
0/ to produce the error signal 



Y(p) 


Fig. 2*15.—Servo schematic. 


e(0 = 0/(0 “ 0o(O- (159) 

This signal controls the output through a system of amplifiers, motors, 
and other devices, here shown as a box. To complete the formal descrip¬ 
tion of the system it is necessary only to specify the relation established 
between e and 0 O by the contents of this box. If the system is linear, 
this can be specified as a transfer function Y(p); in terms of the Laplace 
transforms we can write simply 


0o(p) = Y(p)e(p). (160) 

The transfer function Y(p) will be called the feedback transfer f unction. 
It is the transfer function around the entire feedback loop, from the 
output of the differential (e) back to the input to the differential (0 O ). 

The over-all performance of the servo can be described by another 
transfer function F 0 (p), which relates the input and output of the system: 

d 0 (p) = Y o(p) 61 (p). (161) 

This may be called the over-all transfer function, or the transfer function of 
the system. This transfer function must be carefully distinguished from 
the feedback transfer function, to which it is simply related. Equation 
(159) implies that 

«(p) = 0 /(p) - 0o(p); (162) 

elimination of e(p) from Eqs. (160) and (162) yields the very important 
relation 


Yo (p) 


Y(p) 

1 + Y(p) 


(163) 
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Since Eqs. (159) and (161) are defining equations for e and Y 0 , Eq. 
(163) is valid for any feedback system for which Eq. (160) is valid. In 
certain types of systems Eq. (160) will not be valid if Y(p) is interpreted 
as the transfer function around the entire loop. This occurs when the 
servo output is not combined directly with the input but is further filtered 
in the feedback loop; the driving elements of the system are then activated 
by the difference between the input and this function of the output. For 
example, a modification of the servo system of Fig. 2-15 is shown in Fig. 


t^jSd- 6 - , ~ Y2(p - ) ^> i YOJTV 


"yTp) 




Fig. 2*16.—Servo with added filter in feedback loop. 


2-16. A filter has been inserted in the feedback loop to provide an input 
to the differential that is not B 0 (p) but Y 2 (p) 0 o (p ). In such a system 


Fi(p)[0/(p) - Y 2 (p)0o(p)] = 0o(p). (164) 

The over-all transfer function is thus 


Yo(p) = 


0o(p) Ti(p) 

Bi{p) 1 + Yi(p)Y 2 (p) 


On the other hand, the transfer function around the loop is 


Yt{p = Fi(p)r,(p); 


(165) 

(166) 


Yoip) and Y t (p) are not related by Eq. (163). It will be noted that Eq. 
(165) expresses the transfer function of the system as a fraction in which 
the denominator is 1 plus the transfer function around the loop. This 
can always be done. 

Such servo systems as that shown in Fig. 2-16 are not, in general, 
satisfactory. If the system is to have a zero static error, it is clear that 
the feedback filter must always give the same asymptotic response to a 
step function; that is, lim pY 2 ip)0-/p) = 1^(0) = 1 [see Eq. (129)]. 

p—> 0 

Since changes in the parameters of the filter may change the value of 
F 2 (0), it is not customary to filter the output before comparing it with 
the input; on the other hand, such a filtering action may be inadvertently 
introduced by elasticity in the gear trains and by other factors. 

A servo system may contain more than one feedback loop. Figure 
2-17, for instance, show a feedback system with two loops. The 
inner loop serves to modify the characteristics of the driving elements; 
the whole of the contents of the dashed box of Fig. 217 corresponds to 
the box of Fig. 2-15. In this system we have 

p = e — Y 2 {p)Bo{p), 

6 0 (p) = Yi(p')p. 


(167a) 

(1676) 
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Eliminating y 


Thus 


from these equations, we obtain 
= i + y!(p)Y 2 (p) e(p) = 


Y(p) = 


YM 


1 + Y 1 (p)Y z (p) 


(168) 

(169) 


The transfer function of the system is given by Eq. (163) or, more 
explicitly, by 

7 ° (P) = 1 + Y^P) + > Y i(p)F 2 (p)" (170) 


Since a servomechanism is a lumped-constant filter with transfer 
function Fo(p), its stability can be discussed by application of the general 
theory of filter stability: A servomechanism will be stable if and only if 
F 0 (p) has no poles in the right half of the p-plane or on the imaginary 
axis. From Eq. (163) it is evident that Y 0 (p) will have a pole only where 
1 + F(p) has a zero. [A pole of F(p) is merely a point where Y 0 (p) 
equals 1.] Thus a servomechanism will be stable if and only if 1 + Y(p) 

has no zeros in the right half of the 
p-plane or on the imaginary axis. 
Such a statement will be univer¬ 
sally valid only if Y (p) is defined 
by Eq. (160). One can replace 
F(p) in this statement by the loop 
transfer function Yi(p) only if 
Fo(p) and F*(p) are related by Eq. (163); in other cases one must reex¬ 
amine the relation between these quantities. Such cases will not be con¬ 
sidered further in this chapter. 

The feedback transfer function is of basic importance in the theory of 
servomechanisms—for the discussion of stability, for the evaluation of 
errors in servo performance, and in general throughout the design pro¬ 
cedure. We shall therefore turn to a discussion of its properties. 

2*22. Feedback Transfer Function of Lumped-constant Servos. —The 
feedback transfer function of a lumped-constant servo can be written as 


4 i 


Fig. 2*17.—Servo with two feedback loops. 



Y(r) =vW>’ msn ’ (m) 

where s is an integer, K, is a constant, and Q m (p) and P„(p) are poly¬ 
nomials of degree m and n respectively, the coefficients of the zero power 
of p being taken as unity. The constant K e in this expression will be 
called the gain; in general it is defined as 


K, = lim p*F(p), 

p—>0 


( 172 ) 
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the exponent s being so chosen as to make the limit finite and different 
from zero. 

The value of s has an important bearing on the properties of the sys¬ 
tem. Eliminating do between Eqs. (161) and (162), one can express the 
error in terms of the input, 

<(?> = r+W) 9,w ' (173) 

Given the form of 6i(p) and the limiting form of Y(p) as p —» 0 (that is, 
K s /p s ) one can determine, by application of Eq. (129), the limiting value 
approached by the servo error as t —» «. For example, let us consider a 
step-function input with the Laplace transform [Eq. (109c)] 

Oi(v) = ~ (174) 

The limiting value of the error as t becomes infinite is 


e(co) = lim p -1- - 

P -*0 1 + Y(p) p 


= lim 
P 


Oil Qm 

• _* 7D 


P 3 Pn 


= lim 

p —>0 


1 + 


K. 

pS 


(175) 


The continued action of the servo will eventually reduce the error to 
zero only if s ^ 1. If s = 0, then the limiting value of the error is 


«(«) 


I _ 

1 + Ko 


(176) 


Now let us assume that s = 1, so that the static error of the system is 
zero, and find the steady-state error arising when the input changes at a 
uniform rate. We consider then the constant velocity input with Laplace 
transform 0/ = 1/p 2 [Eq. (1116)]. The error with which this input is 
followed will approach 


e(°o) = lim p — 

p—>o 1 + Y(p) p 2 


= lim 


*° p + Ki 


Qm 

Pn 


(177) 


Thus, if the feedback transfer function has a simple pole at the origin 
(s = 1), the system will follow a unit constant-velocity input with an 
error (lag) that is the reciprocal of the gain. This gain Ki is called the 
velocity-error constant . 
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If the system is to have zero error for a constant-velocity input, the 
condition to be satisfied is s ^ 2; that is, the feedback transfer function 
must have a second-order pole at the origin. If s = 2, the system will 
show an error for a constant acceleration input (0/ = 2/p 3 ); 


€ (oo) = lim 


p 2 + 

I n 

_ 2 _ 

K 2 


(178) 


The quantity ( K 2 /2) is then called the acceleration-error constant. 

2-23. The Feedback Transfer Locus. —The feedback transfer function 
furnishes one with a complete description of the servomechanism. It 
is a complex-valued analytic function of the complex variable p; as 
such it is completely determined by its values along a curve. The 
imaginary axis has special significance in this connection because F(jco)e'“ 
is the steady-state response of the feedback loop to the pure sinusoidal 
input e J “; Y(jco) can therefore be measured directly by experiment. The 
plot of Y(jco) in the complex F-plane for all real values of co is called the 
feedback transfer locus; it is also referred to as the Nyquist diagram of the 
transfer function. As we shall see, this locus furnishes us with a very 
convenient Way of determining the stability and the performance charac¬ 
teristics of the servomechanism. 

Since the networks and devices with which we are concerned can be 
represented by differential equations with real coefficients, we have 


p-plane 

ico 

F-plane 

F-plane 

S? 

O 

3 

a; = 0 + 



(a) 


( b) (c) 

-The approach of Y(jo>) to 


Y*(jco) = F(-jco). (179) 

It follows that the real part of Y(jco) is an even function and the imaginary 

part an odd function of co. Conse¬ 
quently the transfer locus is sym¬ 
metric about the real axis in the 
F-plane; in plotting this locus it is 
necessary to draw only the graph 
for positive values of co —the re¬ 
mainder of the locus is then ob¬ 
tained by reflection in the real axis. 
The properties of the feedback transfer function discussed in Sec. 
2-22 are readily recognized in the transfer locus. If the static error for 
the system is zero, then the feedback transfer function must have a pole 
at p = 0. If the pole is of the first order, then, as shown in ( b ) of Fig. 
2T8, F (jco) becomes infinite along the negative imaginary axis as co —> 0 + 
(the + indicates that co approaches the origin from positive values as in 
Fig. 2*18a). For a second-order pole at the origin (a zero steady-state 


Fig. 218. 

infinity for a first-order pole ( b ) and a 
seeond-order pole (c) as w —> 0 -f (a). 
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error for a constant-velocity input), Y(jco) becomes infinite along the 
negative real axis as shown in Fig. 2-18c. In general, if the feedback 
transfer function has a pole of order s at the origin, Y(jw) approaches 
infinity along the direction that makes an angle of ( — tt/2)s with the 
positive real axis. 

The limiting form of the transfer locus as w —> °° can also be easily 
obtained. Let b m and a n respectively be the coefficients of p m in Q m (p) 
and p n in P n (p ) [Eq. (171)]; then as w —> + 

(iso) 


In general, s + n — m > 0; and Y(ja) approaches zero from a direction 
that makes an angle of (—x/2) (s + n — m) with the positive real axis. 
For example, if Q m /P n is a constant divided by a polynomial of first 
degree in p, Y (jco) approaches zero along the negative real axis for s = 1 
and along the positive imaginary axis for s = 2. 

2-24. Relation between the Form of the Transfer Locus and the 
Positions of the Zeros and Poles. —In the preceding section the feedback 
transfer locus was defined as a mapping in the F-plane of the imaginary 
axis in the p-plane. It is now necessary to define this locus more care¬ 
fully. Usually the feedback transfer function will have a pole at the 
origin, and it may have other poles along the imaginary axis. As p 
passes through these poles, there are discontinuities in the transfer locus; 
this locus then falls into segments corresponding to the part of the 
imaginary axis between + oo and the first such pole reached with decreas¬ 
ing jco, the part between the first and second poles, and so on. In order 
to define the connection between these segments we shall now modify the 


previous definition of the transfer locus. 

Let us consider a path in the p-plane that 
lies along the imaginary axis, except that it 
shall include a small semicircular detour in 
the right half plane about the singular points 
on the imaginary axis, and a large semicircu¬ 
lar path in the right half plane, from very 
large negative imaginary values to very large 
positive imaginary values (see Fig. 2T9). 

For sufficiently small detours about the poles 
on the imaginary axis and for a sufficiently 
large semicircular connecting path, this 
closed path will enclose all of the poles and zeros of any rational function 
Y{p) inside the right half plane. We shall call the closed curve that 
results from mapping any such contour onto the I -plane the transfer locus 
of Y(p). 



Fig. 2*19.—Closed path in the 
2>-plane. 
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The so-defined transfer locus can be determined experimentally. It 
is evident that the locus for nonsingular frequencies can be obtained as 
the steady-state response to sinusoidal inputs at these frequencies. The 
mapping of the semicircles in the p-plane onto the F-plane can be deter¬ 
mined as follows. Near the singular frequencies the system will, in 
general, overload. One can, however, determine from such tests the 
order of the pole, which as we shall see is sufficient to define the transfer 
locus about the detours. The same is true for the large semicircle (about 
the point at infinity). 

If the pole at pi is of order s, then in traversing the semicircle from 
Pi + jp to pi — jp (for sufficiently small but positive p), the curve traced 
in the F-plane by F(p) will be essentially an arc of a circle traversed in 
the counterclockwise direction through an angle of about sir. This 
follows immediately from the fact that in the neighborhood of pi the 
transfer function is approximately of the form 


or 


F(pi + pe 7 *) ~ Ap^e-i**, (181b) 

where A is a complex-valued constant. 

Similarly, for very large values of |p| (the outer semicircle in the 
p-plane) we have 


F(p) 


I<An 1 
a n p s + n ~ m 


K s b m 


Un 


Rs+m- 


n 


(180) 


As the large semicircle is traversed by the point p = Re 7 *, from 4> = — x/2 
to <f> = +7t/ 2, F(p) traverses a circular arc of small radius (approaching 
zero with 1 /R a+m ~ n ) through an angle — (s + n — m)ir. 

We have now seen how the feedback transfer function maps the closed 
curve of Fig. 2-19 into a closed curve T in the F-plane. The right half 
of the p-plane is thus mapped by F(p) into the interior of T. Conse¬ 
quently if F(p) is equal to — 1, for instance, for some point in the right 
half plane, then the contour F will encircle the point ( — 1,0) in the 
F-plane. Since the servomechanism will be stable if and only if F(p) 
does not equal — 1 for any point in the right half of the p-plane, or on 
the imaginary axis, it is clear that the transfer locus furnishes us with 
another means of determining the stability of the servo. How this can 
be done will be discussed in the following sections. 

2-26. A Mapping Theorem. —We shall now prove a theorem of 
analysis that is useful in the discussion of the stability of servomechanisms. 

Let <?(p) be a rational function of p. If the point p in the p-plane 
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describes a closed contour C in the positive 1 sense, the point G(p) in the 
(?-plane describes a closed contour F (Fig. 2-20). If the contour C encircles 
in a positive sense Z zeros and P poles (this takes into account the multi¬ 
plicity of zeros and poles), the corresponding contour T in theG-plane encircles 
the origin 

N = Z -P (182) 

times in a positive sense. 

We here assume that none of the zeros or poles lies on the contour in 
the p-plane; a slight modification of the contour will always allow it to 
satisfy this condition, since the zeros 
and poles of G(p) are isolated. The 
term “encircle” is defined as follows: 

Consider a radial line drawn from 
the point pi to a representative point 
P on the closed contour C. As the 
point P describes the contour C in 
some sense, the radial line sweeps out 
an angle that will be some multiple of 2-7 t. If this angle is 2wn, then the 
contour encircles the point pi, n times. The sign of n will depend upon 
the sense in which P describes C. 

We shall prove the theorem in stages. Suppose first that the function 
has a single root at p = pp. 

G(p) = A(p - Pl ), (183) 

where A is a constant. In polar form this becomes 

G(p) = A pe^. (184) 

It is clear that as the point p describes a contour C in the positive sense, 
the corresponding point in the G-plane describes a contour T in a positive 
sense. The number of times that T encircles the origin is precisely the 
total change in <j>/2ir which occurs when p traces C once. Thus T 
encircles the origin once if C contains pi in its interior but otherwise does 
not encircle the origin. 

If the function has two distinct roots pi and p 2 , then 

G(p) = A(p - pi)(p - p 2 ). (185) 

When written in polar form, this is 

G(p) = Ap lP2 e^ + +'\ (186) 

where p — pi = piei* 1 and p — p 2 = p 2 e i ' t ' 2 . If the contour C encircles 
no roots, the total change in (4>i + <j> 2 ) is zero and T does not encircle the 
origin. If the contour C encircles one or both the roots, the total change 

1 The interior of the contour is always on the left as the point describes the contour. 




Fig. 2-20.—Mapping of a closed 
contour in the p-plane onto the (?-plane. 
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in (<£i + <t> 2 ) is 2r or 4x and r encircles the origin in a positive sense once 
or twice, respectively. 

If the two roots are equal, any contour enclosing one will, of course, 
enclose the other, and the corresponding contour in the (7-plane will 
encircle the origin twice. In general, if the contour C encircles a root 
of mth order, or m distinct zeros, the contour r encircles the origin m 
times in a positive sense. 

Now let us consider a function with a pole of first order at p = pi, 

G(p ) = - = - (187) 

V ~ Pi P 

If the contour C encircles the pole p — pi in a positive sense, the contour T 
in the (7-plane encircles the origin once in a negative sense. This can be 
generalized in exactly the same fashion as was done above with respect 
to the zeros; if the contour C encircles n poles in a positive sense, then the 
contour T in the (7-plane encircles the origin n times in a negative sense. 

We can combine these types of function to form one that has both 
zeros and poles. Suppose G(p) is a rational fraction 


G(p) = m Sn, (188) 

where Q m {p ) and P n (p) are polynomials of degree m and n respectively. 
This can be written in factored form as 


G(p) = A 


(p ~ pQ(p -?»)•••(? — Pm) 

o p - Pi) (p - p 2 ) • • • (p - p n y 


(189) 


where some of the roots pi, P 2 , - p m and some of the poles Pi, 

P 2 , . . • , P n may be repeated. As p describes in a positive sense a closed 
contour that encircles Z zeros and P poles, the phase angle of G changes 
by +27r for each of the enclosed zeros and by — 2tt for each of the enclosed 
poles. The total number of times that the corresponding contour in the 
G-plane encircles the origin is exactly Z — P. This establishes the valid¬ 
ity of the mapping theorem. 

2-26. The Nyquist Criterion. —Now let us apply the theorem of the 
preceding section to the function 


G(p) = 1 + F(p) (190) 

and to the closed contour in the p-plane illustrated in Fig. 2-19. The 
map of a contour in the p-plane onto the F-plane can be obtained by 
shifting the corresponding map on the (?-plane to the left by one unit. 
It follows that the contour C in the p-plane, described in a positive sense, 
will map into a contour T in the F-plane that encircles the point ( — 1,0) 
in a positive sense N = Z — P times. The transfer locus—a curve of 
this type for which C encloses all zeros and poles of 1 + Y(p) that lie 
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inside the right half of the p-plane—will thus encircle the point ( — 1,0) 
a number of times that is the difference between the total number of 
zeros and the total number of poles of 1 + Y(p) inside the right half of 
the p-plane. This result, together with the fact that the system will be 
stable only if the number of zeros is zero, can be used in the discussion of 
the stability of servomechanisms. 

There is a well-known theorem due to Nyquist 1 that applies to feed¬ 
back systems in which the feedback transfer function is that of a passive 
network. The feedback transfer function of even a single-loop servo is 
not usually of this form; the very presence of a motor introduces a pole 
at the origin. It remains true, however, that single-loop servos of a 
large and important class have feedback transfer functions with no poles 
inside the right half of the p-plane. To these single-loop servos the 
following theorem applies: The servo will be stable if and only if the locus 
of the feedback transfer function does not pass through or encircle the point 
( — 1,0) in the Y-plane. 

This can be proved as follows. First of all, let us assume that the 
over-all transfer function 

(W3) 


has a pole on the imaginary axis. Then 1 + Y(p) has a zero for some 
point p on the imaginary axis, and Y(p) = —1; the feedback transfer 
locus passes through the point (-1,0). We know that in this case the 
servo is unstable (Sec. 2-20), in agreement with the statement of the 
Nyquist criterion. 

Now let us assume that there is no pole of Y 0 (p) on the imaginary axis. 
Then the servo will be stable if and only if 1 + Y(p) has no zeros in the 
right half of the p-plane. Now single-loop servo systems of the class that 
we are considering have no poles of Y(p) in the right half of the p-plane; 
that is, P = 0. The contour C does not pass through any poles or zeros 
of 1 + Y(p), since the poles are bypassed by detours and we are now con¬ 
sidering only the case where there are no poles of Yo(p) [i.e. no zeros of 
l _|_ Y(p )] on the imaginary axis. It follows that the feedback transfer 
locus will encircle the point (-1,0) a number of times that is exactly 
equal to the number of zeros of 1 + Y{p) in the right half plane. The 
servo will thus be stable if and only if the number of encirclements is 
zero. This concludes the proof of the criterion. 

Examples .—As an application of the Nyquist criterion we shall now 
consider the type of servo described by Eq. (46). The feedback transfer 
function for this system is 

y <*-> - pW+T)’ (191) 

iH. Nyquist, “Regeneration Theory,” Bell System Tech. Jour., 11, 126 (1932), 
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where A is the gain and T m the motor time constant. A rough sketch of 
the locus of the feedback transfer function is shown in Fig. 2-21. The 
full line shows the portion of the locus obtained for positive values of w; 
the dotted line that obtained for negative values of w. The semicircle 

about the origin corresponds to the indenta¬ 
tion made to exclude the origin. The arrows 
indicate the direction in which the locus is 
traced as w goes from + oo to — «. Actually 
what is drawn is the locus of Y(p)/K ; the critical 
point is then ( — 1/A,0) instead of ( — 1,0). 
(The reason for drawing the locus in this way is 
that it is much easier to change the position of 
the critical point than to redraw the locus for 
different values of the gain.) According to the 
Nyquist criterion this servo system is stable, 
since the feedback transfer function locus does 
not encircle the point [ — (1/K), 0]. 

Theoretically, the system will be stable however large the gain. This 
is not actually the case, because the feedback transfer function in Eq. 
(191) only approximates that of the physical servomechanism. A closer 
approximation includes the time con¬ 
stant T a of the amplifier; then 

Up} _ i _n 9 2i 

K piT„ P + i)(j> + l) ' 

The locus of this feedback transfer 
function is shown in Fig. 2-22. For 
small values of the gain A, the critical 
point [—(1/A), 0] is not enclosed by 
the locus and the system is stable; for 
large values of the gain, the point 
[—(1/A), 0] is encircled twice by the 
locus, and the system is unstable. It 
is easy to obtain the limiting value 
of A for which the system becomes un¬ 
stable. The value of w for which the 
locus crosses the negative real axis is easily found to be wo = i/V^tv 
S ince T m is much larger than T a , the magnitude of Y at this point is 

|F| 0 ~ KT a . (193) 

For stability, then, KT a must be less than unity; that is, 



Fig. 2*22.—Locus of the feedback 
transfer function 


[Y(P)/K] = l/[p(T m p + 1)( T a p + 1)]. 



Fig. 2*21.—Locus of the 
feedback transfer function 
Y(p) = K/[p(T m p + 1)]. 



(194) 
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2*27. Multiloop Servo Systems. —In single-loop servo systems the 
feedback transfer function has no poles inside the right half of the p-plane. 
As a consequence the stability criterion has the simple form given in the 
previous section. For multiloop servo systems, however, the feedback 
transfer function may contain poles in the interior of the right half plane; 
this can occur when one of the inner loops is unstable. When this is the 
case, the more general form of the theorem in Sec. 2-24 must be applied. 
It remains true that the system is stable if and only if there are no zeros 
of 1 ■+• Y (p) in the right half plane, but the number of times that the 
feedback transfer locus encircles the point ( — 1,0) is equal to the number 
of zeros minus the number of poles. An independent determination of the 
number of poles inside the right half of the p-plane must be made, after 
which the number of zeros can be obtained by reference to the transfer 
locus and use of Eq. (182). 

In general, because of the form of the feedback transfer function for a 
multiloop system, it is not very difficult to determine the number of 
these poles. As stated in Sec. 2-21, the feedback transfer function for 
multiloop systems will often be of the form 


F(p) = 


Yi(p) 

1 + Y i(p) Y 2 (p) 


(169) 


If there are three independent loops in the system, Fi(p) may itself be 


of the form 


Fi(p) 


r»(p) 

1 + F 8 (p)F 4 (p)* 


(195) 


A procedure for determining the stability of the multiloop servo system 
will be made clear by considering such a three-loop system. The poles 
of F 3 (p)F 4 (p) can be obtained by inspection, since this, in all likeli¬ 
hood, will be a relatively simple function. The locus of F 3 (p)F 4 (p) 
is then sketched to determine the number of times that it encircles the 
point (—1,0). From this number N and the number of poles of 

F 3 (p)F 4 (p) 

in the right half of the p-plane, the number of zeros of 1 + F 3 (p)F 4 (p) in 
this region can be obtained; this is the number of poles of F x (p) inside 
the right half of the p-plane. The number of poles of F 2 (p) in the right 
half of the p-plane can be determined by inspection; the number of poles 
of F x (p)F,(p) is the sum of these numbers. The locus of Fx(p)F 2 (p) is 
then drawn, and the number of poles of F(p) in this region is determined 
as before. Finally the locus of F(p) is drawn, and from this locus is 
deduced the number of zeros of 1 + F(p) in the right half of the p-plane. 
Thus by use of a succession of Nyquist diagrams it can be determined 
whether or not the system is stable. 
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Examples of Multiloop Systems .—We shall first discuss a two-loop 
system of the type sketched in Fig. 2-17. Let us suppose that the inner 
loop consists of a tachometer plus a simple AC-filter of the type shown in 
Fig. 2-6. The tachometer output is a voltage proportional to the 
derivative of the servo output. The transfer function for the combina¬ 
tion is therefore 


F 2 (p) = Kip 


T 0 p 

Top + l’ 


(196) 


where K\ is the factor of proportionality. We shall suppose that the 
amplifier-plus-motor has the transfer function 

Fl(P) = p(7> + l)(T a p + 1)’ (197) 

The feedback transfer function is 

Y{v) = 1 + Y!(p)Y,(p) (169) 

To determine whether or not Y ( p ) has any poles in the right half of the 
p-plane it is necessary to examine 


Yi(p) F 2 (p) = 


K,K 2 Top 


(198) 


(T m p + 1 ){T a p + l){Top + 1 ) 

The transfer locus for Fi(p)F 2 (p) is shown in Fig. 2-23. Since 

Y^p)Y,{p) 

has no poles in the right half of the p-plane, the Nyquist criterion can be 

applied to determine whether 1 + FiF 2 has 
any zeros in the right half of the p-plane. It 
is evident from Fig. 2-23 that the locus does 
not encircle the point ( — 1,0) for K\K-i ^ 0; 
consequently 1 + FiF 2 has no zeros in the 
right half plane, and F(p) has no poles in this 
region. It follows that the simple Nyquist 
criterion can be applied in this case. 

As a second example we shall consider a 
servo for which the simple Nyquist criterion 
is not valid. We shall again consider the sys¬ 
tem shown in Fig. 2T7 and shall suppose that the tachometer and filter 
combination has the transfer function 



Fig. 2-23.—Transfer locus of 

Yi{p) Yi(p) = (KiKzToP)/ 
[(TmP +1 )(T a p + 1)(7Vp +1)]. 


Y ^ = K «(t£t t)' 

and that the amplifier plus motor can be described by 


F:(p) 


A 2 

p(,T m p + 1) 


(199) 

( 200 ) 
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We shall further assume that To > T m . As above, the feedback transfer 
function is 


where now 


Y(p) = 


Yi(p) 

1 + Y 1 (p)Y 2 (p)’ 


(169) 


Yi(p)Y 2 (p) 


K,K 2 ( Top V 
( T m p + 1) \T 0 p + 1/ 


( 201 ) 


The locus of FiF 2 is sketched in Fig. 2-24 for positive values of w only 
This locus intersects the negative real axis at about the frequency 


wo 


_1 1 
\/3 To 


( 202 ) 


The magnitude of FiF 2 at this frequency is 

|F 1 F 2 (w 0 )| « \K X K 2 . 


(203) 


Thus the inner loop is stable if \K\K 2 < 1. If ^K X K 2 > 1, the inner 
loop is unstable and, indeed, an application of the theorem of Sec. 2-25 
shows that in this case there are two zeros of the function 1 + FiF 2 in 
the right half of the p-plane. 




Fig. 2-24.—Transfer locus of 


Fig. 2-25.—Feedback trans- 


Yi(p)Yt(p) = fer locus. 

[KiK»/(T m p + 1)] 

[Top/(Top + 1)P. 


We shall now assume that the gain is set so that the inner loop is 
unstable. A sketch of the feedback transfer locus is shown in Fig. 2-25; 
the origin of the p-plane has been excluded from the right half of the 
p-plane by the usual detour. If the gain K x is such as to make the point 
(-1,0) be at A, then N = 0. Since F(p) has two poles in the right half 
of the p-plane, 0 = Z - 2, or Z — 2; the system is unstable. If the 
simple Nyquist criterion were applied to this system, it would lead to the 
false conclusion that the system is stable. If the gain K i is such as to 
make the point (-1,0) fall at B, then N = - 2. In this case - 2 = Z - 2 
and Z = 0; the system is stable. In applying the simple Nyquist criterion 
one would have obtained a double encirclement of the critical point in a 
negative direction; the result would then have been ambiguous. 









CHAPTER 3 


SERVO ELEMENTS 

By C. W. Miller 

3-1. Introduction. —In this chapter there will be presented some 
examples of the physical devices that are common components in elec¬ 
tronic servo loops. Its purpose is to describe a few actual circuits and 
mechanisms that may assist in the physical understanding of the problems 
discussed in following chapters—the design and mathematical considera¬ 
tion of the entire servo loop. This chapter can, however, serve only as a 
cursory introduction to the field of servo components. 



Fig. 3-1/—Simple servo loop. 


Since the types of devices commonly utilized in the more complex 
servo loops are the same as in relatively simple servo loops, it is sufficiently 
informative to consider the possible elements in such a simple loop as 
that presented in Fig. 3T. In this figure the common mechanical dif¬ 
ferential symbol has been employed to indicate any device that has an 
output proportional to the difference of two inputs. Thus, 

e = 6i — do- ( 1 ) 

The various “boxes” employed in the loop have transfer characteristics 
defined by 

Ymn{7>) = (2) 

In general, attention will be focused on the frequency dependence of 
these transfer characteristics rather than on amplification or gain. 
Because of this, no space will be devoted, for example, to the quite 
involved problem of the design of vacuum-tube amplifiers. Special 

76 

















Sec. 3-2] 


ERROR-MEASURING SYSTEMS 


77 


attention will be paid, however, to error-measuring systems and their 
inaccuracies. This emphasis is based on the fact that such elements are 
not included in the servo loop and therefore no amount of care in the 
design of the loop will decrease the error resulting from their inadequacies. 

The equation relating the input quantity di and the output quantity 
d 0 in Fig. 3T is 

e_o _ Fi 2 (p)F 23 (p) Yn(p) _ ( 

6i 1 + F 12 (p)F 23 (p)F 3 i(p) + F 23 (p)F 32 (p)' w 

The relation between error e and the output quantity is 

do YM F23(p) F,i(p) ... 

e 1 + F 23 (p)F 32 (p) ' W 

It is to be noted that the loop in the example involves two devices of 
the differential type. Differential 1 of Fig. 3T is an error-measuring 
system; such systems will receive extended discussion in this chapter. 
Amplifiers may be employed in either or both of the boxes Fi 2 (p) and 
F aa (p). In one of these boxes there may be also a device for changing 
the nature of the signal carrier; such elements will be mentioned in this 
chapter. Also, special transfer characteristics may be desired for operat¬ 
ing on the error e; suitable networks for this will be presented. Equaliz¬ 
ing or stabilizing feedback is employed by the path through F 32 (p), and 
a, section of this chapter will present examples of the devices commonly 
used to obtain a desired transfer characteristic F 32 (p). The remaining 
box, the transfer characteristic of which is given as Y 3 i(p), is often a gear 
train and as such has (if it is properly designed) no interesting frequency 
dependence. Some discussion, however, will be included on the problem 
of gear trains. 

There is, of course, no clear-cut rule for separating the components of a 
servo loop. Indeed, even with the same servo loop it is sometimes helpful 
to make different separations that depend upon the particular interest at 
the time. In this chapter, the attempt will be made to separate transfer 
functions according to physical pieces of equipment. To maintain con¬ 
sistency with Fig. 3T, primes will be used if additional equipment is 
involved. 

3-2. Error-measuring Systems. —Necessary components of any closed- 
loop system are those devices which measure the deviation between the 
actual output and the desired output. 

It is important that this difference, or error, be presented in the form 
most suitable for the other components in the control system. Thus 
the location of equipment, as well as the choice of the physical type of 
error signal and its transmission, is important. For example, a mechani¬ 
cal differential is rarely used as a device to obtain the difference between 
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the actual output and the desired output, because it is often impractical 
to realize these two quantities as physically adjacent shaft rotations. 
Also, one may or may not desire the error as a shaft rotation, the choice 
depending upon the amplifying system to be used and its required 
placement. 

Certainly one must also choose an error-measuring system that has an 
inherent accuracy greater than that required of the over-all loop. Often 
both static accuracy and dynamic accuracy of the system must be 
examined. Many error-measuring devices produce “noise ' of such a 
nature that the component frequencies are proportional to the rate of 
change of the input and output quantities. The response of the loop to 
this noise must be considered. 

In addition to such noise, error-measuring systems utilizing a-c carrier 
voltages commonly have in the final output not only a voltage propor¬ 
tional to the error, with a fixed phase shift from the excitation voltage, 
but also a voltage that is not a function of error and is 90° out of phase 
with the so-called error voltage. Harmonics of both voltages are usuall v 
also present. The phase shift of the error voltage, if reasonably constant 
for the class of device, is not a serious problem but must be considered in 
the design of the other components. The quadrature voltage and the 
harmonic voltages are often very troublesome because the 3 r tend to over¬ 
load amplifiers and to increase the heating of motors. Special design, 
nevertheless, can eliminate this problem (see Sec. 3T2). 

Finally, the components of the error-measuring system must be 
mechanically and electrically suitable for the application; that is, the 
error-measuring system must fulfill its function for a sufficient length of 
time under velocities and accelerations of the variables being transmitted 
and with the exposure, impacts, temperatures, etc., encountered in the 
anticipated use of the equipment. 

Because of the ease of transmission of signals and the resulting freedom 
in placement of equipment, electrical devices have had wide applications 
as error-measuring devices. A few types will be discussed in the follow¬ 
ing sections. 

3-3. Synchros.—This discussion, elementary in nature, will be 
restricted to a type of synchro that is in common use in Army, Navy, 
and some nonmilitary equipment. 

If the axis of a coil carrying an alternating current makes an angle 6 
with the axis of a second concentric coil, the induced emf in the second 
coil will be K cos 0, where K is a constant dependent upon the frequency 
and the magnitude of the current in the primary coil, the structure of the 
coils, and the characteristics of the magnetic circuit. If two additional 
secondary coils are added with their axes 120° and 240° from the axis of 
the first secondary coil (see Fig. 3-2), the emf’s will be 
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Eos 2 — K cos dj 

Eosi = K cos (6 — 120°), 

Eoss = K cos (0 — 240°), 


(5) 


where the subscripts indicate the points between which the voltage is 
measured and their order gives the sense of the measurement. The 
terminal voltages will be 

Esis 2 = K \/3 cos (6 -|- 30°), \ 

ES 2 S 3 = KV 3 cos (0 + 150°), > (6) 

Eszsi = K \/3 cos ( 9 + 270°). J 

In Fig. 3-2 the labeling is that for Navy synchros, and the circuit as 
drawn is physically equivalent to a Navy synchro viewed at the end of 
the synchro from which the rotor shaft extends. It is standard practice 
in the Navy, however, to consider counter¬ 
clockwise rotation positive rather than clock¬ 
wise, as in Fig. 3-2. 

Various modifications of the construction of 
a synchro exist to suit different functional uses. 

In this section, only synchro transmitters, 
synchro repeaters, and synchro control trans¬ 
formers will be mentioned. In these units, the 
three stator coils are located on a laminated 
magnetic frame that surrounds and supports the 
rotor. Synchro transmitters and repeaters 
have a salient pole or “dumbbell” type rotor, 
but a control transformer has a cylindrical rotor. A mechanical damper 
is built into synchro repeaters to decrease oscillatory response. For a 
more detailed discussion of these types of synchros (and for discussion of 
other types), one or more of the various references should be consulted. 1 

Table 3T gives a brief summary of some of the characteristics of a few 
of the Army and Navy synchros. 

3*4. Data System of Synchro Transmitter and Repeater. —Such a 
device as that described in Sec. 3-3, so constructed that the angle d can 
be changed at will by turning the rotor (the primary), is known as a 

1 “Synchros and Their Application,” Bell Telephone Laboratories, Systems 
Development Department, Report No. X-63646, Issue 2, New York, Mar. 19, 1945; 
“Specifications for Synchro Transmission Units and Systems,” O.S. No. 671, Rev. D, 
Bureau of Ordnance, Navy Department, Washington, Feb. 12, 1944; “Specifications 
for Units, A. C. Synchronous for Data Transmission/’ FXS-348 (Rev. 7) Tentative 
Specification, Frankford Arsenal, Mar. 9, 1943; “United States Navy Synchros, 
Description and Operation,” Ordnance Pamphlet No. 1303, A Joint Bureau of 
Ordnance and Bureau of Ships Publication, Navy Department, Washington, Dec. 15, 
1944. 



Fig. 3-2. —Schematic dia¬ 
gram of a synchro. 
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synchro transmitter (or generator) when it is used in transmitting elec¬ 
trically the value of the angle 0. By use of a synchro repeater (or motor), 
the angle 0 may be reproduced at a remote position as a shaft rotation. 
A synchro repeater is similar in structure to a synchro transmitter, 
except for the addition of the damper previously mentioned. Because 
of the difference in use, the rotor of the repeater is free to rotate with 
little friction and low-inertia loads, whereas the transmitter rotor is 
mechanically constrained to the value of 0 that is to be transmitted. A 
repeater is connected to a transmitter as indicated in Fig. 3-3. 


Table 3-1. —Synchro Units for 115-volt, 60-cycle Operation 


Synchro 

Weight, 

lb 

Stator, 

volts 

Rotor, 

volts 

Exci¬ 

tation 

cur¬ 

rent, 

amp 

Unit torque, 
gradient, 

Unit static 
accurac} r , 
degrees 

Rotor 
inertia, 
lb in. 2 

o z-in. /d egree 

Avg 

Max 

5G Navy generator. . 

5 

90 

115 

0.6 

0.4 

0.2 

0.6 

0.31 

6G Navy generator. . 

8 

90 

115 

1.3 

1.2 

0.2 

0.6 

0.94 

7G Navy generator. . 

18 

90 

115 

3.0 

3.4 

0.2 

0.6 

2.4 

1F Navy motor. 

2 

90 

115 

0.3 

0.06 

0.5 

1.5 

0.026 

5F Navy motor. 

5 

90 

115 

0.6 

0.4 

0.2 

0.6 

0.31 

1CT Navy control 









tran sf o rm er 

2 

90 

55 

0.045 


0.2 

0.6 

0.026 

3CT Navy control 









transformer 

3 

90 

55 



0.1 

0.3 


5CT Navy control 









transformer. . 

5 

90 

55 

0.045 


0.1 

0.3 

0.31 

IV Army transmitter 

4.8 

105 

115 

0.55 

0.48 

0.25 

0.5 


1-4 Army transmitter 

11.8 

105 

115 

1.0 

1.0 

0.25 

0.5 


X Army repeater.... 

1.3 

105 

115 

0.12 

0.020-0.025 

1.0 

2.0 


V Army repeater.... 

4.8 

105 

115 

0.55 

0.4S 

0.25 

0.5 


II-6 Army repeater.. 

10.3 

105 

115 

0.55 

0.53 

0.25 

0.5 


XXV Army trans¬ 









former. 

1.3 

104 

60 




0.9 


XV Army trans¬ 









former . 

4.8 

104 

58 

1 . • • . ♦ 



0 .9 












If the rotor of the repeater has the same angular relationship to its 
stator coils as the rotor of the transmitter has to its stator coils, no cur¬ 
rent will flow in the stator leads. This is a minimal-energy position. 
If the angles are different, currents flow in the stator leads and equal 
torques are exerted upon both the transmitter and the repeater rotors in 
such a sense as to reduce the misalignment and thus to approach a mini¬ 
mal-energy position. Since the transmitter rotor is constrained, the 
repeater rotor turns until it assumes an angular position 0, to within the 
errors caused by construction difficulties and friction. It will be shown 
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(Sec. 3-6) that the restoring torque when a synchro unit is connected to 
a similar unit acting as a transmitter is very nearly 57.ST u sin ( 6' — 0), 
where T u is the unit torque given in Table 3T. There is a position of 
zero torque at 180° misalignment, but it is unstable. 



Fig. 3*3.—iSynchro transmitter connected to synchro repeater. 

In some cases where it is necessary to reproduce a variable quantity 
remotely as a rotation, the primary system can easily stand any torque 
that might be reflected upon it. It might seem that a simple transmitter- 
repeater system would have wide use in such cases. As is seen, however, 
from Table 3*1, small loading would cause very appreciable errors even 
for the larger synchros. If the error ever exceeds 180°, the synchro 
repeater will seek a null 360° from the proper angle. In fact, the syn¬ 
chro repeater may lock to a zero torque position after any number of 
multiples of 360° measured at its own shaft. This makes it difficult to 
obtain greater torques by gearing down to the load, though some schemes 
have been devised. 

As a further disadvantage, the transfer characteristic of a transmitter- 
repeater system exhibits a high resonant peak (an amplification of 2 to 8, 
depending on the manufacturer) at a frequency between 4 and 8 cps. 
Any increase in the inertia at the synchro shaft results in a still poorer 
transfer characteristic. 

For these reasons, simple transmitter-repeater data systems are 
generally used to drive only light dials. In such a use, a coarse dial 
(so-called “low-speed” dial) is driven by one transmitter-repeater com¬ 
bination in which shaft values are such that the 360° ambiguity is of no 
consequence or such that the ambiguity will be avoided by limits on the 
variable. A fine dial (so-called “high-speed” dial) for accurate inter¬ 
polation between graduations on the low-speed dial is driven by a second 
transmitter-repeater combination. Since it is used only for interpola¬ 
tion, the 360° ambiguity causes no concern. 
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By adding torque-amplifying equipment that is activated by the rota¬ 
tion of the synchro-repeater shaft, many types of servos can be devised. 
They range from simple types in which the rotor activates a switch that 
directly controls an electric motor, to more complex systems in which, 
for instance, the synchro repeater controls a valve in a hydraulic amplifier. 

3-5. Synchro Transmitter with Control Transformer as Error-meas¬ 
uring System. —Without torque amplification, a synchro-transmitter- 


S2 S2 



Fig. 3*4.—Synchro transmitter connected to a synchro control transformer. 


repeater combination is not, in general, satisfactory as a follow-up 
because of the low torque and poor response characteristic. As a result 
of the extensive development of the science of electronics and of design 
advances in electric motors and generators, torque amplification is often 
obtained by electrical means. For this, the natural input is a voltage 
rather than a shaft rotation. To meet this need, synchro control trans¬ 
formers have been developed. Figure 3-4 shows how a control trans¬ 
former is connected to a transmitter. 

With neglect of source impedance, the voltages given in Eq. (6) will 
be impressed across corresponding stator leads of the control transformer. 
These voltages mil produce proportional fluxes, which will add vectorially 
to give a resultant flux having the same angular position in respect to the 
control-transformer stator coils as the transmitter rotor has to its stator 
coils. If the rotor of the control transformer is set at right angles to this 
flux, no voltage is observed across terminals R1-R2. If the angle of rota¬ 
tion 9' of the control-transformer rotor is less than 0, an a-c voltage appears 
across R1-R2 with a slight phase lead (about 10°) with respect to the line 
voltage. If 6' is greater than 9, an a-c voltage is again observed across Rl- 
R2, but with an additional 180° phase shift. In fact, the voltage appearing 
across R1-R2 may be expressed as E mni = E mai sin (9 — 9'). Since E mai is 
usually about 57 volts, there is, for small errors, about a volt per degree of 
error measured at the synchro shaft. In addition, a quadrature voltage 
(with harmonics), usually less than 0.2 volt in magnitude, is present even 
at 9 =9. Note that there is a “false zero” 180° from the proper zero. 

By use of a phase-sensitive combination of amplifier and motor, a 
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torque can be obtained that can be used to make 8 ' just equal to 8 . This 
is accomplished by connecting the input of the amplifier to terminals 
R1-R2 of the control transformer and controlling a motor, geared to the 
control-transformer rotor, with the output of the amplifier. If the equip¬ 
ment to be positioned is also geared to the motor, a simple servomechanism 
is thus obtained. Examination of the phase of the voltage for angles 
very near the “false zero” mentioned above shows that it is an unstable 
position. The servo will quickly synchronize to the proper zero. 

It is to be noted that here, as for the synchro-transmitter-repeater 
data system, the error in following must not exceed 180° at the synchro 
shaft, or this servo system will seek a null 360° or a multiple of 360° 
(measured at the synchro shaft) from the proper angle. Therefore, the 
same requirements on shaft values must be imposed here as were men¬ 
tioned for the single synchro-transmitter-repeater combination. 

Difficulties in fabrication introduce inaccuracies in synchros as shown 
in Table 3T. These inaccuracies are a serious limitation on the use of the 
previously described system using a single transmitter and control trans¬ 
former. Such an error-measuring system is often called a “single-speed” 
synchro data system. 

The effect of inaccuracies of synchros on the precision of transmission 
of a quantity can be greatly decreased by operating the synchro at a 
smaller range of the variable per revolution of the synchro. For example, 
if the servo problem is to reproduce accurately the train angle of a direc¬ 
tor, a “1-speed” synchro system will be needed. For this there are 
needed a synchro transmitter geared one-to-one to the director and, of 
course, a synchro control transformer geared one-to-one to the remote 
equipment that is to follow the director. Since 360 rotation of the direc¬ 
tor rotates the synchro through 360°, a 0.5° inaccuracy of the synchro 
system would give 0.5° inaccuracy in reproduction of the angle. This 
1-speed synchro has no stable ambiguous zeros. It can now be paral¬ 
leled with a “high-speed” synchro system, so geared, for example, that 
10° of director rotation turns this second transmitter 360°. A similarly 
geared control transformer is added to the remote equipment. The 
synchros are now aligned or electrically zeroed (see previous references in 
Sec. 3-3 for technique) by so clamping their frames that when the error 
between director position and the position of the remote equipment is 
zero, both synchro systems produce zero-error voltage. With such a 
pair of high-speed synchros the inherent inaccuracy in reproducing the 
train angle has been reduced by a factor of 36; for example, it is 0.013° 
if an inaccuracy of 0.5° exists at the synchro shaft. Unfortunately, the 
high-speed (which can in this case be called 36-speed) system has 35 false 
zeros, or lock-in points. 

The 1-speed system gives approximate information of the total train 
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angle; the 36-speed system gives very accurate indication of the angle, 
but only if it is synchronized at the proper zero. 

A switching system is needed to put the 1-speed system in control 
until the reproduced train angle is approximately correct and then throw 
the control to the 36-speed synchro system. Such a circuit is often called 
a “synchronizing” circuit. An example of a type of such a circuit is 
shown in Fig. 3-5. 

The action of the circuit is quite simple. The first tube VI acts as an 
amplifier. The second tube is biased below cutoff. As the 1-speed error 



To servo- 
amplifier 


Fig. 3-5.—Synchronizing circuit for dual-speed synchro system. 


voltage increases, there is no effect on the plate current of V2 until the 
error has reached a critical value related to the bias on V2 } at which point 
the average plate current of V2 increases rapidly. This critical value of 
error is chosen either by changing the gain of the first stage or by changing 
the bias on V2 so that the 1-speed system assumes control before there is 
any danger of locking-in on one of the adjacent false zeros of the 36-speed 
system. 

Since the error should be low while the servo follows motions of the 
director, this circuit will not need to function except when the follow-up 
system is first turned on or when there is a severe transient in the motion 
of the director. 

There are some considerations that tend to limit the extent to which 
the shaft value of the high-speed synchro control transformer is decreased 
in an effort to improve the accuracy of a servo and, incidentally, also to 
increase the gain of the transmission system in volts per unit of error. 
One limitation is that the high-speed synchros should not be driven at too 
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high a rate at the maximum velocity of the transmitted variable. For 
example, Navy units listed in Table 3T should not be driven faster than 
300 rpm, though there are special units, similar in other respects, that 
can be driven up to 1200 rpm. Inertia considerations should not be 
overlooked. Often the synchros, even if at 36-speed, reflect to the motor 
shaft inertia that is not negligible, especially for small motors. Syn¬ 
chronizing difficulties may arise at low shaft values of the high-speed 
synchro. Because the region of high-speed control is extremely narrow, 
a comparatively short time is required for the servo to pass completely 
through this region. A large number of overshoots or even sustained 
oscillation may result. Finally, little is gained by lowering the shaft 
value of the high-speed synchro if backlash in the synchro gearing is 
causing more error than that inherent in the synchros or, in general, if 
the other components in the loop do not merit increased accuracy from 
the data transmission. 

The above director follow-up system will serve to illustrate a problem 
encountered in dual-speed synchro systems. If the follow-up mechanism 
is turned off and the director is rotated through an angle that is close to 
an integral multiple of 180°, the 36-speed system will be at or near a 
stable zero (see Fig. 3-6a). Furthermore, the system is at or near the 
false zero of the 1-speed synchros, and there will be insufficient signal to 
activate the relay of the synchronizing circuit. Thus the follow-up, 
if turned on, would remain 180° from the proper angle until some condi¬ 
tion arose that caused sufficient error to throw the relay. Such an 
ambiguous zero exists in any dual-speed data system at those values of 
the transmitted variable which require an even number of rotations of 
the high-speed synchro and an integral number of half revolutions of the 
low-speed synchro. 

The problem of this ambiguous zero can be solved by putting in series 
with the error voltage from the 1-speed synchro control transformer a 
voltage Eso that has a magnitude in the range 

57 

$HS — €c > 2 -p - E S0 > «C, (7) 

max 

where e c is the critical error angle that will throw the synchronising 
relay, S Hs is the shaft value of the high-speed synchro system, and is 
the maximum error voltage that the synchro can deliver. The voltage 
Eso is often called an “antistick-off” voltage. 

The purpose of this voltage E S o is to displace the false zero of the 
1-speed system so that there is enough voltage from the 1-speed system 
to throw the synchronizing relay at what was the ambiguous zero. Of 
course, the 1-speed false zero must not be displaced so much that it 
approaches the next stable null of the high-speed system. 
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The displacement of the false zero can better be understood if one 
follows through the procedure of adding the voltage step by step. Figure 
3-6a is a plot of the magnitude of the voltages observed from both the 
1- and the 36-speed synchro systems as the director is rotated through 
360° of train angle with the follow-up turned off. In this figure, when the 



350° 0° 10° 90° 170° 180°190° 270° 

(Distorted angular scale) 

(a) 



(Distorted angular scale) 

( b) 

Fio. 3-6.—Adding stick-off voltage to dual-speed synchro system. 


plot of the magnitude of the a-c error voltage passes below the baseline, 
it indicates a phase shift of 180°. For clarity, only the voltages in the 
region of 0° (the angle at which the remote equipment has been left) 
and in the region of 180° (the region of the ambiguous zero that we wish 
to eliminate) are plotted. This is merely a partial plot of 


El = F mai sin 9, 

(8a) 

En = F mai sin (360), 

(8 b) 


where El is the error voltage from the 1-speed system, E H is the error 
voltage from the 36-speed system, and 9 is the angle through which the 
director has been turned. 

If a voltage E S o from the same a-c source that is used to excite the 
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synchro generators is added to the 1-speed error voltage, the voltages 
become 


E' h = Em ax sin 0 -(- Eso> (9a) 

En = C sin (360). (96) 


This will displace upward the curve in Fig. 3-6a labeled “ 1-speed error 
voltage.” 

Now it is still necessary that when the director is at the same angle as 
the remote equipment, the error voltage from the 1- and 36-speed systems 
be zero and of the same phase for small errors. Therefore, we realign 
the low-speed control transformer to obtain these conditions, and the 
result is shown in Fig. 3-66. The equations for the voltages are now 


E’l = E m « sin (0 - 4>) + E so , (10a) 

En = 2?^ sin (360). (106) 

Since at 0 = 0, E" = 0, we have 

F so = E sin <t>. (11) 


The new position of the false zero 0/ of the 1-speed system is given by 
the solution of 


or 


0 = Em ai sin (0/ — <£) + E m&1 sin <f>, 
Of = 180 T" 2<f>. 


( 12 ) 


Thus the false zero has been shifted through an angle 2<j>. It is desired 
that the false zero be shifted by an amount greater than e c , the critical 
error angle associated with the throwing of the synchronizing relay. 
Then the follow-up will be unable to settle in the stable zero at 180° 
of the 36-speed system because the synchronizing relay will be energized. 
Also, the false zero must be shifted by an amount that differs by ec 
from an integral multiple of the shaft value $hs of the high-speed synchro. 
For practical reasons, it is well to limit the shift to an amount less than 
the shaft value of the high-speed synchro. Therefore, 

$HS — €c 2(f) > €q. (1^) 


Since <j> is fairly small, we may write 

Sks - €c > 2 Eso > ec (values in degrees). (14) 

d^max 

For a 1- and 36-speed system, such as our example, S W s = 10° and 
e c ‘ is usually about 2°. Thus a reasonable choice of Eso is about 3 volts, 
because E m a* ~ 57 volts. 

We may generalize the above formula to include systems in which the 
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low-speed synchro is not at 1-speed and obtain 

C ^LS EsO . c\ 

OHS — 6c > - ^(lo) 

7T XI/ m rt 

in which iSi^ is the shaft value of the low-speed synchro and *S'hs, Slb, and 
ec are all expressed in the same units of the variable. 

3*6. Coercion in Parallel Synchro Systems. —So far in this discussion 
there has been no mention of the effects of the internal impedance of 
synchro units. As more follow-up systems composed of synchro repeaters 
or combinations of synchro repeaters and transformers are added in 



parallel to a single synchro transmitter, impedance effects become more 
pronounced. 

Simple relationships, predicting these effects with satisfactory 
accuracy for small angular errors between transmitter and follow-up, 
can be obtained from elementary reasoning. These relationships are 
supported both by experiment and by precise analysis. 1 

We are interested in a synchro system that is transmitting a fixed 
angle d. For generality, a transmitter of size a and a repeater of size b 
(such as, for instance, a Navy 7G driving a Navy 5F) are chosen. The 
F-connected stator system is replaced by a stator system composed of 

1 T. M. Linville and J. S. Woodward, “Selsyn Instruments for Position Systems,” 
Elec. Eng., New York, 63, 953 (1934). 
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one coil with its axis at an angle 0 (thus parallel to the transmitter rotor) 
and a second coil with its axis at an angle 0 + 90°. This is an equivalent 
circuit for computing torque, provided appropriate circuit values are 
used. By applying a small torque to the rotor of the repeater, a small 
angular error A is introduced into the system. The configuration is 
drawn in Fig. 3-7. 

Examination of Fig. 3-7 shows that the current i\ will be, to lowest- 
order terms, proportional to 1 — cos A ~ A 2 /2. Thus both i\ and its 
derivative in respect to A are negligibly small, and the torque will arise 
predominately from the currents i 3 and i 3 . If one ignores loop 1, the 

equations for and i% are 

. _ juME sin A 

* 2 “ Z rb (Z sa + Z sb ) + o> 2 M 2 sin 2 A' 1 

E 


is = 


Z rb + 


cAW 2 sin 2 A’ 

Z 3a + Z 3b 


(16 b) 


where M is the mutual inductance, at A = 90°, between the repeater 
rotor and the repeater stator coil carrying the current i 2 . 

The energy of the simplified circuit is 

U = ji(La + Lb)i/ii + M sin + iL rb i 3 i 3) (17) 

where L a and L b are the inductive coefficients of the stator windings of 
the synchros size a and b respectively and L rb is the inductive coefficient of 
the rotor of the size b synchro. 

The torque is proportional to the rate o f cha nge of this energy with 
the angle A. If it is assumed that M = VLbL rb and that the resistance 
of the windings is small compared with the reactance, one obtains 


T-K * (18) 

or(L<x + -L h ) 

in which E * is the secondary voltage for A = 90° with no loading and K 
is constant. 

We note that the torque obtained when a synchro unit is used with a 
similar unit is, for units size a and b, 

Ta = K E l = (Tu)a Sin A, 


K 


2w 2 La 
E\ sin A 
' 2c 7L b ' 


(19) 


= (T u )b sin A. 


The symbol T u is unit torque in ounce-inch per radian and is 180 /tt times 
the value listed in Table 31. With substitution of these expressions, Eq. 
(18) becomes 

r = 2 (Z^, 


(20a) 
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where 

R = { ^~ (206) 

If, now, we drive n repeaters of size b, each following with the same 
error (as they well may, because of similar friction loading), the term Lb 
in Eq. (18) is reduced by a factor 1/n. The torque is equally distributed 
at the n shafts, so that at each repeater shaft the torque is 

rp _ c\ (Ttt)ft sin A 

1 2 n + R (21) 

With similar reasoning, the torque at each repeater shaft can be com¬ 
puted when different sizes of repeaters are connected to a single transmit¬ 
ter. The decrease in the torque gradient as more repeaters are connected 
to a transmitter will result in greater error, because the friction load 
at each repeater remains constant. For conservative estimates, one may 
assume that three-quarters of the error for a given repeater arises from 
friction and proceed on that assumption to compute the increased error 
as loading decreases the torque gradient. 



Fig. 3*8. —Simplified synchro circuit for terminal-voltage calculations. 


z a+ ^ coal e, 


Z r < 

co 2 M 0 2 „ , o i 2 Mb* cos 2 (6 — A — 120°) 

- Za d -- -cos 2 (0 -120°), Z 26 = z h H ---- 

^ra Z r l 

Z,a = Za + cob 2 (6 - 240°), Z b + cos 2 (6 - A - 240°). 

^ro Zj-b 


Zib = Zb -—— cos 2 (8 — A), 


Z r b 


It is often desired to connect a control transformer to a transmitter 
that is already carrying a load of one or more repeaters. Therefore it is 
worth investigating the accuracy of such a system. This involves obtain¬ 
ing expressions for the stator voltage of a transmitter under load. We 
shall again use only simple approximations. Figure 3-8 is the circuit of a 
transmitter (size a) connected to a motor (size b) from which, by Th6ve- 
nin s theorem, the rotor circuits have been removed. The mesh equa- 
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tions are 

E \/3[cos (0 -h 30°) — cos (0 — A -j- 30°)] \ 

= i\(Zta + Zib) — ii{Zia 4- Z 2f>), I 

E \/3[cos (0 + 150°) - cos (0 - A + 150°)] ( (22) 

— il(Z la + Zib) — isiZia + Zsb), ( 

E V3[cos (0 + 270°) - cos (0 - A + 270°)] ) 

= ii(Z% a + Zib) — iz(Zza + Zzb). J 

The meaning of the impedance terms is indicated in Fig. 3-8. 

In manipulation of Eqs. (22), we will need to examine the general 
factor 


Zr.a + Z 


Tib 


1 


Zb 

, U 2 M% COS 2 (4) — A) ( Z rb \ 

1 + WJ 

1 + Za 

[1 + (c0 2 M 2 COS 2 4>/Z 2 ra ) {Z ra /Z a )] 



(23) 


The factor C is a constant for a given configuration of synchros because 
Zrb/Zb ~ z ra /z a , and because (toW* cos 2 <t>)/Zj a = -E\JE\, where 
E s4) is appropriate stator voltage for the general angle <f> and E r is the rotor 
voltage. Multiplying each side of Eqs. (22) by Eq. (23) and recalling 
that A is a small angle, we obtain 


CE V 3 A cos (6 + 120°) = iiZi a - iiZi a ,' 
CEV 3 A cos (6 + 60°) = iiZia - i s Z 3a> 
CE \/S A cos 6 = iiZi a — i 3 Zza- , 


(24) 


These expressions are the internal voltage drops in the transmitter. 
Therefore, the apparent stator voltages are 

E \/3[cos (0 + 30°) - AC cos (0 + 120°)] 

= E \/3 cos (0 + 30° - CA), 

E \/3[cos (0 + 150°) - AC cos (0 + 60°)] v (25) 

= E V 3 cos (0 + 150° - CA), ' K ’ 

E \/3[cos (0 + 270°) - AC cos 0] 

= E V 3 cos (0 + 270° - CA). 


Comparing these apparent voltages with Eq. (6), we note that because 
of loading, the stator voltages for the system that should be transmitting 
the angle 0 are voltages which would be associated with the angle 0 — CA. 
Therefore, any servo employing control transformers in this system will 
have an additional error of -CA°. With reasoning identical with that 
presented in obtaining Eq. (20), it can be shown that 

1 
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It should be emphasized that in a complex system of synchros fed 
from a single generator, there are both “steady-state” errors due to 
loading and interaction errors during any transitory response. Since 
synchro repeaters are fairly unstable devices, the transmitter that is 
chosen must be so large that the repeater oscillations are not excessively 
reflected in the control-transformer signal. 

3-7. Rotatable Transformers. —A rotatable transformer resembles a 
synchro in that it has a wound armature that can be rotated relative to a 
stator system. The stator system, however, is composed of a single 
winding rather than three distributed in space. The device is, in fact, a 
simple two-winding transformer so constructed that one winding can be 
rotated in respect to the other winding. As an element for simple 
transmission of data, it has rather restricted use. It possesses only one 
major advantage over a three-stator winding synchro—it requires one 
less lead. Occasionally, for instance in transmitting data from a gyro 
supported in a gimbal system, the reduction of leads is important. If, 
for some such reason, it is decided to use a follow-up system employing 
rotatable transformers, one transformer is appropriately mounted on, 
say, the gimbal system of the gyro so that the angular rotation of the 
rotor with respect to the stator is the desired datum. This datum could 
well be the true elevation angle. 

For thermal reasons, it is preferable to excite the stator winding of 
such a transformer rather than its rotor. The voltage E, from the second¬ 
ary (rotor) winding at no load will be, to a close approximation, 


E,= - 


jcoME p cos 0 


(27) 


where the subscript p refers to the primary, s to the secondary, and 0 
is the angle between the axis of the two coils. In terms of the angular 
variable /3 to be transmitted, the expression for the secondary voltage is 

E. = - t M il d ± v , (28) 

where K is an alignment parameter. 

An identical rotatable transformer is mounted on the remote equip¬ 
ment that is to reproduce the angle /3. It is so aligned that its voltage is 
identical with that expressed in Eq. (28). The units are then connected 
as suggested by the equivalent circuit presented in Fig. 3-9. The series 
connection of the primaries will be mentioned later. 

The error voltage is given by 

V = (E„) mM [cos (/? -f ■ K) — cos (/? + K + A)] 

« (#.)ma* A sin (/3 + K), 

with the assumption of a small value of A. 


( 29 ) 




Sec. 3-7] 


ROTATABLE TRANSFORMERS 


93 


It is evident that the gain (volts per degree error) is not constant for 
this error-measuring system but varies with the transmitted variable as 
sin (/3 + K). Therefore, it can be used only in transmitting a variable 
that is limited to some range such that /3 has a variation of less than 180°. 



Fig. 3*9.—Error system using rotatable transformers. 


Furthermore, it is important to adjust K to minimize the gain variation. 1 
This establishes the appropriate value of K as 

K = 90° — (30) 

where (3 U and p L are the upper and lower limits of /3. The associated 
percentage change of gain is 

AG-(f -co8&^&)l00. (31) 

The permissible change of gain for a servo will not be discussed in this 
section. The analysis for investigation of the effects of change of gain is 
usually not difficult; a greater problem is often that of locating and deter¬ 
mining all of the possible gain variations. A gain change of more than 
20 per cent in the error-measuring system is often undesirable. This 
would limit the range of /3 to about 75° in the above equation. 

A practical difficulty is indicated by Eq. (29). If the a-c voltages 
from the secondaries differ in time phase by a degrees, the subtraction is 
imperfect; a quadrature voltage, with a small phase difference ex and a 

small amplitude a sin (p - — j volts, is present in addition 

to the true error voltage. For example; if (Eg)^ is 20 volts and a is 

1 In some cases it may be preferred to choose a value of K influenced by an impor¬ 
tant region of /3 as well as the total range of the value of 
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2°, the quadrature voltage is about 0.4 volt at the extreme of 0 suggested 
above; this is a voltage of greater magnitude than the error voltage for an 
error of 1°. This quadrature voltage can be diminished by exciting the 
primaries in series, as has been done in Fig. 3-9. Often this is a good 
solution. The fact that frequently the units are necessarily small in size 
because of mechanical limitations of the application, tends to set a 
requirement of lower primary voltage; also, the series circuit helps to 
assure that the magnitude of E a will be identical for both units. 



Fig. 3-10.—Computational error-transmission system. 


Often a rotatable transformer is present in an error-measuring system 
as a computational device. As a simple example, suppose that it is 
desired to solve continuously with the aid of a servo the following explicit 
equation for x(t)\ 

= (32o) 

where 7 is a constant, <t>(t) is without limit, and 6(t) has limits that restrict 
x(t) to finite values. For ease of solution, the equation can be rearranged 
as 

cos d(t)x(t) — 7 sin = 0 . (326) 

The sine and cosine terms can be obtained from rotatable transfor¬ 
mers. The circuit is that of Fig. 3-10. 

The error voltage across 7 ? 4 is 

V t = K cos 6(t) Ax, (33) 

where A is a dimensional design parameter and Ax is the error in x. The 
gain is K cos 9(t). The limits of d(t) determine whether or not it may be 
necessary to remove this gain variation. One simple way is indicated in 
Fig. 3-10, in which the resistor R i is a potentiometer or attenuator in 
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series with a fixed resistor. The potentiometer is so wound that the 
resistance measured from the arm to the lower data line is 

P sec \Na(t) + [0(<)]min} 

Ui sec {N[a(t )] mai + [6(t)U n }' 

In this expression [a(<)]max is the total useful rotation of the potentiometer 
and N indicates the proper gearing, defined by 

[0(OU* - [0(0]min = JV[«(01 max. (34) 

The resistor from the lower terminal of the potentiometer to the data 
line should have a value S6C 

SeC [0(OJmax 

3*8. Potentiometer Error-measuring Systems. —In some special appli¬ 
cations it is desirable to use a d-c signal carrier. The inputs may exist 
“naturally” as direct current, as in the problem of controlling or record¬ 
ing the output of a d-c generator, or an input may have been brought 
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Fig. 3*11.—Data system for multiple additive inputs. 

deliberately to a d-c level, so that smoothing of the data can be accom¬ 
plished with greater facility. In some such cases, it may be advantageous 
to utilize potentiometers as elements in the data system; since accuracy 
and life are of prime importance, these are invariably of the wire-wound 
type. If a slide-wire type is used, the data are continuous, but it is 
difficult to obtain reasonable values of over-all resistance. For this 
reason the more common type of potentiometer in which a contact arm 
makes turn-to-tum contact is in wide use. 

An error-measuring system utilizing potentiometers might be of the 
form of Fig. 3T1, which has been generalized to indicate the possibility 
of more than one input quantity. It will be assumed that the inputs are 
to have equal weighting. Some or all the input voltages might well be 
obtained from potentiometers. 
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Eo — 


The output of the net, with the servo off, is 

1 (Rl £, , Rl 

:\r: e, + r; 


1+W+W + 

fix Lb2 


, RrL , Rl 

+ R* 


E 2 


+ • • | t En + ^E, 

/In -TLm 


•) 


(35) 


The following relations may be obtained by design: 


Ei — K-iOn 
Ei — Kzdi2 


E n — K n 0 l n 
E m = -K m e 0 . 


(36) 


The output voltage of the net Eo is, of course, the error voltage and is 
expressible as Ge, where G is the voltage gain of the net. If 

Rm LCl Rm E 2 ... R-m E n | \ 

E> 77" D 77" ... — — i, (.o I ) 

III IS-m II 2 A-m tin A m 


then Eq. (35) reduces to 


where 


Eo = Ge, 

e = Oil + 0/2 + ' • • + Oin — do. 


The gain G of the net is 


G = K v 


Rl 

Tfm 


1 +T+TT + 

ill XL 2 


, Rl , Rl 
^ R»R~ m 


(38 a) 
(38 b) 


(39) 


The net shown in Fig. 3T1 is only a simple example of what may be 
used. Multiplication and division of functions of variables can also be 
achieved; in fact, nets can be designed that, by the aid of a servo, obtain 
continuous solutions to quite complex equations. 

Adding networks of the form presented above is often useful in accom¬ 
plishing the function of Differential 2 of Fig. 3T. In such a case, the 
feedback quantity from the output of Box 32 is one input quantity to the 
network, the output of Box 12 is the second input quantity, and the out¬ 
put of the network feeds into Box 23. 

In the type of potentiometer in which the contact arm makes turn-to- 
turn contact, the data are discontinuous. The nature and position of 
these discontinuities are of interest both in accuracy considerations and in 
understanding the “noise” that such a potentiometer system adds to 
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the true data.. Such discontinuities are of the order of Es/T, where Es 
is the voltage across the potentiometer and T is the total number of turns 
on the potentiometer card. Thus they are small, but the development of 
accurate servo-controlled potentiometer winding machines has advanced 
to the stage where it is of value to examine even such small errors. 

We shall examine these discontinuities for a potentiometer that has 
been wound perfectly with T identical turns. A physically equivalent 
circuit is presented in Fig. 3T2. The effective width of the contact arm 
is Kd — b + d/c, where d is the distance between centers of the wires 
along the contact surface, b is the width of the effective contact surface 


6 - 
h-d-l 


-►O 




i=0 


h«— Kd- 


TO“ 




RwfLvR RJr2J?” 


n -2 Ti-1 


n+K n+K +1 n+K+2 N-2 N-l N 


°°^C> 1 

Fig. 3*12.—Equivalent circuit for a potentiometer. 

of a single wire, K is an integer equal to or greater than 1, and c is a 
number greater than 1. For a contact-arm motion of d/c, K turns will 
be short-circuited; for a contact-arm motion of [1 — (1 /c)]d, K — 1 turns 
will be short-circuited. In each of these regions, the voltage observed at 
the contact arm will remain constant. Actually, since this cycle may be 
used to determine K, d, and 1/c, the following derivation is valid for any 
shape of contact arm or wire surface. If we consider such a cycle in the 
region of the nth. contact surface, we have 



where Xi and .r? are the extreme values of a; for which the K turns between 
the nth and the n + K contact surfaces are short-circuited and x 3 and aq 
are the extreme values of a; for which the K — 1 turns between the n + 1 
and the n + K contact surfaces are short-circuited. As seen from Fig. 
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3 -12, the assumption has been made that the potentiometer is 

[(e-D + Q) 

shorter than its actual physical length, and half of this correction is sub¬ 
tracted from each end. This correction is needed to minimize the errors. 
Intuitively, one realizes that it arises from the short-circuiting action of 
the contact arm. 

The inherent potentiometer error due to resolution will be defined as 


€ 


(E) - (E) 

\E 8/ actual g J perfect 


(41a) 


Obviously, the extreme errors occur at Xi, x 2) 3 3 , and/or x 4 . At the 
extremes of the region of short-circuiting K turns, Eq. (41a) becomes 


n — 1 

€( 1 , 2 ) rj\ _ 


3(1,2) 

T — K + 1 — - 
c 


(41b) 


At the extremes of the regions of short-circuiting K — 1 turns, Eq. (41a) 
becomes 


W _ 3(3,4) 

€(M) " T-K+l ~ T _ K+1 _1 

c 


(41c) 


If we ignore terms that are always of the order of and assume 
T K and 1/c, we obtain from Eqs. (41b) and (41c): 



Examination of Eqs. (42) shows that 

(«l)tf—n = — («2 )n, ' 

(tV^N-n = _ («l)n, 

(«3 )ff-n — —(€4)11, 

(^4) JV—n = — («3)n- 


( 43 ) 
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( 44 ) 


Because of Eqs. (43) and (44), it is of interest to examine the errors for 
only 0 < n < N/2 and 1 < c ^ 2. Figure 3-13 shows the errors given 
by Eqs. (42) for some values of n and l/'c. It is to be noted that the 
potentiometer, if perfectly aligned, has apparent resolution of at least 
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Fig. 343.—Potentiometer resolution and errors. 


\/2T and, for c — 2, consistent resolution at the center of the poten¬ 
tiometer of 1/4 T. 

Often it is impractical to avoid using the potentiometer in the region 
of x = 0. This is especially true when a function capable of positive 
and negative values is being converted into an electrical voltage by means 
of a tapped potentiometer. There is a region of zero voltage at the tap 
that is [Kd + (d/c)] units wide. This represents a separation of 

( K - 1)d + (f?) 

between the intercept on the z-axis of the best voltage slope for negative x 
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and the intercept on the x-axis of the best voltage slope for positive x. 
This, if the error is split, makes the voltage always too low on either side 
of the tap, and an additional constant error of magnitude 

] K - 1 + (1/c) j 

is present. Obviously, in such tapped potentiometers K must be kept 

small. 

The broad zero-voltage region may be avoided by "floating ” the 
potentiometer, that is, not grounding the zero potential point. This, 



Fig. 3-14.—Differentiation and integration by error-measuring elements. 


however, permits the coordinate of the zero potential to drift if, because 
of loading, +E a is not identical with —E„ or if thermal differences cause 
nonuniform changes of the resistance in the potentiometer. 

It can be seen that the noise arising from the finite resolution of the 
potentiometer will have a fundamental frequency dependent upon spac¬ 
ing of the wires, the portion of the potentiometer in use, the contact arm 
parameter c, and the velocity of the contact arm. The amplitude 
of the noise will be dependent on the first three of these parameters. 
Because of this noise, it is generally unwise to attempt to utilize error- 
derivative nets in high-gain servos using such error-measuring systems, 
for the amplifier or motor may overload or overheat as the result of the 
high gain for such noise. 

Since only discrete voltages may be obtained from such poten¬ 
tiometers, high-gain servos may display a tendency to chatter with a very 
small amplitude in seeking a voltage value that is not obtainable. With 
a higher degree of stability in the loop, the tendency usually disappears. 
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Computational error-measuring elements are not restricted to those 
which perform the algebraic manipulations of multiplication, division, 
addition, and subtraction. There are also elements that can be used to 
perform the operations of integration and differentiation. To accomplish 
these operations, any device can be used that has an output proportional 
to the time rate of change of the input. Such a device will be called 
here a “tachometer.” If the input exists as a shaft rotation, a simple 
tachometer is a small d-c generator. Usually such a tachometer has a 
permanent-magnet field, but there is no reason why the field cannot be 
supplied by an external electrical source; the output voltage will then 
be the product of some function and the speed of the shaft of the tachom¬ 
eter. Indeed, one might thus obtain the second derivative of the motion 
of a shaft, although accuracy greater than a few per cent would be difficult 
to obtain. 

Simple examples of circuits using electrical tachometers and poten¬ 
tiometers are presented in Fig. 3T4. In Fig. 3T4a, the error voltage is 


V e = K T pd, - E , 1 ^~, 

\VO) max 

and, for the steady state, 




p0[ = Cipdi. 


(45a) 


(455) 


In Fig. 3T4 b, the error voltage is 

V e = E a j£ - Krpdo, (46a) 

\V}) max 

whence 



In the above equations, K T is, of course, the voltage-speed constant 
of the tachometer. For a certain permanent-magnet tachometer, 1 which 
has been used in many equipments, K T = 35.50/1800 volts per rpm 
+ 10 per cent, with +0.5 volt depending on direction of rotation. The 
linearity of this tachometer is 0.5 per cent. The tachometer has a large 
number of commutator segments (18) to reduce noise. 

3*9. Null Devices. —There exist error-measuring systems that, 
although often not employing elements materially different from those 
described above, are unique in their application and do deserve separate 
classification. They will be called null devices, because they contribute 
no error that is a function of the magnitude of the transmitted variable. 

An example will serve as a definition. Here the problem is to posi¬ 
tion a shaft with high torque to the same angle as a shaft on which only 
1 Type B44, Electric Indicator Co., Stamford, Conn. 
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a slight load may be imposed. If the shafts can be so placed as to have a 
common axis, the low-torque shaft can carry the rotor of a rotatable 
transformer and the high-torque shaft the stator. If the unit is properly 
aligned, there will be zero output voltage at zero error; and if error exists, 
the phase of the output voltage will indicate the sense of the error. Since 
the null position is used, no error will be contributed by the rotatable 
transformer. It is important that the error-voltage output be fairly 
linear with error, but this is a problem of servo-loop gain and not of 
positional accuracy. 

It is apparent that many types of null device are possible. One 
shaft may, for instance, carry one set of the plates of a condenser, and 
the other shaft the other set of plates for the condenser. If, then, this 
condenser is one arm of a bridge circuit excited by alternating current, 
proper error signals can be obtained from the output of the bridge. On 
the other hand, coupling between the two shafts may be by a narrow light 
beam. The low-torque shaft may carry a light source or a mirror to 
reflect a beam of light from a source on the follow-up shaft. The fol¬ 
low-up shaft then carries a prism which splits the received light beam 
and sends it to two photoelectric tubes. Zero error, of course, should 
exist when the outputs of the two photoelectric tubes are equal. Both 
of the examples in this paragraph, however, are subject to possible errors 
arising from variations in several elements; for example, variations in 
the other arms of the bridge in the first case or differences in the charac¬ 
teristics in photoelectric tubes in the second. On the other hand, such 
systems impose truly negligible loads on the low-torque shaft. The 
designer must weigh such considerations for each particular application. 

In some problems, the displacement to be followed exists as a linear 
motion. Many of the devices used in following rotational displace¬ 
ment are then applicable with obvious modifications. 

One device, a so-called “ ^-transformer,” has been widely utilized, 
especially in following linear motions. A sketch is presented in Fig. 
3T5a. The E section is carried by the foliow-up, while the bar section is 
carried by the displacement to be followed. Motions are in the plane of 
the paper and across the figure as indicated by Xo and Xi. Terminals 
1 to 2 are excited from the appropriate a-c source. There is one position 
of the bar for which zero voltage (ideally) is observed across terminals 
3 to 4. This is the position in which the bar gives such coupling that 
equal and opposite emf’s are induced in the secondary. Practically, 
there will be harmonic and quadrature voltages left at the null position. 
For a displacement of the bar to the left of that zero position, a voltage 
of phase <f> appears across the secondary terminals 3 to 4; and for a dis¬ 
placement to the right, a voltage of phase 4> + 180° appears across the 
secondary. This voltage, then, may be used as an error voltage, and it is 
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not difficult to obtain at least approximate proportionality between error 
and voltage for small errors. One must be certain, however, that varia¬ 
tions in coupling arising from causes other than the difference between 
xi and x 0 , such as mechanical looseness, do not occur, because such 
variations impair the accuracy of the device. 

There is an important extension of the idea of an .E-transformer that 
is useful in following an object that moves in two coordinates. Such 
a problem is encountered when a radar director is to be stabilized by 
reference to a gyro axis that is kept pointed at the target. The device 
consists of two single-coordinate E-transformers at right angles to each 
other, with a common center, or primary pole. This assembly is moved 


y 



Fig. 3*15.—FJ-transformers. 


by the follow-up. The input motion, from a gyro in our example, moves 
a dome, shown dotted in the plan view of Fig. 3T56. The separate error 
voltages for the two servo systems involved, train and elevation, are 
available from the two secondary systems. 

3*10. Motors and Power Amplifiers. —Most d-c servo motors, used 
with controlled armature voltage and fixed-field excitation, have torque- 
speed characteristics that, to a very good approximation, may be defined 
by either of the sets of conventional coefficients. If one starts with the 
assumption that the torque M is linear with the armature current and that 
the current is a function of motor speed and applied voltage E m , one 
has 


,, dM . dM 
M = -TT- % m = -rr 

dim di m 




\l m 


= K t 


E_n 

Z n 


-K& Q», 


(47) 
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or one may directly assume M = /(Q m , E m ), and then 


M=- (jf) (fjr) E - + iff) ^ m =f m K m E m -fA. (48) 


In the above equations E m and i m are the voltage applied to the motor 
armature and the current flowing through the armature. The coefficients 
defined by Eqs. (47) and (48) have descriptive names: K t is the torque- 
current constant; K e is the back-emf constant; K m is the speed-voltage 
constant; and f m is the internal-damping coefficient. It is seen that 
K m = Kj l . Strictly, Eq. (48) assumes that there is no time lag between 



i m and E m . Figure 3-16 illustrates the constants for a hypothetical d-c 
servo motor. Except at high values of i m where saturation effects may 
appear, existing d-c servo motors have characteristics that are, for prac¬ 
tical purposes, similarly linear. 

Two-phase low-inertia motors have been developed that are very 
convenient for low-wattage control applications. For many of these 
a-c motors the conventional coefficients are far from constant over the 
whole range of excitation and speed. More accurate analysis of the 
motors, however, does not yield a simple relation for M = f(Q m ,E m ). 
For this reason it is common practice to use the coefficients defined in 
Eqs. (47) and (48). Fortunately, they are often fairly constant for low 
speeds and voltages. Figure 3T7 shows how the coefficients vary for one 
two-phase motor. For this same motor K t /Z m is reasonably constant 
over a wide range of E and Q m . It is seen that for speeds less than one- 
fourth of maximum speed, f m and K m are fairly constant. Thus, for 
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applications where accurate performance is not required at the higher 
speeds, one may analyze the loop using low-speed evaluations of the 
constants. It is advisable, however, to investigate the stability of the 
loop at intermediate and high speeds, because different values of the motor 
time constant and the loop gain will be encountered. 

In many cases it is possible to employ gain devices or amplifiers that 
are nearly independent of the frequency over the region of frequencies 



Fig. 3-17.—Characteristics of two-phase a-c motor, Diehl FPE49-2. Sixty cycle, 110 volts 
on fixed phase, 11-watt maximum output rating. 

that is of interest in the closed servo loop. For example, most vacuum- 
tube amplifiers can be represented as having a transfer characteristic 

r»(r) = («> 

to a satisfactory degree of exactness. Since the attainment of an appropri¬ 
ate value of (?i 2 is the primary concern in amplifier design, the equivalent 
time constant T is often somewhat accidental. Fortunately, it is usually 
small. The wise designer, however, will experimentally determine 
y l2 (p) to reassure himself concerning the small magnitude of T and to 
obtain its value. Similar statements hold for any vacuum-tube ampli¬ 
fication that might exist in Box 23 or Box 32. 

The final, or power, stage of amplifying equipment may employ any 
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of several elements depending upon the magnitude of power required and 
the designer’s preferences. For applications utilizing very small motors 
(less than xV hp) saturable reactors or electronic tubes, either the gaseous 
or vacuum type, are in common use. Power vibrators, thyratrons, or 
rotary magnetic amplifiers are often employed for controlling larger 
motors. 

Since the rotary magnetic amplifier (amplidyne) has received wide 
application as a power stage driving a d-c motor, it may be of value to 



Fig. 3-18.—Rotary magnetic amplifier and d-c motor. 

obtain an expression for the transfer characteristic of such a combina¬ 
tion. The equivalent circuit is shown in Fig. 3T8. The axis of the 
rotary amplifier established by the direction of the flux from the excita¬ 
tion current if is commonly called the direct axis. Quantities associated 
with this axis will be characterized by the subscript d, and those associ¬ 
ated with the axis at right angles to this direction (the quadrature axis) 
will have a subscript q. In this primary direct-axis field, 4> d is a -wound 
rotor driven by an auxiliary motor at a speed S. It is apparent that 


<t> d = Kii/ = 


e/ 


Rf T f p + 1’ 


m _ Rf 

t ' = r7 


(50) 


in which K\ is a constant describing the magnetic circuit. Because of 
the rotation of the rotor, an emf is developed between the brushes b 
with a magnitude 


e « = SK 2 <f> d = (R a + R q )(T q p + l)t„ T q B hi . (51) 

The constant K 2 is determined by the material and structure of the 
machine. The quadrature-axis current i q creates a quadrature-axis 
field <f> q that may be augmented by the coil Q of impedance R q + L q p. 
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The quadrature field causes an emf to be developed between brushes a. 
An expression for this emf can be derived from Eqs. (50) and (51), 


. _ cf ,• _ _ Gge f _ 

e d b^ 3 i g (1 + T;V )(i + TqP y 

_ S^KzK, 

° ” R f (R* + R q ) 

The load current in the armature circuit would produce a direct-axis 
flux that would oppose the exciting flux. Thus the machine would have 
very poor regulation. To eliminate this difficulty, compensating coils C 
are present to cancel out the flux in the direct axis due to load current. 

Since the emf e d is applied to the motor-armature circuit, the relation 
may be written 

e d = i m R{T a p -f 1) + KeQm, (53 a) 

in which 



R, = R a -f R c + R m = total armature circuit resistance, (535) 

L a + L c + L m 


T a = 


Ra Rc Rn 


(53 c) 


The torque resulting from the motor-armature current i m will be con¬ 
sumed in accelerating the inertia J m of the motor rotor, the inertia J a of 
the gear train which is reflected to the motor, and the inertia of the load 
Ji reduced to motor speed; it also will be dissipated in overcoming any 
viscous friction f g V m in the gearing and bearings. Thus the torque 
equation is 

jl\ Q i r o _ ( e <i KeO-m) 

]V7 P m R T a p + 1 


( 


J m + Jg + 


(54) 


in which N is the gearing ratio to the load. With J' as the total effective 
inertia at the motor shaft, Eq. (54) may be rewritten as 


^ ( e d — K e tt m ) = fg P + (TaP + 1) 
Since J'/f g » T a , this equation is usually approximated as 


(55a) 


Kt 

R 


e d 


= (/. 


T ma = 


+ (T ma p + l)fl„ 

J' 


(55 b) 


fo + 


K e K t 

R 


Usually f g « ( K e K t )/R ; then, using Eq. (51), the final transfer function 
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for the power stage and motor is, since 2 m = pdo, 
Qo K m G a 


(56) 


e, p(T ma p + 1 )(T g p + l)(T f p + 1)' 


Suppose that a simple servo is constructed using an electronic ampli¬ 
fier (with gain Gi and lag T) in Box 12, a motor-amplidyne combination 
in Box 23, and no equalizing-feedback path. If an error-measuring sys¬ 
tem is employed with a voltage gain of G t volts per unit of error and Box 
31 is a simple gear train of reduction N, Eq. (2) becomes 



€ p(T ma p + \){Tfp + 1)(7> + 1 )(Tp + l’ 


(57) 


G&GaK™ 


341. Modulators. —It is sometimes desirable to convert a d-c signal 
to an a-c signal that has a determinate phase relative to an existing a-c 
voltage. For example, this is desired when a two-phase a-c servomotor 
is used in a loop that has an error-measuring system utilizing d-c voltages. 
Because of the difficulties of d-c amplification, it is often preferred to make 
this transition before any d-c amplification and to postpone amplifica¬ 
tion until the signal is in a-c form. Thus it is common that little or no 
extraneous noise or false error signal can be tolerated. This often rules 
out various schemes of modulation employing vacuum tubes in favor of 
mechanical modulation, such as is obtained with a vibrator. 

One form of a synchronous vibrator employs a flat reed, or leaf, fixed 
at one end and with the other end free and carrying an iron slug. Encircl¬ 
ing this free end is a fixed coil, excited from the alternating current to 
which the vibrator is to be synchronized. The coil creates an oscillating 
magnetic field with its vector lying along the length of the reed; as a 
result the face of the slug at the tip of the reed has an alternating magnetic 
polarity. Just above this end of the reed are the poles of a permanent 
magnet, so placed that the face of the slug is subjected to a fixed field 
perpendicular to the flat of the reed. Thus the reed is subjected to an 
alternating force and will oscillate with a fundamental frequency equal 
to the fundamental frequency of the current flowing in the exciting coil. 
If the reed is mechanically resonant at a frequency near the exciting fre¬ 
quency, large amplitude is obtained with little expenditure of exciting 
power. This resonance frequency, however, must not be too near the 
exciting frequency or a small change of exciting frequency will produce a 
large change in the phase of the oscillation of the reed. One commercial 
design 1 has made the compromise that a vibrator for 60-cycle use employs 

1 Synchronous Converter No. 75829-1, Brown Instrument Co., Philadelphia, Pa. 
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a reed resonant at about 80 cps. This gives about a 12° lag between the 
reed motion and the exciting voltage; the latter may, of course, be shifted 
in phase by a fixed amount if so desired. In servos using two-phase 
motors, it is often convenient to obtain the required phase shift for the 
controlled phase in this fashion. The same vibrator, to be excited from 
6.3 volts, has a coil impedance of about 120 ohms, almost purely resistive. 
Because of the harmonic content in the exciting voltage, it is preferable to 
Ki 

o W\ ■, I - 1- o 

( 1 ) E ——o \R 2 

4, 1 ii 



a 

Fig. 3-19.—Vibrators as modulators, (a) Three possible circuits; ( b ) generalized output. 


obtain the phase shift by a series inductance rather than by using a 
series capacitance. 

The reed carries electrical contacts and acts as the pole of a double¬ 
throw single-pole switch with a noise level less than 2 fxv. For a certain 
fraction of the cycle, the pole may short-circuit both fixed contacts. 

Figure 3-19a presents three possible circuits employing synchronous 
vibrators as modulators. A generalized output, for which it is assumed 
that the input voltages do not vary significantly during a modulation 
period, is given in Fig. 3-196. It may be expressed as 


sE-> 


m = (^4) a - •) + 

oo 

+ §(*, + *,)£ cos [ S I (2m-1) 


sin [co 0 (2 m — l)i] 


w= 1 


2 V' 1 

+ - (2 Ei — E i + Ez) y ^ sin {sm) cos (2 wont), (58) 

n = 1 
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where the driving voltage has been assumed to be V sin (wo t + /3), /3 is 
equal to the lag observed in the vibrator reed, and s is the fraction 
of the cycle for which the pole and the two contacts are shunted to each 
other. 

For Circuit 1 in Fig. 3-19a, E 2 = E 3 = 0, and the output can be 
expressed, from Eq. (58), as 


m = ^ 


E Rv 


2 R\ -)- R 2 


(1 — s) + E - 


Ri 


7r R\ “b R<i 


{f 1 “ ] Sin + ^ i 1 _ (^) ] Sin W 

t, 2 Ri , „ 


— E - 


7T R 1 + R 2 


+ 

(sir cos 2u 0 ( + 


) (59) 


if $ is considered to be a small quantity. The harmonic terms will cause 
some heating and overloading; they are small, however, and are usually 
so attenuated by the amplifier that these effects are not serious. 

If the input to the vibrator is E sin mt, then, when only the first two 
terms of Eq. (59) are considered, the output is 


m 


7T til *T L \^/J 


7T (1 — S) 



sin mt 


+ cos (w 0 — m)t — cos (wo + m)t]. 


(60) 


In such a case the sole objective is usually to obtain the sideband terms of 
frequency wo — m and w 0 + m. In many cases the presence of the 
additional (sin m<)-term in the output causes no apparent difficulty. In 
feedback loops, however, it has been observed that a circuit similar to 
Circuit 2 in Fig. 3* 19 permits higher gain. Such a circuit has only the 
(sin nW)-terms in its output, so that no term similar to the first in Eq. 
(60) is produced. 

Circuit 3 is of interest because it combines the operations of obtain¬ 
ing the difference of two voltages and of modulating that difference. 
Often Z 2 is so chosen that it is very large compared with R x and R 3 . If 
Z 2 is complex, care must be taken to maintain the gain at the carrier 
frequency. 

The output of Circuit 3 may be expressed in terms of servo error. 
If Ex = R 3 , Z 3 = oo ,E a = Kdi, and —Eb = Kdo, its output reduces to 

/(0 = K[«,(| S + t) + fc(| s + i)] 

+ e ^ j^l — j s i n "0 1 . (61) 

When modulation is performed at a low signal level, care has been 
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taken to avoid coupling by stray capacitance to a-c voltage leads. For 
example, in Circuit 1 there is stray capacitance C n between a voltage 
source E n sin (co 0 i + 4>) and the leaf contact and ungrounded contact. 
Since this stray capacitance will be quite small, for usual circuits the 
contribution to Eo(t) from this coupling is 

w° C n E n cos (a>o< + <f) 

for the half of the modulation cycle that E 0 is not zero. For simplicity, 
assume that s is zero and that the voltage driving the reed is sin (wo< + /3), 
where, as before, /3 is the phase lag of the reed. Then the effect on E 0 of 
the stray coupling is, in fundamental frequency components, 

= (l ktr, E ~ 2 "• °' E ' Bin *) s “ 

+ ^ wo CnEn COS <j> cos o> 0 h (62) 

It is seen that, in general, both an in-phase component and a quadra¬ 
ture component have been added by the stray coupling. If the voltage 
driving the reed has been shifted approximately 90° to obtain phase shift 
for a two-phase servomotor, the stray coupling causes little or no servo 
error from “standoff” in the voltage E. A quadrature component, how¬ 
ever, will exist. If the voltage driving the reed has not been materially 
shifted in phase, the quadrature component is small but there is a “stand¬ 
off” error equal to that which would cause a change in E of amount 

AE = | COoRlCnE n . (63) 

For example, if C n = 2 X 10 -6 nf, Ri = 1 megohm, w 0 = 377, 
E n = 6.3 volts, then A E is about 6 mv. 

3-12. Phase-sensitive Detectors. —It is often necessary to change 
from an a-c error voltage to a d-c error voltage. For instance, if a syn¬ 
chro error-measuring system is used with a servo loop in which the power- 
output stage is an amplidyne, it is clearly desirable to have a circuit that 
will have a d-c output with the sign depending on the phase of the a-c 
error voltage and with the magnitude proportional to the magnitude of 
the a-c error voltage. Such a device is called a phase-sensitive detector. 
There are many variations in design; one possible circuit is presented in 
Fig. 3-20. 

In Fig. 3-20, it is seen that the voltage applied to the full-wave rectify¬ 
ing diode Di is Vi — V r + V t — Voi and the voltage applied to the other 
diode D 2 is V 2 = V r — V t — Fo 2 - The voltage V r is often called the 
“reference voltage.” If it is assumed that 






112 


SERVO ELEMENTS 


[Sec. 3-12 


then 


V t = V, cos (cot + 0), 
V r = Vr COS Cot, 


Vi = -\/( Fr + F e cos 0) 2 + (F t sin 0) 2 cos ( cot + <fn) — Foi, 
V 2 = VtF r — V e cos 0) 2 + (F e sin 0) 2 cos — <p 2 ) — F 02 , 


, / F e sin 0 \ 

<£i = tan \^y r + Vf cos &)’ 


4> 2 = tan -1 


/ F e sin 0 \ 

\y r - cos 0/ 


If 0 is small, Eqs. (65) reduce to 


Vi = (V r + V e cos 0) cos cot — F 0 i, 
V 2 = (Vr — V ( COS 0) COS cot — V 02 * 


(64a) 

(645) 

(65a) 

(655) 

(65c) 


(66a) 

(665) 


It will be noted that the gain is not very sensitive to the phase angle 0. 

For frequencies of the order of co, the load impedances across which 
Foi and F 02 are developed are kept large compared with the internal 



Fig. 3-20.—Phase-sensitive detector. 


impedance of the diodes and transformers. This avoids the effects of 
nonsimilarity in these internal impedances and in the loads themselves 
and helps to realize the full voltage gain (?i of transformer T\. A high 
load impedance requires a high value of Ri and a low value of C 1 . To 
decrease time delay, the product R\C 1 is kept small, and poor filtering 
results (10 per cent ripple is usually tolerated). Fortunately, if 0 is small, 
the ripple due to the reference voltage tends to cancel in the circuit given 
here; relatively little ripple is present in that output when the error is 
small. In connection with ripple it is worth noting that noise similar to 
ripple can be caused by small differences in the voltage gain of the second¬ 
ary sections of r I\. Again this will be proportional to error voltage. 

In the steady state, F 1 and F 2 —> 0, and the output voltages are 
approximately d-c, with values 

Foi = F r + F t , 

F02 = V T — V„ (F« S F r ); 


therefore 


F 0 = -2F. 


if y( ^ Vr- 


(67) 
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Thus F 0 is linear with the magnitude of the error. If an error of the 
opposite sense is assumed, the phase of F e shifts 180°, and the sign of the 
output voltage is negative. 

If V ( > V T , V 02 = V e — V r and V o = 2V r . This limiting action is 
sometimes desirable if circuits of integral type follow the rectifier, because 
it establishes the maximum output that will be “integrated.” 

If 9 approaches x/2, Eqs. (65) can be written 

Vi = W? + VI cos (at + <#>') - Foi, (68a) 

v 2 = Vf’ 2 + VI cos (at - <t>') - F 02 , (685) 

<t>' = tan -1 Yjr- (68c) 

It is seen that no net direct current results from the circuit, provided 
that either the voltage gains of the secondary sections of T\ are identical 
or that the differences average in such a way as to produce zero net effect. 
In the output, however, there is increased ripple due to the difference in 
phase between F r + F e and F r — F«, because the ripple does not cancel. 

This insensitiveness to a quadrature component in the error signal is 
very advantageous, not only in eliminating a quadrature component that 
has arisen from some sort of unfortunate characteristic of the error- 
measuring circuit but also in separating for a particular servo the appro¬ 
priate error signal from a total error signal that contains data for two 
servos. For instance, in radar tracking the total error voltage may be 

E e = G(tE sin at -t - er cos at), (69) 

where e E and e T are the errors in elevation and traverse respectively. By 
applying this error voltage to two phase-sensitive-detector systems in 
parallel, one of which is supplied with a reference voltage V r = V r sin at 
and the other with a reference voltage V' T = V' r cos at, the error data 
for the traverse and elevation servos are separated into two isolated 
voltages. When it is desirable to eliminate a quadrature component but 
to obtain the final error signal as an a-c voltage, a phase-sensitive detector 
may be used and followed by a modulator, such as the vibrator discussed 
in Sec. 3T1. 

In some variations of the phase-sensitive-detector circuit, the refer¬ 
ence voltage is introduced separately into the two diode-rectifier sections 
in such a way that a nonuniformity of transformer secondaries may 
produce a small d-c output of the circuit with zero error. If a zero-error 
d-c output exists, regardless of cause, the servo will ‘ stand off from its 
proper zero. Indeed, such “standoff ” may exist in a servo because of any 
extraneous error data that appear in the forward channel, such as the 
pickup mentioned in Sec. 3T1 in connection with the synchronous 
vibrator. Its magnitude can be easily established if limits can be set on 
the magnitude of the false data. If at the point of origin of the extrane- 
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ous data (of magnitude A) one unit of error produces G units of datum 
quantity (volts in the above case), the standoff is A/G units of error. 
Thus the later in the loop the extraneous data appear the less is the result¬ 
ing inaccuracy. Amplidynes, for instance, often have an appreciable 
output at zero input due to hysteresis; but because they are used in the 
final power stage, little inaccuracy results. 


C 2 

a 




I *2 

? 

E, 

}Ei E 0 

i _ J 

Li 


■log 10 w 



H-Wi/octave 



Fio. 3-21.—Equalizing networks for operating on d-c error voltage. 


(a) Eo/Ei = (TaV + l)/(GoT a p + 1); (6) Eo/Ej = Go[(T aP + 1 )/{A*T a p + 1)]; 
(c) Eo/Ei = Go[{T,p + l)(r 2 4 P + l)]/KT aP + 1 )(T t p + 1)]. 


343. Networks for Operating on D-c Error Voltage.—A simple servo 
transfer characteristic, such as was presented in Sec. 3-10, is of the form 


*2 = 1 _ Ei _ (70) 

e V (TiV + 1 ){T*V + 1 )(r,p + 1) • • • 

As the gain is increased in an effort to reduce the error in following, the 
servo often becomes unstable before the gain is high enough for satis¬ 
factory performance. By insertion of circuits having proper transfer 
characteristics in Box 12 (Fig. 3-1), it is often possible to increase the gain 
to the desired value and yet maintain satisfactory stability. Examples of 
such networks, useful if the error is at a d-c voltage level, are shown in 
Fig. 3-21. The transfer characteristics are plotted asymptotically. 
This type of plot and its departures from the actual curve will be discussed 
in Sec. 4-10. 

The network given in Fig. 3-21a has the transfer characteristic 


Y i = 


Eo _ ~ T a p + 1 
E, Cto G 0 T a p + 1 


Go 


Ri. 


R i + Rz' 

= RzCz 


(71) 


Such a network is often called a “derivative-plus-proportional net,” 
because it has the same characteristics as an “ideal” derivative-plus- 
proportional device [Y = G(Tp + 1)] for frequencies less than 1 /(G 0 T a ). 
It is not difficult to obtain any reasonable values for the frequencies 
1/T a and 1/(G 0 T«). 
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The network given in Fig. 3-21 b has the transfer characteristic 


where 


Y l 


Eo _ n T a p + 1 
“ ° T b p + l’ 


T a = RiCi, 

T b = [J2x + B,(l - G 0 )]Ci, 

/Y _ 

Go “ E 2 + i2a’ 


(72o) 

(725) 

(72c) 

(7 2d) 


The resistance R 3 is usually determined by requirements of the following 
stage. Because this net has the same characteristic as an ideal integral- 
plus-proportional device (F = G[(l/Tp) + 1]) for frequencies greater 
than 1 /Tb, it is sometimes called an integral-plus-proportional network. 
Again, T a and Tb can be established independently. 

In servo design, cases often arise in which it is desired to have a 
transfer characteristic combining the properties of both of the above net¬ 
works. In order to reduce the number of d-c stages, the networks are 
usually combined directly. Such a composite network is shown in Fig. 
3-21c. The transfer characteristic is 

Eo 

JjJ 

(Tjp 4 ~ 1 )( T 24 P + 1 ) _^ 

(tiTu + T 13 T^ p 2 + [Vi + Tu + |r (T u + T 2 ) J p + 1 + ^ 

(73a) 


where T± = RiCc, Tu — (Rz + Ra)Cz', T\z — (Ri H - Rz)Gij T 2 — R 2 C 2 . 
We may write Eq. (73a) in the form 


Eo _ s-t (Tip + 1)(T 24 P + 1) (i Ez 
Ei~ 0 (T a p + 1 )(TbP + 1)’ ° Ri + R 3 


(73 b) 


The design of the servo loop involves adjusting the magnitudes of 
Ti, Tu, T a , Tb, and G 0 . The gain at very high frequencies G„ is 


G k — Go 


TiTu 

T a Tb 


(74 a) 


and is also of interest because of the presence of noise in the error signal. 
Since it is obviously defined if T h Tu, T a , T b , and G„ are fixed, choice of 
these quantities should be influenced by considerations of an acceptable 

G n . 

If R 3 is determined by grid-circuit requirements or other impedance 
requirements of the following stage, there are precisely the requisite 
number of parameters to establish the four time constants and the low- 
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frequency gain G 0 . It is to be noted that the inequality 

^ _ GoTiT-u ^ 1 

T a T b = 


(746) 


cannot be violated; the upper limit occurs at R% = 0. 

Comparison of Eqs. (73a) and (736) yields, in terms of C\ and C 2 , and 
the quantities that it is desired to fix, 

T a T b = C 0 r 1 r 24 + (1 - GoKTi + R 3 C{) jV 24 - (^-=^-°)e 3 C 2 J, (75a) 
T a + T b = T x + T, 4 + J2,(l - Go) [Ci - (^)c 2 } (756) 

Solution of Eqs. (75a) and (756) for C 2 gives 
C 2 = 




Go j 

[T 1 G 0 + T 2 4(2 - Go) - 5 

V a ~ Tb 

' 2E 3 (1 - Go) 2 1 

1 (T a +Tb- GoT, - GoT 24 ) 2 - 4Go 

TaTb{ 

^Gr) - ri 7,24(1 “ Go) 

) 


(76a) 

Commonly the first term under the square-root sign is much greater than 
the second, and so we may obtain the approximation 


_ @0 _ F rp _ T a T b — T lT 24 Go 

2 R 3 ( 1 - Go) L 24 Ta + T b - Go(ri + r 24 ) J' 


With this value of C 2 , Ci is obtained from Eq. (756): 


C 1 = 


n + Tb - Ti - T 


24 


Then 


E 3 (l — Go) 


+ 


1 - Go 
Go 


C 2 . 


(766) 


(77) 


p _ Ti 

Rl ~ Cl’ 


E4 — Ri 


1 - Go 
Go 


(78) 


P _ ^24 p A - G 0 \ 
Rt ~ c; _ R >\~Gr)- 


A. common difficulty is that the total capacity C\ -J- G 2 becomes very 
large, especially if a very large time constant in the denominator is 
desired. The expression for the total capacity becomes, with use of the 
approximation of Eq. (766), 


Ci + C 2 = 


B,(l 


w 


Ta+Tb- Tr- 


TgTb - TlT 2 4Go 

Ta+T b ~ G 0 (Ti + T 24 ) 


} 


(79a) 
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Apparently T 1 should be chosen greater than Tu, although the economy 
is not usually impressive. It is seen that the total capacity required 
decreases if R 3 can be increased. For usual design requirements on the 
time constants, the total capacity also decreases as lower values of Go are 
accepted and approaches the lower limit 


(C 


■ + cy.™ = + n-T t - yAfjr) 


(796) 


Since the components of the network are often determined empiri¬ 
cally, an analytical examination of the resulting loop characteristic is 
desirable. The values of Go, T 1 , and T 24 are easily obtained, but the 
values of T a and T b are not so obvious. If T„ is assumed to be the larger 
of the two time constants, then 


and 


where 


T b = 


p 

L 4 a 


2 

I 7 


1 4 a 



(3 =G 0 

a = Go 

Frequently 4 a < (3 2 , and then, approximately, 


R4 


Ti + T24 + p- 4 (T13 + T 2 ) 


} 


TxT 2 4 + f- TuT 2 

XI3 


) 


(80 a) 

(80 b) 

(80c) 
(80 d) 


a 


7^24 + I- 4 T 13 T 2 

Kz 


T a « |8 


$ Ti + Tu + (Tis + T 2 ) 

ttz 

- “ = Go [tx + T 24 + |- 4 (Tl3 + T 2 )] - To. 


(80e) 

(80/) 


3-14. Networks for Operating on A-c Error Signal. —It can be demon¬ 
strated that if a voltage V = M(t) cos wo t, in which wo is the fixed carrier 
frequency, is impressed on a network the transfer chaiacteristic of which is 

Y 0'w) = G[1 + jT d (w - wo)], 

the output is 


% - g [at«) + r/Tmj 


COS O)ot. 


( 81 ) 

(82) 


Thus such a network has precisely the characteristics associated with a 
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true proportional-derivative device and as such would be useful in equali¬ 
zation of servo loops employing a-c error data. 

Many networks have been utilized to approximate the transfer 
characteristic expressed in Eq. (81). The network that will be discussed 
first is the parallel “T” net, 1 as given in Fig. 3-22 a. 



Fig. 3-22. —Parallel-T and bridge-T networks. 


It is to be noted that a load resistor and a source -impedance have not 
been included in Fig. 3-22. If F(p) is the transfer characteristic of one 
of the networks of Fig. 3-22, Zj the input impedance with the output open- 
circuited, Zi the impedance looking back into the output with the input 
short-circuited, then 


Eo = _F(p)_ 

( 1 + f)( 1 + §i)-t lrw]! 


Y'(p), 


(83) 


where Z is the source impedance to the voltage E 0 , Z L is the load imped¬ 
ance, and Zii = Zi + Z,[F(p)] 2 . The deviations of Y'(p ) from F(p) 
have been investigated, both by mathematical analysis and by actual use 
of the nets in servos, and have been found, in general, to be small when the 
values of Z and Zl employed are those associated, for example, with a 
synchro or a low-impedance phase-shifting net as a source and a vacuum 
tube as a load. In the following discussion the source impedance and load 
impedance are neglected, with the approximation that they are zero and 
infinite, respectively. 

The general expression for the transfer characteristic of the parallel 
T of Fig. 3-22a is 


Eo = [TJj Tsp 3 + 7\ (S 2 + F 3 )p 2 + (7\ + SOp + 1] 

E, [TJ\T\p 3 + Ti (& + r 3 )p 2 + 7 Wi + S[ + F 3 )p 2 

+ (T i + Si + T 2 + $2 + T 3 )p + 1] (84) 

where = R 1 C 1 , T 2 = R 2 C 2 , T 3 = R 3 C 3) St = RtC 3) and S 2 = R 2 C 3 . 
This expression may be made to assume the form 

1 A. Sobczyk, “Parallel ‘T’ Stabilizing Networks for A-c Servos,” RL ReDort 
No. 811, Mar. 7, 1946. 
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E 

E 


„ (j; ? + 1 ) (ip 8 + 


' (-» + 0(- 
\«o / Vo; 


= f>, + 3p + 1 


2 

u o w o 

if the following relations are satisfied: 


) 


I 1 + (a) ~ w °> 

^ + W° , \ 

1 + jl -o- (“ — Wo) 


2co 


r/1 _ l (oooTdU 2 + 2n + woT 7 ^) 

11 ~Y d 


2cd( 


M) ' 


T 2 = 


r 3 = 


u 1 

Ticoo 
U a>0 


Si = -4r + — - I 7 !, 

wgid Wo 


s, = 4 , - 


1 


2 

0)q£ Ojo^d O)ott 


- — - t 2 


(85) 


( 86 ) 


If the modulation of the input voltage does not create sidebands lying 
far from coo, Eq. (85) approximates the ideal characteristics of Eq. (81), 
except for the presence of the time lag l. 

The physical requirement that $i and S 2 be positive imposes on u the 
simultaneous restrictions 


Zo)0 


TWo 


"C Vl 


l 2 co% < u < 


Icon 


2 

T d CO 0 



(87) 


and 


2luo - o>oT d (1 + y/l - l*<4) / ^ 2 Zo) 0 - co 0 Ta (1 - \/l - * 2 w 0 2 ) , 

4 - ^ - ZT d cog 4 “ jr - *?>o 2 

d (88) 

It is to be noted that, for realizability, l 5= 1/W 

A design procedure is apparent. It is assumed that theoretical or 
experimental considerations have determined acceptable values of T d 
and l The carrier frequency coo is, of course, known. The restrictions 
on u are established by Eqs. (87) and (88). The time constants T i, 
T 9 , T z , Si, and S 2 are computed, with a value of u not too near the end 
points for a reason discussed later. Then if one component, C 3 , for 
example, is specified, the other components are determined, because 


■ Ri 




p _ T s r _ Ti 

Rs ~ V» Cl ~ Ri 



(89) 


The choice of u and of the one component should be influenced by 
impedance considerations. The input impedance, with the output open- 
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circuited, Zi , and the output impedance with the input short-circuited, 
Z 0 , can be expressed as functions of u and C 3 : 




(90a) 


(906) 


It is evident that as u approaches an end point of one of the critical 
regions, so that S\ or S 2 approaches zero, Zi approaches zero. Also, to 
avoid low input impedance, the gain G = l/T d should not be chosen too 
near the upper bound of l/(T d coo). 

Since odd sizes of condensers are difficult to obtain, it is useful to 
present a design procedure that may be applied when values of C i, C 2 , 
and C 3 are known and values for R h R 2 , and R 3 are desired for a given T d . 
The relations are 


in which u must be 


(-L 


) 


Ro 


P _ 1 Vcoo T d + u 

1 coo C1 + C3 J 

Ci + c 3 




Cicoo 

Rz = 

a solution of 


( — 7 fT + u \ C 2 

\CO0J d / 


1 

UOioC 3 


(91a) 

(91b) 

(91c) 


Ci + C 3 

— 7 =- U' 


2 C 2 (Ci + C 3 ) , 
coo T d C3C1 u 


C 2 , 2 C 2 . 

7T u + — 7fT vr = 0 . 
0 1 g)q 1 d C 3 


(9 Id) 


For Ci = C 2 = C 3 , the positive solutions for u are u = \/y/2 and 
u = 2/(Tdcoo). The gain G = l/T d can be obtained from the expression 
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2 

G 


C! + C 3 

c 1 


uoTd 


coo TdU \ + 2. 


\01oTd 


+ u 


\ 




(92) 


Table 3*2 presents circuit constants for the case of three equal condensers 

(u = 1/V2). 


Table 3*2 —Parallel T with Equal Condensers 
Rz « 0.003751 megohms, Ci = C 2 = C 3 = 1.000 M f, 
/o = 60 cps 


T dO>0 

Notch 

interval, 

cps 

Ri X 
10 3 , 
meg¬ 
ohms 

#2 X 
10 3 , 
meg¬ 
ohms 

Forward 

gain 

Reverse 

gain 

Input 
impedance 
Z: X 10 3 , 
megohms 

1 

Output 
impedance 
Z 0 X 10 3 , 
megohms 

Re¬ 
verse 
phase 
shift 
at o>o, 
degrees 

2.5 

±24.0 

1.9980 

1 

1.760 

0.225900 

0.174190 

1.324-1.545j 

1.798-1.768j 

-5.00 

5.0 

±12.0 

1.4680 

2.395 

0.110500 

0.094550 

1.303-1.573j 

1.565-1.768i 

-1.84 

7.5 

± 9.0 

1.2910 

2.723 

0.076900 

0.064670 1.303-1.620/ 

1.469-1,768j 

-0.95 

10.0 

± 6.0 

1.2030 

2.934 

0.052370 

0.048070 1.289-1.640/ 

1.418-1.768/ 

-0.57 

15.0 

± 4.0 

1.1140 

3.155 

0.033950 

0.0320001.280-1.675j 

1.364-1.768/ 

-0.27 

20.0 

± 3.0 

1.0700 

3.286 

0.025050 

0.023940 

1.274-1.695j 

1.337-1.768 .j 

-0,16 

30.0 

± 2.0 

1.0260 

3.427 0.016400 

0.015900 

1.267-1.717i 

1.306-1.768/ 

-0.06 

40.0 

± 1.5 

1.0040 

3.503 

0.012180 

0.012020 

1.264-1.729J 

1.293-1.768/ 

-0.04 

50.0 

± 1.2 

0.9907 

3.550 

0.009682 

0.009500 

1.261-1.737i 

1.285-1.768/ 

-0.02 

60.0 

± 1.0 

0.9818 

3.582 

0.008034 

0.0079101.260-1.742j 

1.279-1.768/ 

-0.01 

oo 

Resonant 

0.9378 

i 

3.751 


0 

[ - 

1.250-1.768j 

1.250-1.768/ 

0 


The "notch interval” as recorded in Table 3-2 is defined as the fre¬ 
quency interval between the points for which the output of an ideal 
proportional-derivative net would be ■%/ 2 times the minimum output. 

In Table 3-2, the resistors are in megohms and the capacitors in micro¬ 
farads. A parallel T differing only in impedance level may be obtained 
by multiplying the resistors by a constant and dividing the capacitors 
by the same constant. For certain classes of parallel-T networks, a 
proportional-derivative characteristic still exists if input and output are 
interchanged; Table 3-2 also gives some of the reverse characteristics of 
the T described there. 

It is worth mentioning one method of using a parallel T that is some¬ 
times useful in experimental work in which it is desired to obtain a value 
of T d empirically. If T d wo is taken to be infinite in the preceding for¬ 
mulas, a resonant parallel T is obtained, with a transfer characteristic 

jl —(w - wo) 

.. W + wo , \ 

1 + jl 2c0 ' (" ~ 
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If this resonant T is then connected as shown in Fig. 3-23 to a poten¬ 
tiometer of impedance low compared with the input impedance of the T, 
the output can be written as 


Eo 

% 


Ri 

R\ -j- R 3 


CO + WO , \ 

1 +jTd —— ( w — w °) 

CO + COo , s.’ 

1 + — 2 ^— (.CO — coo) 


(93) 


in which T* = [1 + {R\/R-i)x)l and can thus be adjusted within the 
limits l < T d < [1 + (Ri/Ri]l. 



Fig. 3*23.—Circuit for variable Td. 


As interesting simplification of the parallel T follows if, in Fig. 3-22a, 
either R 2 = 0 or Ci = 00 . Then circuits of the form shown in ( b ) and 
(c) of Fig. 3-22 are obtained. Such networks are commonly called 
bridge-T networks. In an effort to discuss the circuits simultaneously, 
the parts have been renumbered. 

The transfer characteristic is 


El = 'll li t + (h + &)p + 1 

Ei TiT3J) 2 + {T 1 + £1 -ff T3)]) -f- 1 


where T 1 = R 1 C 1 , T 3 = R 3 C 3 , and Si = RiC 3 in Circuit b and Si = R 3 C 1 
in Circuit c. To obtain the approximate derivative characteristic of the 
form 


Bc_ i 1+jT * ;L £r L< ' 

E ’ T ‘ (»-».)’ 


(95) 


the time constants must be defined by the following relations: 
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G < 


4 

4 + tA 


(97) 


Since for the parallel T the upper bound of gain is l/(7V*>o), it is observed 
that for a given Ta, less gain can be obtained from a bridge T. Because 
of noise in the signal, the smaller time lag l for a given Ta in a bridge T 
is a disadvantage when compared with a parallel T. 


Table 3-3.— Constants for Symmetrical Bridge T, Circuit b 
Ci = Ci = 1.000 fxi 


T d<* 0 

Notch 

interval, 

cps 

Ri X 10 3 , 
megohms 

Rz X 10 3 , 
megohms 

Gain 

Input 

impedance 

Zi x 10 3 , 

megohms 

Output 

impedance 

Z 0 X 10 3 , 
megohms 

2.5 

±24.0 

1.06100 

6.63 

0.2424200 

1.70790-2.135; 

1.60750-2.009; 

5.0 

±12.0 

0.53050 

13.26 

0.0740700 

0.98780-2.470; 

0.98240-2.456; 

7.5 

± 9.0 

0.35360 

19.89 

0.0343300 

0.68380-2.564; 

0.68300-2.561; 

10.0 

± 6.0 

0.26530 

26.53 

0.0196100 

0.52030-2.602; 

0.52010-2.601; 

15.0 

± 4.0 

0.17680 

39.79 

0.0088110 

0.35050-2.629; 

0.35060-2.629; 

20.0 

± 3.0 

0.13260 

53.05 

0.0049750 

0.26390-2.639; 

0.26390-2.639; 

30.0 

± 2.0 

0.08841 

79.58 

0.0022170 

0.17640-2.647; 

0.17640-2.647; 

40.0 

± 1.5 

0.06631 

106.10 

0.0012480 

0.13250-2.649; 

0.13250-2.649; 

50.0 

± 1.2 

0.05305 

132.60 

0.0007994 

0.10600-2.650; 

0.10600-2.650; 

60.0 

± 1.0 

0.04420 

159.20 

0.0005552 

0.08836-2.651; 

0.08836-2.651; 

100.0 

± 0.6 

0.02653 

265.30 

0.0002000 

jO. 05304-2.652; 

0.05304-2.652; 


For Circuit b, in terms of arbitrary condensers, 


Ri 

Rs 

G 


TacoKCi + C,y 

t (k + k) 

4 

n»i(i + |) + 4 ) 


(98) 


Similar formulas for Circuit c, in terms of arbitrary resistors, are 
obtained for Ci, C 3 , and G if in Eq. (98) Ri is interchanged with Ci and 
R s is interchanged with C 3 . 

For Circuit b 

7-7? , + 1 

2,1 ~ Kl + CiTz V * + {Ci + C,)p 

* _ M§± + TAp ± 11 

Zo ” TJ\p 2 + (Ti + Si + T 3 )p + V 


( 99 ) 
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and for Circuit c 

ry _ 1 | R*(TlP + 1) 

7 C 3 p ^ ( T 1 + SOp + 1' 
y _ RlT sP + Rl + R 3 

“ r 1 r 3 p 2 + (Si + Ti + T 3 )p + 1' 


( 100 ) 


in which Zi and Z 0 have the meaning established above for the parallel T. 

Table 3-3 gives some circuit constants for the bridge T for Circuit b; 
for Circuit c, Ri is merely interchanged with C\ and R 3 with C 3 . 

Tolerance requirements have been fully investigated 1 for the T net¬ 
works given in this section. The expressions, however, are quite lengthy 
and will not be presented. In general, it may be said that to hold the 
« 0 of the T to within 5 per cent, the notch width to within 2 per cent of 
o> 0 , and the phase shift to zero +10°, for a parallel T with a T d co 0 of 15 
each component must be held to about 0.5 per cent. 

346. Operation on d 0 — Feedback Filters. —In the design of servos 
that are to employ an internal feedback loop, it is necessary to obtain a 
signal, usually a voltage, from a point in the loop as near the output as 
possible. This is commonly obtained from a tachometer driven directly 
from the motor shaft. Thus there results a voltage that is proportional 
to the speed of this shaft and that may be modified by one of the nets, 
discussed in this section, before being subtracted from the error. 

If it is impractical to employ a tachometer, a simple bridge circuit with 
d-c motors may be used to obtain a voltage proportional to speed. The 
motor current may be expressed to a reasonable approximation as 


m ~ R m + R c + r: 


( 101 ) 


in which the terms have the same definition as those used in Sec. 340. 
With this relationship and the torque equation 

R Sm Jp 0>m ” 1 “ JQ 

it can be shown that the output voltage E 0 from the bridge circuit as 
shown in Fig. 3-24, is 

R 

E 0 ~ ]jjT _|_ Ke(T m oP + 

_ R 2 Rc \ 

\ rp 

7 ) 1 ma ; 

1 + rl / 

if it is assumed that f m » /„. 

1 Sobczyk, op. tit. 
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Often R c includes the resistance o the compensating coil in the motor 
required for proper commutation. The positive limit of T m0 (at R 2 = 0) 
may be increased, if desired, by shunting this coil with a resistive divider 
and obtaining E 0 between a point on the divider and Terminal 2 of the 
motor. When the bridge is balanced, T m[) — 0, and a voltage directly 
proportional to speed is obtained, 
when R 2 /Ri > R m R c . The possi¬ 
ble infinite negative value of T m3 
suggested by Eq. (102) is a fallacy 
resulting from the fact that the 
viscous damping of the gear train 
was considered negligible com¬ 
pared with internal damping of 
the motor. Actually, the nega¬ 
tive values of T m o are of little 
interest; usually the bridge is 
either balanced to obtain the speed voltage or designed to obtain a positive 
T m0 . The presence of the positive T m0 introduces a derivative term in the 
feedback loop and thus can be used to increase phase margin, permitting 
higher feedback gain. 

In a simple servo loop, if a voltage proportional dOo/dt is subtracted 
from the error voltage, the effect is identical with that which would be 
obtained by increasing the viscous damping, say, in the gear train. This, 
of course, has stabilizing action but also results in greater error in follow¬ 
ing constant-velocity inputs. Thus, in servos using such an internal 
feedback loop at d-c level for equalization, it is desirable to use a high- 
pass network between the source of d-c voltage and the mixing stage in 
which the modified d-c voltage is subtracted from the error signal. 
Single-, double-, and triple-section AC-filters are commonly used. Net¬ 
works employing inductors have also been used, but the usefulness of 
such networks is limited, owing to the nonlinear properties of the large 
inductances required (about 1000 to 10,000 henrys). 

The single-section high-pass EC-network shown in Fig. 3-25o is 
characterized by a single time constant T = RC, and the transfer func¬ 
tion may be written as 

E 0 Tv 
E Tp + l’ 

T = RC, (103) 

which, asymptotically, is represented by a rising 6-db/octave section to 
W = 1 /T and a constant 0-db gain for high frequencies. Asymptotic 
plots and the departure from the actual curve are discussed in Sec. 4-10. 
The phase angle is +90° for low frequencies, decreasing toward zero at 
high frequencies. At w = 1 /T the phase shift is +45°. 


Negative values of T m0 are obtained 


Ra 



Fig. 3-24. —Bridge circuit for obtaining feed¬ 
back voltage. 
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The two-section high-pass RC-network is shown in Fig. 3-2 5b. Its 
transfer characteristic is 


Eo ___ 

E + (i +§; + j£\ t *p + i 

where 

Ti m RiCi, 

T % = R 2 C 2 . 

Equation (104a) can also be written in two other ways: 

Eo _ T a T b p* 

E ( Tap + 1 ){T b p + 1)’ 

Eo _ ( TpY 

E (TpY + 2{Tp + l’ 

where T a = longer effective time constant, 

T b = smaller effective time constant, 
f = damping ratio (f > 1), 

T = \/TaTb — s/TiTi = mean time constant. 
C 

O-1(---O 

E E 0 

o-]-o 

gp_ Tp 
E Tp +1 



(104a) 


(104&) 

(104c) 

(104d) 

(104e) 


A 

0 db/ octave 

0 

A 6 db/ 

/ 1 octave 


/ | 

O 

1 

f 

1 

* 


1 

1 

1 

» 

— 1 - 


_1_ 

T 

log 10 


a 


0 di/octave 



Fig. 3-25. High-pass filters for d-c feedback, (a) Single-section high-pass filter, 
Eo/E = T p /(T p + 1); (6) two-section high-pass JJC-network, 


Eo/E = (T a T b p>)[(T a p -)- 1) {T h p + 1)]. 


When the asymptotic transfer function is written in the form of Eq. 
(104d), it becomes apparent that it rises at 12 db/octave tow = l/T a , 
then at 6 db/octave tow = 1 /Ti, and is then constant at Odb for higher 
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frequencies (see Sec. 4-10). The 12-db/octave portion if extended to the 
0-db axis would cross it at 


« = 


_1 _ = 1 

Vtj\ t 


tfj 


(105) 


It is also apparent from Eq. (104rj) that there are only two primary 
parameters, T a and Tb', the form in which these primary parameters will 
be used here is TjTb and \/T a T h — T. 



Fig. 3-26.—Graph for designing two-section high-pass RC- filter. 

The following relations hold between the variables: 



(106a) 

(1065) 


The relationship indicated in Eq. (1066) is plotted for several values of 
C 1 /C 2 in Fig. 3-26. 
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In the usual circuits, the output resistor R 2 is required to be less than 
some critical value due to grid-return requirements or other impedance- 
level considerations. With this fact in mind, a possible design procedure 
becomes apparent. Experimental or theoretical work has determined 
T a , Tb, and R 2 . Thus 7 , T, and R 2 are fixed. By the use of 


7 



as given by Fig. 3-26, T/T 2 can be determined for a particular choice of 
C 1 /C 2 . The value of T 2 and thus the value of C 2 can be then established. 
By the particular value of C\/C 2 employed in determining T/T 2 , C 1 is 
established. Since T 1 = T 2 /T 2 , T\ is known, R\ is established, and the 
components of the filter are completely determined. 

Such a procedure, however, ignores the fact that there are four circuit 
elements, but it is desired to establish only three parameters. It seems 
desirable to use the other parameter to minimize the total capacitance 
Co = Ci + C 2 used in the circuit. 

Fortunately, 7 increases monotonically with f. Thus establishing 
7 , T, and R 2 is equivalent to establishing f, T, and R 2 . Equation (106a) 
may be rewritten as 


_ 1 R 2 C 2 — R 1 C 0 

f - 2 f 


(106c) 


Solving for C 0 and minimizing (7 0 for fixed f, T, and R 2 produce a new rela¬ 
tionship between f and the circuit components: 


_ 2 £i 

= 1 RjC, _C± 
ic 2 \R 1 C 1 Cl 
Co ' 

Comparison of this with Eq. (106a) gives 



(106d) 


(106e) 


as the necessary condition for the minimization, which makes it possible to 
write 






(106/) 


use of this in Eq. (106b) yields y c = f(T/T 2 ), a plot of which has been 
included in Fig. 3-26. 
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Thus, for economy in total capacitance, the design procedure sug¬ 
gested above is modified in that the choice of the value of C 1 /C 2 should be 
determined by the intersection of the desired value of 7 with the yc-curve. 

General equations relating the tolerance on the components of the 
filter with the variation of T a , T b , T, and 7 may be derived in the usual 
manner. 


dTg 

T a 


+ (5 + BD ) 


dCi 
C 1 


+ 




dT\ 

T b 


G--) f+G + -)f 

+G- sD )t + G +BD )t 

dT _ iafii 1 . 1 eCi 1 sCi 

T ~ 2 Rb + 2 R 2 + 2 Cl + 2C 2 ’ 


— = AD ^p - 1 — AD d Ai + BD S Nl - BD& 

y K 1 -tv 2 gi O2 


in which 



D = 


2 f 

(r 2 -1)*‘ 


(107a) 


(1076) 

(107c) 

(107d) 


Table 3-4.—Tolerance Coefficients for Minimum Capacitance Cases 


Cl 

Ti 

AD 

BD 

1+AD 

i - AD 

i+BD 

1 

fee 

b 

c 2 

T* 





2 

1.333 

0.522 

-0.174 

1.022 

-0.022 

0.326 

0.674 

4 

1.067 

0.307 

-0.184 

0.807 

-0.193 

0.316 

0.684 

6 

1.029 

0.235 

-0.168 

0.735 

-0.265 

0.332 

0.668 

8 

1.016 

0.196 

—0.153 

0.696 

-0.304 

0.347 

0.653 


Table 3-4 gives the tolerance coefficients for two of the minimum 
capacitance cases. It will be observed that the main contribution to 
the errors comes from the square-root relation between T and T and 
that the change in the ratio of the effective time constants is of a smaller 
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order. This means that a given percentage error in one of the com¬ 
ponents will produce about one-half of that percentage error in the two 
effective time constants. 

3*16. Gear Trains. —For use in control, a gear train must meet certain 
requirements of efficiency, reversibility, rigidity, backlash, strength, 
and inertia. Unfortunately, theoretical work has not progressed to the 
stage where all of these standards can be expressed mathematically. 

In regard to efficiency, usual engineering reasoning applies, since this 
will directly affect the size of the motor that must be employed. Further¬ 
more, it is to be noted that high starting friction produces rough following 
of the input at low speeds. High viscous friction decreases the effective 
velocity-error constant. Also, since it cannot be treated as a constant 
from gear train to gear train or as a function of time, its stabilizing action 
can be a source of serious design error. 

At present there is no satisfactorily complete analysis of the problems 
encountered when servo control is employed with an irreversible gear 
train, such as certain worm reductions. Bitter experience, indicates 
however, that except possibly where the load inertia and load torques are 
small, irreversible gear trains should be avoided. It is felt that the dif¬ 
ficulty is caused by the locking that takes place in many irreversible gear 
trains when subject to load torques. 

The rigidity should be such that with the expected load inertia, there 
will be no natural frequencies that are less than, as a rough estimate, five 
to ten times the highest resonant frequency of the rest of the control 
loop. Naturally the rigidity of any portion of the gear train not enclosed 
m the loop must be such that errors arising from deflections under load 
are tolerable. 


Backlash in gear trains, if enclosed in the loop, often produces instabil¬ 
ities of either very high or very low frequency. Usually the amplitude 
is of the order of magnitude of the backlash. A rule based only on 
experience is that the backlash must be less than one-half of the accept¬ 
able following error. If the backlash is not enclosed in the loop, the 
resulting error can, of course, be equal to the backlash. 

Obviously, the gear train should be sturdy enough to withstand the 
maximum torque load that it Avill experience. An estimate of the maxi¬ 
mum load can be obtained. The torque exerted on the motor rotor 
M m and the torque exerted on the load M t are related by 



( 108 ) 


where J t is the inertia of the load and J m is the inertia of the motor 
armature and first gear and the inertia of the rest of the gear train, of 

rtn/in /il-i A T I ___ 1 ' 


reduction N, is ignored. 
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Usually it is only in control problems employing fair-sized motors 
that concern exists about the strength of the gear train. Thus the motor 
is usually direct current, and the relation M — K T i m holds over a wide 
range of i m . Under severe conditions, however, saturation effects may 
occur. 

The greatest torque load will be experienced in one of two cases: 

Case I: If the load is blocked and a maximum voltage E m , is applied 
to the motor, then from Eq. (108) 

Mi = (109) 

since in such a case Ji = 00 . The quantity is the torque 

associated with a current i m — E m /R m and may be less than K t i m 
due to saturation. 

Case II: If the maximum voltage E m is suddenly reversed after the 
motor has attained full speed, then 


Mi 


JiN 

Ji + J m N 2 


{M m ) 2im 


( 110 ) 


if the motor is assumed to run with a back emf equal to the applied 
emf for constant speeds. This is approximately correct with high- 
efficiency gear trains and no torque load on the output of the gear 
train. The quantity (M m ) 2im is the torque produced by a current 
im == 2_f/ m / Rrn' 


A comparison of Eqs. (109) and (110) shows that if 

(M m ),-„ . 1 


{M m ) 


< 


2lm 


1 + ^ A 2 

Jl 


( 111 ) 


Case II gives the greater torque but, if 

(M„)<, 1 

(M m ) 2im * 1 + JJP 
Ji 


( 112 ) 


Case I gives the greater torque. 

In applications involving servomotors of a few mechanical watts out¬ 
put, the inertia of the gear train, especially the first mesh or two, is far 
from negligible compared with the inertia of the motor armature. If 
the inertia 1 of the gearing past the fourth gear (Fig. 3 - 27j is considered 
negligible, the following equation may be written for the total inertia J m 
observed at the motor shaft, N' being the total gear reduction to the 
inertia load Jt. 

J' m = J m +J g + (113a) 

1 The following treatment is from an unpublished paper by N. B. Nichols. 
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If it is assumed that the gears (of diameter D, width W) are all solid and 
of a material with a density p, 


T _ *P 

0 32 


w ' Di + (wJ w ^ D ‘ + (wJ W > D '' 


+ 




WJ)\ 


(1136) 


In Eq. (1106), the small inertia of the idler shafts has been ignored 
or, if desired, absorbed by change of pinion width W. With the use of 
N 12 = D 2 /Di and N = (. D 2 /Di)(D 4 /D 3 ), Eq. (1136) may be written as 


Ja — Jo 



W W 4 (DsY 

n^WzKdJ J 


(113c) 


where J 0 is the moment of inertia of a motor pinion of the same width 
as the second gear. 



Fig. 3*27.—Spur gear train. 


The interest now lies in the value of 1V„ that will minimize J for 
fixed values of W,/W„ \V,/\Y„ W,/W„ N, and D,/D t . Such a value 
will be a solution of the equation 



which can be written as 


(114a) 


x 3 + 2 = 3 Kx 


(1146) 
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In general, K will be small. To a zero-order approximation 


xq = -2H, (115) 

and to a first-order approximation 

xi = -2H(1 - %Kx o)W « -2H(1 + 2-»K). (116) 

Usually the zero-order approximation is sufiicient. For instance, if 
Wz/Wz = Wi/Wz = Dz/Di = 1, N = 8, the first-order correction con¬ 
tributes only about 1 per cent to the value of x<>. When this correction is 
neglected, Niz = 2.25 and J g = 8.6 J 0 . It has often been the practice 
to make the first reduction as large as possible in a mistaken effort to 
minimize inertia. It is worth noting in the above case that if the reduc¬ 
tion of 8 had been taken in a single mesh, the inertia of the gearing at the 
motor shaft J g would have been 65 J 0 . 

The following table compares the inertia of the gear train for the 
minimal case with that inertia resulting from an equivalent single reduc¬ 
tion. Again, the assumption has been made that 

Wt Wi = ^3 = i 

Wz Wz Di 


Table 3-5.—Inertia op Various Gear Trains 



Table 3-5 gives in Column (a) the resulting inertia if J 0 is from a 
9T, 48P, j^-in.-wide brass pinion and Column (5) is from a 24T, 48P, 
^-in.-wide brass pinion. These inertias may be compared with a motor- 
armature inertia of 0.077 in. 2 oz for a Diehl two-phase 2-watt motor 
(FPE25) and 0.66 in. 2 oz for Diehl 11- and 22-watt motors (FPE49-2 
and FPF49-7). 
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The systematic treatment of multiple-loop servomechanisms is quite 
complex and will not be attempted in this chapter. Systems with only 

one independent input variable will first be treated: 
the discussion can be readily extended to systems 
with more than one independent input variable by 
the usual superposition theorem which applies to 
all linear systems. 

4-1. Basic Equations. —The simplest single-input servomechanism has 
only one error-measuring element (the differential in the usual symbolic 
diagram) and one transfer element. A simple example of this type has 
been discussed in Chap. 1; its symbolic diagram is shown in Fig. 4-1. 
Its equations may be written 


Fig. 4*1. —Single-differ¬ 
ential servo system. 


€ — 6i — 6oj 



So _ Y n 

Oi 1 + Yu 
€ _ 1 
0 / 1 + Y u ’ 


( 1 ) 

( 2 ) 

(3) 

(4) 


where Yu, 6 0 , 0 h and « are functions of p or ja>, depending on the type of 
solution desired. The function Fn is called the loop transfer function or 
the feedback functipn and is usually composed of a number of products 
that are the transfer functions of the individual elements of the servo 
loop. The Nyquist stability test discussed in Chap. 2 can now be 
applied to the loop transfer function Y n , to determine whether or not 
the expressions in Eqs. (3) or (4) correspond to a stable system. The 
interpretation of the test is simplified if, as is usually the case, Y n (p) has 

no zeros or poles in the right half plane when p is regarded as a complex 
variable. 

For the simple servo considered in Chap. 1 we have 


K„ 


Fu(p) p(T m p V + 1 )’ ( 5 ) 

, a N * Nichols is the author of Secs. 41 and 414 to 4-19 inclusive; W. P. Manger 
of Secs. 4-2 to 4-9, and 4-12 to 4-13; E. H. Krohn of Secs. 4-10 and 411. 
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where K v = velocity-error constant, 

T m = motor time constant. 

Adding an equalizing lead network, we obtain 


Y n(p) 


K V (T ip + 1) 
p(T m p + 1 )(T a p + 1)’ 


( 6 ) 


where T\ = lead-network time constant, sometimes called the derivative 
time constant, 

T<i = lead-network lag (less than Ti). 

Proceeding in this manner, we can build up more complex functions for a 
single-loop or single-differential system. 

In a two-differential single-input system there are two possible con¬ 
figurations, as illustrated in Fig. 4-2. These systems include another 



Fig. 4*2 a and b.—' Two-differential servo systems. 


type of junction, which may be called a branch point. A branch point 
has one incoming function and two outgoing functions which are identi¬ 
cally equal to the incoming one. The differential junction has two incom¬ 
ing functions and one outgoing function which is equal to the algebraic 
difference of the two incoming ones. The symbolic diagram or the associ¬ 
ated equations must, of course, indicate which of the incoming functions 
retains its sign on traversing the junction and which changes its sign. 
The equations for Fig. 4-2a may be written 

e -f- 6o = e T" F 3 i0 3 = 0/, ( 7 ) 

t2 + 002 — 0/2 = «2 + F 3203 — Y 12« = 0, (8) 

03 - F 23 6 2 = 0. (9) 

Using Eqs. ( 8 ) and (9) and eliminating e 2 , we find 

03 _ J_ F23P32 / JQ\ 

Fl 2 « Y 32 1 + F 23 F 32 

where the expression on the right may be looked upon as the effective 
transfer function between the output of Fi 2 and the input to F 3 j. The 
expression on the right may be rewritten to obtain 

03 1 F 22 / nl \ 
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where F 22 is the loop transfer function for the subsidiary loop associated 
with differential 2 in Fig. 4-2a. Using Eq. (7), one obtains 


or 


do Y12Y 31 

F22 

(12) 

6 ” F 32 

1 + F22 

do Y12Y 23Y zi 

y°i 1 

(13) 

e ~ 1 + F 23 F 32 

' 1 + Y22 


where FJ X is the loop transfer function associated with differential 1 
when F 32 = 0. We also have 


0o 

Ji 

£ 

Ti 


r°n 


1 + Y° n + F 22 

1 + f 22 
y°u 


(14) 

1 + Y° u + F 22 (15) 

Inspection of Eq. (13) shows that if F? x /( 1 + F 22 ) has no zeros or 
poles in the right half plane, then the normal Nyquist stability test may 
be used to determine the stability of the over-all system characterized by 
Eqs. (14) and (15). Since F? x by itself usually satisfies this requirement, 
it is necessary to inquire if 1/(1 + F 22 ) separately does. It follows that 
application of the simple Nyquist test to the over-all system requires 
that the subsidiary loop represented by Eq. (11) be stable. The two-loop 
transfer functions enter Eqs. (13) to (15) in a rather simple manner that 
permits an easy derivation of the system equations. Combining Eqs. 
(12) and (7), one obtains 


Y 12 Y 3 1 


22 


00 

0, 


32 


1 + F; 


22 


11 


1 + 


F 12 F 3 i 


22 


1+ F 


ii 


( 16 a) 


3 2 


1 + F 


22 


Equation (16a) emphasizes the reason for calling this a two-loop 
system: F 22 appears in Fu in the same manner that 


F n = - 


F 12 F 3 i 


22 


1 + f 2 


( 166 ) 


appears in the complete expression for Oo/0i- 

In Fig. 4-26 there are two single-element paths for data to leave junc¬ 
tion 3 and enter junction 2. The equations associated with Fig. 4-26 
are easily shown to be 


~ = Y 13 (Y a + F 6 )F 21 , 

eo _ F 13 (F a + F 6 )F 2 i 
01 1 + F 13 (F a + F 6 )F 2 / 


(17) 

(18) 
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22 = Y a 0 3 + YbO 3 . 


One observes that Y a and Y b enter Eqs.’(17) and (18) in a different man¬ 
ner from that in which F 32 and Y 23 enter the previous equations. The 
transfer function between junc¬ 
tions 2 and 3 is really only the 
sum Y a + Yb', there is no loop 
equation associated with differen¬ 
tial 2. In other words, Fig. 4-2 b 
is in reality only a single-loop sys¬ 
tem with a loop transfer function 
Yn(Y a + Yi)Yn = Yu. 

There are many three-differ¬ 
ential systems, and no exhaustive 
treatment is contemplated here. 

The schematic shown in Fig. 4-3 
has been used in amplidyne ser¬ 
vos employing quadrature series and armature voltage or tachometer 
feedback for equalization, together with an error-signal equalizer. The 
equations for Fig. 4-3 may be written as 


€ + 60 — t + Ffiiflfi — Oi, (19) 

€2 — Y 12 c -j— F 3223 = 0, (20) 

S3 - f 4 304 - f 63 05 = 0, (21) 

04 - Y 2 462 = 0, (22) 

06 - Y460 4 = 0 , (23) 


1 



Fig. 4 - 3 . —A three-differential servo system. 


where F 12 = error-equalizer transfer function, 

Y 24 = power-amplifier and amplidyne transfer function (open 
circuit), 

Y iZ — quadrature-series field transfer function, 

F 4S =r motor-amplidyne transfer function, 

Yb 3 — tachometer transfer function, 

Y 32 — feedback-equalizer transfer function, 

Yu = gear-train transfer function. 

Solving the five simultaneous equations for a number of the variables, we 
obtain 


e 0 _ _ YnYuYuYn _ 

9 j 1 + Y uY 2 \Y mY U + F24F43F32 + F24F46F53F32 

e 1 + F2 4F43F32 + F24F45F63F32 _ f 

0 1 1 + F12F24F45I4I + YuYizYii + F24I46F53F32 


(24) 

(25) 
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00 _ Y 12 ^ 24 ^ 45^51 _ 

6 1 + 1 ^ 24 ^ 43^32 + 1 ^ 24 ^ 45 ^ 53^32 

002 _ Y2aYazYz2 + YmY$ zYZ2 

012 1 + 1^241^ 43^ 32 + Y 2\Y\$Y zzY Z2 

— 2 = F24F43F32 + F24F45F53F32. 


(26) 

(27) 

(28) 


Other relations between the variables may be obtained by simple com' 
bination of the above, as, for example, 


04 = _1_ 

00 F 45 F 51 


(29) 


Combination of Eq. (29) with Eq. (24) gives 

04 F12 F24 ^ /oa\ 

0/ 1 + F12F24F4BF51 + F24F43F32 + F24F45F53F32 

The previous equations are in proper form for a Nyquist test of suc¬ 
cessive loops in order to determine the stability of the system. Inspec¬ 
tion of Eq. (24) shows that the equation for this circuit is the same as 
that of a two-loop system [see Eq. (14)] with an inner-loop transfer func¬ 
tion of F 24 F 43 F 32 + F 24 F 45 F 53 F 32 and an outer-loop transfer function 
given by Eq. (26). This means that one can first study the loop 
characterized by Eq. (28). The difference between the number of zeros 
and poles in the right half plane of the function 

1 + F24F43F32 + F 24 1 45F53F32 

can be found by means of the Nyquist test. In the usual case there will be 
no poles or zeros (the inner-loop equalization networks being designed to 
give no zeros), and the system will be stable when the outer loop is opened 
by making F 12 zero (reducing preamplifier gain to zero). Having applied 
the Nyquist test to the inner loop, one may draw the Nyquist diagram 
for the complete system by the use of Eq. (26) and determine the dif¬ 
ference between the number of zeros and poles of 1 + 0 o/e. In order 
that the system be stable, 1 + 0o/< can have no zeros in the right half 
plane. If the inner loop is stable and, as is usual, F 12 F 24 F 45 F 61 has no 
poles in the right half plane, then 1 + 60 /e will have no poles and the 
simple Nyquist criterion will apply. 

4*2. Responses to Representative Inputs. —-A general discussion of 
the nature of typical servomechanism responses to representative inputs 
requires a general definition of the functions that characterize servo¬ 
mechanisms. All the mathematical knowledge available from an inspec¬ 
tion of the structure of a servomechanism can be given by a statement of 
the loop transfer functions for each closed loop in the system. The 
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following discussion will apply to a two-loop system. The analysis can 
readily be extended to include multiple-loop systems if desired. The 
transfer function of the principal, or error, loop, when the other loop is 
open, will be denoted by T$j(p); it will be of the form 


y°u(p) 


= K lP °> 


Mp) 

ffi(p) 


The loop gain of the inner loop may be written as 


Y° n (p) 


= K 2 p a * 


Mp) 

9*(pY 


where / and g are polynomials in p of the general form 

f(p) = 1 + app + a 2 p 2 + • • • + a r p T , 

g(p) = 1 + bip + b 2 p 2 + • • ‘ + b 3 p‘, 


(31) 


(32) 


(33) 


and the a’s are integers. 

The transfer function relating the output 0o to the input 0/ can be 


written 

do,, __M_= MM 

TM V) - 1 + Y° n (p) + F° 2 (p) 1 + Yn(p) 


(34) 


We now proceed to establish certain limitations imposed on the loop 
transfer functions Y(p). Suppose that a unit-step function input is 
applied to the servomechanism with transfer function given by Eq. (34). 
Then 


0o(p) = 


Y° n (p) _1_ 

V 1 + Y°u(p) + Y° n (p) 


(35) 


The asymptotic behavior of 6 o(t) for large values of t is given by (see 
Chap. 2) 

lira 6 0 {t) = lim pd 0 (p) 

t —> 00 p —>0 


or 


lim 0o (0 = lim 

£—► °o p —>0 


(r 


Kip“i 


+ Kip a i + K 2 p' 




(36) 


If the servomechanism is to have zero static error, 0o(O must approach 
1 for large values of t. Evidently ai must be negative for this to be true. 
Equation (36) may be written 


lim 0o (t) = lim 

t—> 00 p —*0 



Kt 

+ Ki + K 2 p a ~ a 


) 


(37) 


It is seen that au must be less than 0 and a 2 must be greater than ai in 
order that the servomechanism have zero static error. 
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Fig. 4*4- 


-Simple servo with feedback 
loop opened. 


The condition on ai can easily be derived from physical reasoning. 
We consider Fn(p) as the loop gain and imagine the loop to be opened as 
shown in Fig. 4-4. If a steady signal e is applied as shown, then the out¬ 
put do should move continuously in an attempt to balance out this error 
signal. This will be the case only if the exponent ai is equal to or less 
than —1. We call any feedback loop having a transfer function of the 
form of Eq. (31) or (32) a “ zero-static-error loop ” if ai ^ — 1. 

The restrictions on a 2 are somewhat more complicated. When 
ai = —1, we have the condition a 2 ^ 0. Thus the subsidiary loop can¬ 
not be of the zero-static-error type if 
the over-all loop is to be of the zero- 
static-error type. In a system with 
ai ^ — 2 (we wall see later that such a 
—»—| servomechanism is characterized by 

|_I zero final error when following a con¬ 

stant-velocity input) it is necessary 
that a 2 ^ —1. Such a servomecha¬ 
nism may then have a subsidiary loop of the zero-static-error type. It 
will be seen subsequently, however, that in the presence of such a sub¬ 
sidiary loop the over-all loop will not be characterized by zero velocity 
error. 

A further restriction is placed on the loop transfer functions of Eqs. 
(31) and (32), in that they must approach zero at infinite frequency. 
In practice this is assured by the presence of parasitic elements in the 
loops. In terms of Eq. (33), we must have r + a < s. It is sometimes 
convenient to ignore this restriction when investigating only the low T - 
frequency characteristics of a system. One must, however, ahvays be 
careful not to draw unwarranted conclusions when this condition is 
neglected. 

It can be shown that the over-all transfer function d 0 (p)/ 6 i(p) has the 
same general form as the transfer function of a low-pass filter; such servo¬ 
mechanisms can be considered as a special class of low-pass filter. The 
frequency response of the two-loop system is given by Eq. (34), with 
j w substituted for p. Making use of the least severe restriction on a 2 , 
a 2 = c*i + 1, Eq. (34) becomes 


dl 01U W ) / • w. 


(jo,)-- + Ki {AiA + jvVco Mju) 


(38) 


0 lO“) ' 02(joo) 

For zero frequency this reduces (for a 2 negative) to 

[£°" ) L = fe = l 


(39) 












Sec. 4-2] 


RESPONSES TO REPRESENTATIVE INPUTS 


141 


For very large frequencies 60/61 approaches zero at least as fast as 1/co, 
and we see that a servomechanism does indeed behave like a low-pass 
filter. An ideal servomechanism, able to reproduce an input signal 
exactly, would of course have a transfer function of unity, that is, would 
be an ideal low-pass filter with a very high cutoff frequency. (This 
description of an ideal servomechanism is reasonable only in the absence 
of noise, since only then is it desirable to reproduce the input signal 



Fig. 4*5.—(a) Characteristics of ideal low-pass filter; (5) characteristics of real low-pass 

filter. 

exactly.) Such a system cannot, however, be physically realized, and 
our problem is that of synthesizing a low-pass structure that will repro¬ 
duce input signals with sufficient fidelity for the purpose being con¬ 
sidered in any given application. 

Communications engineers have defined an ideal low-pass filter to be 
one having a transfer function with magnitude and phase such as are 
shown in Fig. 4-5a. This filter has a gain of unity in a finite pass band 
from co — 0 to w equal to some frequency co 0 . The gain outside this band 
is identically zero. The phase of the transfer function is zero for w = 0 
and varies linearly with w in the pass band. The phase can be left unde¬ 
fined outside the pass band. It should be pointed out that it is not 
physically possible to construct a filter with such a rapid cutoff, and we 
might thus expect some nonphysical behavior of the filter. This particu- 
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lar transfer function is chosen, however, since it enables one to obtain 
some rather simple relationships between the frequency and transient 
behavior of filters. If we suppose that a unit step function is applied to 
this filter, we can compute the output by means of the inverse Fourier 
transform. The result is 1 

doit) =| + ^Si[a, 0 (<-^ 0 )], (40) 

where Si(x) is the sine integral of x, given by 

Si W-f'EI*. (41) 

jo y 

Equation (40) is plotted in Fig. 4-6a. Examination of Eq. (40) shows 
that the response is small but not zero for negative time—one of 
the nonphysical characteristics introduced by the arbitrary choice of the 

Period of 




Fig. 4‘6.—(a) Transient response of ideal low-pass filter; (6) transient response of real 

low-pass filter. 

transfer function. Aside from this behavior, one observes that the 
response is a damped oscillatory one which reaches a value of 0.5 at a 
time r d = <t>o/o>o, that may be called the delay time. The oscillatory 
period is 2ir/a> 0 , and the first overshoot is 9 per cent. We can define the 
buildup time r b as the time that would be required for 6 0 to increase from 
0 to 1 at the maximum rate. To evaluate the buildup time we calculate 
the slope of the response curve at t = <f> 0 /a> 0 : 



Thus T6a>o = 7r, or, with a> 0 = 2ir/ 0 , 

nfo = i- (43) 

This expression, together with the expressions for the delay time and oscil- 

1 E. A. Guillemin, Communication Networks, Vol. II, Wiley, New York, 1931, 
p. 477. 
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latory period, gives the salient relationships between the frequency- 
response behavior and the transient response of an “ideal" low-pass 
filter. 

The forms of the attenuation and phase characteristics of a physical 
low-pass filter are shown in Fig. 4-56. This real filter differs from the 
ideal one in that there is some transmission outside the nominal pass 
band and there are some frequencies in the pass band that are transmitted 
with gain greater than unity. The phase characteristic is also not a 



Vt 

Fig. 4*7. —Transient response for the transfer function (T 2 p 2 + 2 £Tp + 1)“*. 

linear function of frequency. We shall define co 0 for such a filter as the 
value of co at which \6 0 /di\ is —3 db. In the case of filters having a 
peaked or resonance response it is sometimes convenient to define co 0 as 
that value of co at which the response becomes unity after the peak. The 
step-function response of such a filter is sketched in Fig. 4.66; it is of 
the same form as the response of the ideal low-pass filter. The response 
is, of course, zero for negative time. 

A low-pass filter characteristic that occurs frequently is given by 

Bt ^ = TV + 2 ffp + l' ( ' 44 ' ) 

The responses of this filter to unit-step functions, for different values of 
are plotted in Fig. 4-7, and the frequency response characteristics for 
similar values of f are plotted in Fig. 4-8. The correlation exhibited 
between the peak height [maximum value of |0o(«)/0/(«)| i n the complete 
frequency range] and the magnitude of the overshoot of the transient 
response is representative of most servomechanism performances. The 
magnitude of the first overshoot of the step-function response, the fre¬ 
quency-response peak height, and the frequency at which the peak occurs 
(or the frequency at which the gain has dropped to unity) are often used 
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as figures of merit of performance. The buildup time is often considered, 
also, and the general relationships between these quantities which have 
been illustrated are very useful in the synthesizing of a system to meet 
given specifications. 



Fig. 4*8.—Frequency response for the transfer function (T 2 p 2 + 2 £Tp + 1) h (a) Gain 

curves; (6) phase-shift curves. 


A constant-velocity input 0/ = 9i is a good approximation to many 
typical servomechanism inputs, and the response to such an input is of 
interest. Making use of Eq. (34), we can write the asymptotic form of 
e(t), for large t, as 


lim e(t) = lim 

t—> 00 p —>0 



_ Kip ai 

p 1 + Kip a '+ Kip ai 


( 45 ) 
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lim «(0 = 1 ~t ^ = -S- (46) 

t —> CO -^-1 

The output thus follows the input with a constant position error equal to 
the input velocity divided by a constant called for obvious reasons the 
“velocity-error constant.” This is a characteristic of all zero-static- 
error servomechanisms. If an = — 2 and a 2 ^ 0, the servomechanism is 
said to have zero velocity error, since a calculation similar to the preceding 
one shows that for a constant velocity input 0/ = PA, 

lim e(t) = 0. 

t —* 00 

If a constant acceleration input d, = %At 2 is applied to this servo¬ 
mechanism, and if ai = —2 and a 2 = 0, then 

lim e(t) = A (47) 

This equation defines the “acceleration-error constant” for this particular 
system. The definition and interpretation of velocity and acceleration- 
error constants and other error constants will be discussed more thor¬ 
oughly in Sec. 4-4. 

4-3. Output Disturbances.—The performance of a servomechanism 
may be influenced by many extraneous “inputs” to thesystem. Changes 



/T(t) 


Fig. 4-9.—Two-loop servomechanism. 


in the gain of vacuum tubes, changes in the values of resistors and con¬ 
densers, ripple on the plate-supply voltage of vacuum tubes, changes in 
friction of bearings, and transient torque loads are all examples of such 
external influences. It can be shown with great generality that the 
presence of feedback in a system results in a reduction of the effects of 
such influences. Rather than attempt such a general treatment, we shall 
discuss only the important case of transient torque loading on the output 
of a servomechanism. 

Suppose that we have a two-loop servomechanism, as shown in Fig. 
4-9, where the output of Element 2 is the servomechanism output do. 
Element 2 is assumed to be a motor characterized by inertia / and a 
viscous damping coefficient f m . An external torque T\t) acts on the out¬ 
put shaft. The input signal to the motor is denoted by £. The differen- 
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tial equation for d 0 can then be written 

JpHo + fmpOo = Kmfmi; + Tip) 


or 


where 


do = + f 2 |M 


Yo = 


K v 


p(TmP + 1) 

From the basic equations for a two-loop system we have 


Yl 0 vo T{p) 


e, - Y° n 


€ = 


F 2 ^ ‘ 11 K m f m 


(48 a) 


(486) 


i + f?i + f° 22 

If 0j is set equal to zero, then 

„ _ Y 2 T(p) ( 1 + f ° 2 \ 

do{V) K m fm \1 + Y° n + YlJ 

Note that the response of the system without feedback to T{t) is simply 

Y,T(p). 


doip) 


Kmfm ’ 


(49) 


(50) 


(51) 


the presence of feedback modifies the response by the function (or opera¬ 
tor) in the parentheses in Eq. (50). For a single-loop servo Eq. (50) 
reduces to 


doip) = 


Y*T(p) ( 1 \ 

Kmfm \1 + YnJ' 


(52) 


This result is similar to the familiar theorem of feedback-amplifier theory 
which states that the effects of changes in parameters and external influ¬ 
ences are reduced by feedback in the ratio 1/(1 + n 0 ), where m/3 is 
the gain around the feedback loop. 

As an example, let us use Eq. (50) to compute the asymptotic response 
of a zero-static-error servomechanism to a sustained torque T 0 suddenly 
applied to the output shaft. We have as before 


lim doit) = lim 
t—> oo p—>Q 


F 2 Fo ( 1 + f« 2 \ 

Kmfm \1 + Y° n + YlJ 


Yl 1 + F° 2 , 

Using the characteristics of FJ X and Y \ 2 discussed in Sec. 4-2, we find 


H-fcW -£(!+*)- 

<->« Jm \ Al / 


To 

fmK v 


To 

K t 


(53) 


The quantity K T is called the “torque-error constant” and is directly 
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proportional to the velocity-error constant. It follows that a zero- 
velocity-error system will have an infinite torque-error constant; that is, 
a constant load torque will not cause an error in output position. 

Equation (50) can be used to compute the response of a system to any 
arbitrary torque loading if such a calculation is necessary in a given 
application. Usually, however, a computation of Kt gives enough 
information. Since we are dealing with linear systems, the errors result¬ 
ing from torque loading or other external influences add directly to the 
errors that are caused by the dynamics of the system when following any 
input signal. 

It should be noted that the response to a torque disturbance Tit) is 
identical with the response to an equivalent input signal 



(54) 


Frequently, particularly for simple systems, this equivalent input is 
easily calculated and is of such a nature that the response is readily 
estimated from a knowledge of the step-function response of the system. 

4-4. Error Coefficients.—The discussion in the preceding sections led 
naturally to the definition of certain system parameters called “error 
coefficients,” which characterized the performance of a given system to 
some given input. Specifically, we have defined the velocity-, accelera¬ 
tion-, and torque-error constants for several simple systems. The con¬ 
cept of error coefficient can be considerably generalized, and such a 
generalization provides a very useful and simple way of considering the 
nature of the response of a system to almost any arbitrary input. 

We consider the Laplace transform of the quantity e/ 9i for a general 
servomechanism and assume that it can be expanded as a power series 
in p, valid at least for small p. Calling this function M(p), we have 


oo 



(55) 


Proceeding in a forma] manner, we have 

tip) = Miv)diip) = Codlip) + Cipd:ip) + ^ p 2 9iip) + • • • • (56) 

The region of convergence of the power series for Mip) and e(p) is the 
neighborhood of p = 0. These series can therefore be used to obtain an 
expression for e(tf) that is valid for large values of t, that is, for the steady- 
state response. This result is 



( 57 ) 
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The error is seen to consist of terms proportional to the input, the 
input velocity, input acceleration, and, in general, still higher derivatives 
of the input signal. The constants C„, defined by Eq. (55), arc dearly 
a series of error coefficients which can be used to calculate the steady- 
state error of the servomechanism. Assuming that the CVs are known, 
let us examine a few typical calculations. If 0/(0 is a unit-step function 
of position, then the steady-state error is simply Co. If 0/(0 is a step 
function of velocity, then C 0 must be zero for a finite error; this finite error 
is then simply Cifi, where is the input velocity. If 0/(0 = iAt 2 , 


6(0 = S At 2 + C x At + § A ; ( 58 ) 

t—* 00 " Z 


for a finite error, C 0 and Ci must be zero. Comparing these results with 
Eqs. (46) and (47), Sec. 4*2, we see that the C’s are related simply to 
the error coefficients previously defined. For instance, 

Cl = K,’ Ci = T a ' (59) 


Let the input be a single-frequency sinusoid: 0/(0 = 0 sin wot. Equa¬ 
tion (57) formally gives the result 


6(0 = 0 



C 2«o | C4CO0 
2 ! 


+ 


• • • ^ sin wot 

( r C 3 w 3 0 

l Gicoo- 2 ,—r • 



(60) 


The error is sinusoidal, and its amplitude is given by 0 times the square 
root of the sum of the squares of the two quantities in parentheses in 
Eq. (60). The restriction to small values of p, considered earlier as a 
restriction to large values of t, corresponds in this case to a restriction to 
small values of co 0 . This is perhaps more easily seen if we go back to Eq. 

(55) and consider (jw) rather than (p). We would then have 

(7/ 0/ 


^ (i“>) = Co + Cijw — 21 


C 2 w 2 C 3 , , , C 4 


- o7> 3 + 


3! J 1 4! 

Taking the absolute value of both sides, we find 


+ 


\h 


;(c.- 


C2« 2 CiW* 


2 ! 


4! 


+ 


)' 

(c,w - 


C 3 w 3 

~3 r 


+ 


(61) 


)T 


(62) 


Equation (61) will converge if the C’s are bounded. In this event 
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Eq. (62) is also a reasonable expression and yields the same amplitude 
and phase of e as Eq. (60). In most cases of practical importance the 
static-error coefficient Co is identically zero. Furthermore, the series in 
Eqs. (55) and (61) usually converges sufficiently rapidly to allow reason¬ 
ably accurate calculation of errors using only the first few terms; very 
often Ci and C 2 are entirely sufficient. 

It can be concluded from the above discussion that Eq. (57) can be 
used to compute the errors resulting from any arbitrary input signal, 
providing the Fourier spectrum of the input signal contains only very low 
frequencies or at least is heavily predominant in low frequencies. This 
is very often the case in practical applications. The input signal to the 
elevation servo of an automatic-tracking radar gun director following 
a plane on a crossing course, for instance, is of this general nature. 
Examples of calculations for such a signal, using the results of this section, 
will be given in Sec. 4-19 of this chapter. 

So far in the discussion it has been assumed that the coefficients in 
the power-series expansion in Eq. (55) are known. We must now con¬ 
sider the general nature of the function M(p) and the manner in which 
the C n ’s are determined. In Sec. 4-2 the loop transfer function of a 
single-loop zero-static-error servo Was seen to be of the form 


Y n = Ei 


flip) 

p n gi(p)’ 


(63) 


where n — "hi- We can then write 

e . v _ 1 _ P"gi 

% m ~ 1 + Y n p n gi + KJ: 


V. 

1 m'. 

m — 0 


(64) 


If /1 and 0 i are relatively uncomplicated functions of p, the first few terms 
of the series can often be written down by inspection. If this is not the 
case, then the C’s may be computed from the formula for the usual Tay¬ 
lor series expansion 

(65) 


Cm ~ (l + Fh)L 


Taking n = 1 and assuming f(p) and g{p) to be in the form of Eq. (33), 
we easily find from Eq. (64), 

J_ 

E 2 ' 


1 ^ bi — Cti 

Co = 0, Ci = C 2 — 


Ei 

2 4(cti — bi) , 2(af — ctibi + 62 — af) 
° 3 = K\ + K\ + Ei 


( 66 ) 


Entirely similar results can be derived for the more complicated cases. 
For multiple-loop systems the resulting expressions are often very valu- 
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able in indicating desired gain levels in the subsidiary loops for optimum 
values of the C’s, that is, for minimum error. 

In a later section there will be given a very simple way of determining 
approximate values of the first few C„’s, at least, directly from the fre¬ 
quency-response curves of the system. 

The error coefficients can be given a still different physical significance 
which is sometimes useful and of more than academic interest. Let us 
suppose that a unit-step function of position is applied to a general 
serve. Then 


and 


e(p) = 



(67) 


Furthermore, 



= Mjp) 

^2 



Urn MW. 

p —>0 V 


( 68 ) 

(69) 


We are familiar with the fact that a zero-static-error servo is charac¬ 
terized by an M(p) that has a zero of order one at p = 0; that is, 


M(p) = pN(p). 
Substituting in Eq. 65, we get 


(70) 


(7 _ r_^i 

Ln Ur 


pN(p) 


Jp=0 


This gives immediately 


and 


C 0 = 0 (as assumed) 


Ci — lim 

p —>0 


N(p) + p^n = lim N(p), 
ap J p—>o 


N(p) = MM, 

V 


(71) 


(72) 

(73) 


which is precisely the expression in Eq. (69) for the integral of the error 
for a step-function input. It follows that C\ or K~ l is a good measure of 
the speed of response of a servo that has an aperiodic or nearly aperiodic 
response but may easily be a very poor figure of merit for a servo having 
a damped oscillatory response, because a very poor system of this type 
could conceivably be adjusted to give a very low C\ (very high K v ). 
In a similar manner one can show that C 2 or K~ l , for a zero-static-error 
and zero-velocity-error servo, is 
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that is, the acceleration-error constant is the reciprocal of the time 
integral of the step-function error weighted by the time. Similarly Cz is 
proportional to the integral of the step-function error weighted by the 
square of the time and so on for the higher error coefficients. The 
interpretation of the error coefficients in this manner is often instruc¬ 
tive. Similar correlations may be derived if the input is considered a.s 
a step function in velocity. 

Most of the results of this section have been obtained in a purely 
formal way, proceeding from Eq. (55), and the conscientious reader will 
observe many steps involving operations that are open to question. The 
inversion of Eq. (56) in order to pass to Eq. (57), for instance, results not 
only in the terms given in the latter but also in a whole series of higher- 
order impulse functions (delta functions) that have been discarded. 
The justification for this procedure, as well as for the validity of the 
term-by-term inversion of the transform in Eq. (55), is too involved to 
be presented here. The reader interested in these questions, as well as 
in the general subject of the asymptotic behavior of functions and their 
Laplace transforms, is referred to Part III of G. Doetsch’s excellent 
book 1 Theorie und Anwendung der Laplace Transformation. 


BASIC DESIGN TECHNIQUES AND APPLICATION TO A SIMPLE SERVO 
4-5. Introduction.—In the following sections we shall consider a 
typical servo design problem and examine the various procedures or 
techniques available for its solution, attempting to emphasize the 
advantages and limitations of the different modes of approach. 



Fig. 4-10.-—Simple servo loop. 


Figure 4-10 is a block diagram of the system to be analyzed. The 
error-measuring device is assumed to give a voltage proportional to the 
error. The transfer function of the equalizing network is taken to be 



1 + Tp 
1 + aTp 


(75) 


which is the transfer function of the network shown in Fig. 4-11, where 
T = RiCi and a = (Ri + Rf)/Ri. The reasons for using this so-called 
“integral” type of equalization will be evident from the results of the 
analyses in the following sections; a discussion of integral equalization 

1 G. Doetsch, Theorie und Anwendung der Laplace Transformation, Dover Publi- 
cations, New York, 1943. 
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is given in Sec. 4-16. The amplifier can be characterized by a constant 
gain G a . The motor is characterized by an inertia J m and a viscous 

damping coefficient f m ; its transfer func- 
* tion is 

£ (p) = p(T m p + 1 y (76) 


n 2 

-WV 


s where T m = J m /f m and K m has the dimen- 

1 sions of angular velocity per volt. The 

0 ^-- study of this system is important because 

fig. 4' 11. Equalizing network. s i mp ] e serV os of this kind are frequently 

used and because many more complicated systems can be approximated by 
this simple system for the purpose of studying the effect of adding integral 
equalization. 

The important physical parameters of the complete system can now 
be listed: 


T 771 - the motor time constant, 

K m = the motor gain, 

G a = the amplifier gain, 

T = the integral time constant, 
a = the attenuation factor of the equalizer. 


In a given design problem the motor characteristics are usually consid¬ 
ered as being given, while a, T, and G a are parameters that we can vary 
in any way we choose in order to improve the performance of the system. 
In general any “solution” to the design problem should tell us how the 
performance of the system is influenced by changes in any of the param¬ 
eters and should provide a rational basis for selection of those parameters 
whose values can be adjusted at will. 

4-6. Differential-equation Analysis. —The method of direct solution 
of differential equations is commonly employed in the study of most 
physical systems and immediately suggests itself in connection with the 
servo problem. Following the basic outline given in the first section of 
this chapter, we can write for our chosen example 


where 



rn(p) 

1 + T„(p)’ 


(77) 


Yn(p) 




K v (l ± Tp) 

p(T m p + 1 )(aTp + 1)’ 

(78) 


It is important to note that the product G a K m appears in these equations 
in such a way that it can immediately be identified with K v , the velocity- 
error constant. The differential equation for this system is clearly 
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aT T r , 


~ + {aT + T n ) ^ + (1 + K V T) ^ + KM 


d6i 


= KM + K v T-jf- (79) 


This differential equation is to be solved subject to the condition that the 
system is initially at rest. The Laplace transform method of solution is 
the most convenient approach, since Eq. (79) is a simple ordinary dif¬ 
ferential equation with constant coefficients. The transform of the out¬ 
put is 

£[0oW] = viTra'p + l)(aTp + "l) + K7{ 1 + Tp) (80) 

We now assume some representative or at least interesting form of 
input function, the most commonly used one being a suddenly applied 
displacement of velocity, as discussed in Sec. 4-2. For a suddenly applied 
velocity fi 0 , Eq. (80) can be written as 

_ _ KM o(l + Tp) _ 

^ P 2 [p(T m p + 1 ){aTp + 1) + K v ( 1 + Tp)] 

or 

, x Go(l + Tp) 

6o(p) = 


P 


(?i+i (K+ 2 ?— + i)' 

\{ COn / \C0 W / 


(81) 

(82) 


where the denominator has been factored and the parameters a, and 
co n introduced. The inversion of Eq. (82) to find do(t) can be performed 
in general by means of the inversion integral and the calculus of residues, 
or it may be expanded in partial fractions, and the separate inversions 
looked up in a standard table of Laplace transform pairs (see Chap. 2). 1 
The result is 

o , 1 Oo / 71 - - - 2 H - - V U. _ 

_ fio t -1- l^COnT f 2 f ) COn / _ 2^ jA 

\ a a 2 / 


— ~ (Ant 


0 o(t) = 


Oo 

co„ 


T - ? - 2f - 


Wn 


( 




a ar 


cos V1 — f 2 co»f (83) 


+ Qo 


VI ~ t 2 




COnT + j - | + 2f 




sin Vl ~ f 2 

i See, for instance, M. F. Gardner and J. L. Barnes, Transients in Linear Systems, 
Wiley, New York, 1942, Table C. 
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Limiting forms of this expression must be used for the cases f = 1 and 
a = 1. The errors resulting from this suddenly applied velocity are 
plotted in Figs. 4-12 and 4-13 for different values of f and a. The motor 
time constant, a fixed system characteristic, is used as the normalization 
constant. It is necessary to select a value of the parameter a before 
drawing these curves; the figures are drawn for a = 10. It will be appar¬ 
ent later that changes in the value of a have a direct effect on the magni¬ 
tude of the steady-state following error but practically no effect on the 
transient nature of the response. 



t/Tn t 

Fig. 4-12.—Transient responses for different values of f. All curves are for a = 1. 

We have not as yet defined the parameters a, f, and o>„ in terms of the 
parameters of the actual system, so that our results are of no practical 
value as yet. For any given single set of data, of course, the system 
parameters corresponding to a set of values of a, f, and o>„ can be calcu¬ 
lated, but it requires a considerable number of such calculations to 
determine the effects of general variations in system constants. This 
is an inherent difficulty of the differential equation approach—even in 
this simple example it shows up quite strongly. 

Since the characteristic equation is here of the third order, we can 
expect to find no simple relationship between the system parameters and 
the coefficients of the factored cubic in Eq. (82); we are thus led naturally 
to some sort of graphic presentation of this relationship. Charts relating 
the coefficients of the general cubic 

o 3 x 3 + a 2 x 2 + aix + 1 = 0 


(84) 
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to the values of a, f, and in the factored cubic 

(5 + S* + 1 )(f.* + 1 ) -0 <85) 

have been prepared in connection with this same problem, 1,2,3 but their 
use involves a fair amount of calculation, since the coefficients cq, 02 , 
and o 3 are still not related in any simple way to the actual system parame¬ 



ters. It is apparent that the only satisfactory answer is a chart that 
directly relates the system parameters to a, $, and c o n T m . Such a chart 
can be prepared using the equations that result when coefficients of 
powers of p in Eq. (81) are equated to coefficients of like powers in Eq. 
(82): 


« auiTT m , . « 2 (or + r m ). 

f = -Kr ; 1+2 “- K v ’ 


y + 2f = |? + «.T. (86) 


1 Y. J. Liu, Servomechanisms: Charts for Verifying Their Stability and, for Finding 
the Roots of Their Third and Fourth Degree Characteristic Equations, privately printed 
bv Massachusetts Institute of Technology, Department of Electrical Engineering, 
1941. 

2 Also, L. W. Evans, Solution of the Cubic Equation and the Cubic Charts, privately 
printed by Massachusetts Institute of Technology, Department of Electrical Engi- 
neering, 1943. 

3 Also, E. Jahnke and F. Emde, Funktionentafeln (Tables of Functions ), Dover, 
New York, 1943, pp. 21-30 of the Addenda. 
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The three dim ensionless parameters a, T/T m , and K v T m represent the 
actual constants of the physical system; and in order to present corre¬ 
sponding values of a, f, and it is convenient to assign a fixed value to 

one of a, T/T m , and K v T m and plot the remaining two against each other. 
Figure 4-14 is such a chart drawn for a = 10, in which T m /T is plotted 



^ j \\ - i \ —l -- L __£__[_ U 1 _ i _Li_I 

0.1 0.2 0.3 0.4 0.6 0.8 1 2 3 4 


K v T m 

a 

Fig. 4-14.—Design chart for single-time-lag servo with integral equalization. Heavy 
solid lines are for constant values of f; light solid lines are for constant values of to n T m ; 
dashed lines are for constant values of K a T m 2 . The entire family-of curves is drawn for 
a = 10. 

against K v T m and the curves are for constant values of f and w n T m . 
This is, then essentially a plot of the reciprocal of the integral time 
constant against the loop gain or velocity-error constant. Figure 4-15 
is a similar figure drawn for a = 5. 

We know from the response curves of Figs. 4-12 and 443 that values 
of f in the range from 0.25 to 0.75 result in reasonable transient response 
and that it is desirable to have as high a value of K v T m (velocity-error 
constant) as is consistent with satisfactory transient response. The 
design charts then show that the integral time constant should be between 
four and eight times as large as the motor time constant and that loop 
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gains of the order of K v T m = o, can be used. If the integral equalizer 
were not used, a maximum usable value of K v T m would be 1 or 2; thus 
the equalizer enables us to increase the velocity-error constant by roughly 
the attenuation factor a of the network or possibly by as much as twice 
this factor. Values of K a T a dimensionless parameter proportional to 



Fiq. 4 . 15 . — Design chart for single-time-lag servo with integral equalization. Heavy 
solid lines are for constant values of f; light solid lines are for constant values of co n T m -; 
dashed lines are for constant values of K a T n K The entire family of curves is drawn for 
a = 5. 

the acceleration-error constant (see Secs. 4-2 and 4-4), have been plotted 
on the design charts; they indicate clearly an optimum value of integral 
time constant; optimum, that is, if acceleration errors are considered 
important. It can be shown that such optimum adjustment corresponds 
to making the parameter a equal to roughly unity. 

Examination of the transient response curves show that if the system 
is adjusted to t = 0.25 and « = = 2a), then the rise time or 

buildup time of the step-function response will be about l.5T m sec and 
the period of the oscillatory part of the response will be about 5 T m sec. 
According to Eq. (43), the cutoff frequency of this servo, considered as a 
low-pass filter, is about 2/T m radians per second. We can conclude that 
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(as long as a is chosen greater than about 5) the maximum usable gain 
for this system is between K v T m = a and K v T m = 2 a and that a value of 
T equal to approximately 4 T m is required for optimum operation at 
these gain levels. The buildup time is not materially affected by changes 
in the value of a. 

The differential equation analysis 1 carried out in detail yields a great 
deal of information about the system characteristics; the amount of work 
involved, however, is relatively large, even in the simple example that we 
have selected. In a more complex case, charts displaying the effects of 
varying the numerous system parameters could not be prepared without 
an unreasonable amount of effort. If a detailed transient analysis of 
such a system is required, it is common practice to set up the problem on 
a differential analyzer and determine a large number of solutions by 
varying the system constants one at a time or (hopefully!) in appropriate 
combinations. More often than not such a procedure leaves the designer 
with a large amount of data that are extremely difficult to interpret in 
terms of optimum performance from the system. 

Fortunately, more powerful and convenient design procedures not 
based on an explicit solution of the differential equations are available; 
their advantages are so manifold that the differential-equation approach 
is seldom used by servo engineers at the present time 

The study of simple systems from the differential-equation viewpoint, 
however, is instructive, particularly to the neophyte, in demonstrating 
the use of various basic methods of equalization and the effects of varying 
system parameters. In this connection, charts similar to those presented 
in this section can be prepared for simple servos with other kinds of 
equalization. An intimate knowledge of the behavior of such svstems is 
useful to the designer, since so many complex systems can be approxi¬ 
mated by these simpler systems. 

4-7. Transfer-locus Analysis. The Nyquist Diagram— The transfer- 
locus analysis is a study of the steady-state response of the servo system 
to sinusoidal input signals. It is common practice, for the sake of 
simplicity and convenience of interpretation, to study the loop transfer 
function rather than the over-all transfer function, that is, to study the 
transmission of signals around the servo loop. The essential advantage 
of this method arises from the familiar fact that the sinusoidal steady- 
state solution of the differential equation can be written down immedi¬ 
ately if the transfer function of the system is known. 

1 G. S. Brown and A. C. Hall, “Dynamic Behavior and Design of Servomecha¬ 
nisms,” Trans. ASME, 68, 503 (1946). S. W. Herwald, “Considerations in Servo¬ 
mechanism Design,” Trans. AIEE, 63, 871 (1944). A. Callender, D. R. Hartree, and 
A. Porter, “Time Lag in a Control System,” Trans. Roy. Soc. {London), 235A, 415 
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We now take up the transfer-locus analysis of the simple system shown 
in Fig. 4*10. The transfer function defining the transmission of signals 
around the servo loop is evidently given by 


00 K v ( 1 + Tp) 

e KP) p( 1 + T m p)( 1 + aTp)' 


(87) 


To find the sinusoidal steady-state solution we simply replace p by jw in 
Eq. (87), obtaining 


This is, in 
form, that 


0o,. , 

— 0 «) = 


K v { 1 + icoT) 


J«(l + jcoT m )(l + jauT) 
general, a complex number that can be expressed in its polar 
is, in terms of its magnitude and phase. A polar plot of this 


90° 



function with the driving frequency w as a parameter is called a transfer- 
locus plot or, more commonly, a Nyquist diagram. 

Let us first consider the Nyquist diagram corresponding to the servo 
with no equalization, which is simply a plot of 

do , • \ K v T m 

7 {JW) " jco77( 1 + jcoTm) 


(89) 
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The real factor K v T m affects only the magnitude and not the phase of 
this quantity and hence is simply a radial scale factor on the plot. We 
will take K v T m , which is proportional to the loop gain (or velocity-error 
constant), equal to unity for the purpose of plotting Eq. (89). Curve A 
in Fig. 4T6 is the Nyquist plot of Eq. (89). The values of oiT m corre¬ 
sponding to various points of the curve are labeled in the figure. 

The loop phase angle at any frequency (taken as positive) diminished 
by 180° is defined as the “phase margin” at that frequency, and the 
frequency at which the curve crosses the \6o/t\ = 1 circle is termed the 
“feedback cutoff frequency.” 

In this extremely simple system we have just one adjustable parameter 
at our disposal, namely, the loop gain, and we must determine what values 
of gain will result in tolerable performance. This is commonly done by 
relating the Nyquist diagram to the over-all frequency-response curves 
of the system, a process that is rather easily carried out. 

It was pointed out in Sec. 4-2 that the over-all frequency-response 


6o 

curves defined by the function — (ju) are similar to the frequency- 

vr 


response curves of a low-pass filter and that the peak height and 
corresponding frequency are useful criteria of performance. Curves of 
constant value of \8 0 /6i\ can be drawn on the Nyquist plot in order to 
determine the general nature of the over-all frequency-response curve. 
These curves are drawn in Fig. 4T6 in dotted fines for various values of 


M = 


00 

dl 


It is easily shown that this family of circles is defined by the equations 


Center = 


M 2 

M 2 - T 


radius 


M 

M 2 - i 


(90) 


From the figure we see clearly that for K v T m = 1 the peak height will 
be approximately 1.2 and will occur at a frequency given by uT m equals 
about 0.8. Increasing the gain is equivalent to changing the radial 
scale factor on the plot. One can easily determine, for instance, that 
increasing K v T m from 1 to 2 will increase the peak height from 1.2 to 
about 1.5. 

Now let us examine what happens when the integral equalizer is added 

0 

to the system. The quantity ~ (joi) is then multiplied by the factor 

1 + j-ffr uT n 

A m 

1 + J a NT w? 1 , 

A m 


G(jo)T m ) = 


(91) 
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This transfer locus of the integral network is plotted in Fig. 4T7; it is 
always a semicircle, the zero frequency point being at r = 1, 6 = 0 and 
the infinite frequency point at r — a -1 , 0 = 0. The parameter T/T m 
determines the distribution of frequencies along the arc of the semicircle. 
To combine this curve with the transfer locus A of Fig. 4T6, we must 
first select values of a and T/T m , then “multiply” the two loci in the way 
in which complex numbers are multiplied, that is, by multiplying the 


90° 



Fig. 4-17.—Nyquist diagram for integral equalizer. 


magnitudes of the radius vectors at a given frequency and adding their 
phase angles. The curves in Fig. 4-16 show the results of such a process 
when cl is taken to be 10 and the curves are for various values of T/T m . 
These curves are drawn with K v T m = 10, as compared with K v T m = 1 
in the case of the curve for the unequalized servo. If T/T m = 1, we 
see that the transfer locus passes very near the critical point —1 + jO; 
the servo is decidedly unstable when K v T m = 10. If, however, T/T m is 
increased to 8, a gain of K v T m = 10 can be used, giving a frequency- 
response peak height of less than 1.5 at coT m equal to approximately 0.8. 
The gain could be increased to 20 without causing the peak height to 
grow to more than 1.8. If T/T m is increased to 20, this same high gain 
can be used, and the performance will not differ essentially from the 
performance obtained with T/T m = 8. Further analysis would show 
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that T/T n could be decreased to about 4 and that a gain of K v T m = 20 
could still be used. 

It is quite clear from these curves that the phase margin at feedback 
cutoff is a good criterion of stability when the transfer locus is more or 
less parallel or tangent to one of the circles of constant M in the vicinity 
of feedback cutoff. This condition obtains in many, if not most, actual 
systems. More than 30° phase margin at feedback cutoff is usually 
desirable; more than 60° will usually result in a system that is greater 
than critically damped. 

Assuming that K v T m = 20 with T/T m = 8, feedback cutoff occurs at 
about a >T m = 1.3, giving a buildup time of 2AT m (see Sec. 4-2)—some¬ 
what larger than the value found from the differential-equation analysis 
in the preceding section; if T/T m were reduced to about 4 (we have 
already mentioned that this is possible), the frequency of feedback cutoff 
would be increased, resulting in a somewhat shorter buildup time. 

It is instructive to interpret the curves of Fig. 4T6 in terms of the 
Nyquist stability criterion developed in Chap. 2. The transfer loci have 
been drawn only for the range of frequencies from 0 to °o ; and since the 
stability criterion requires the curves for the complete range of all real 
frequencies, — °o to + 00 , we must imagine the curves of Fig. 4T6 to be 
completed by drawing in their complex conjugates, i.e., their reflections 
about the real axis. We can see that no matter how high the gain is 
raised, the critical point —1 + jO will never be enclosed, so that in the 
mathematical sense the system never becomes unstable. This apparent 
paradox and its explanation have already been discussed in Chap. 2, 
and we have already seen in this section how more detailed considerations 
of stability set an upper limit to the usable gain. 

The Nyquist diagram is most commonly used in conjunction with 
curves of constant magnitude of |0o/0/| to determine parameter values 
that result in a satisfactory over-all frequency response rather than for 
determining stability in the absolute mathematical sense. For more 
complicated systems, additional factors will appear in the expression for 
8 0 /e, and these can be combined one at a time in the same way that the 
two simple factors were combined in our example; thus the effects of 
additional equalization or more complex motive elements are easily 
studied. The economy of thought and time inherent in this approach, 
as compared with the direct solution of the differential equations, is 
much more striking in more complex examples where the differential- 
equation method is all but unfeasible; even in our simple example, how¬ 
ever, the transfer-locus method is much more convenient and less time- 
consuming, as the reader can verify by going through the detailed 
calculations involved in solving the same or a similar problem by the two 
different techniques. The principal advantage of the transfer-locus tech- 
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nique is the manner in which the results of varying system parameters 
can be determined. 

This type of analysis has been exhaustively treated by A. C. Hall, 1 
who gives a detailed account of the basic philosophy of the method and 
treats many different practical examples. The treatment of multiple- 
loop systems by this method is somewhat involved, since the loop trans¬ 
fer function is then no longer a product of simple factors. Several 
writers have pointed out the advantages of using a diagram in which 
e/do is plotted rather than do/e for such multiple-loop systems. Since 
the general approach to the design problem to be discussed in the follow¬ 
ing section is ideally suited for multiple-loop systems, these inverse 
Nyquist diagrams are not described here in any detail. 

4-8. Attenuation-phase Analysis.— The “attenuation-phase ” or “deci¬ 
bel-log-frequency ” type of analysis to be introduced in this section has 
been found to be the most satisfactory approach to the servo design 
problem and is the method that will be used in the later sections which 
deal with the general servo design problem in detail. 

The general theoretical foundations of this type of analysis are dis¬ 
cussed in Sec. 4-9, and the present section is intended to give no more 
than a brief introduction to the method, which, like the transfer-locus 
method, is basically a study of the steady-state transmission of sinusoidal 
signals around the servo loop. The real and imaginary parts of the 
logarithm of the loop transfer function are plotted as functions of the 
frequency, on a logarithmic frequency scale. Writing 


In ^(j«) 
€ 


In 


9o 


(i«) 


+ j Arg — (jo), 


(92) 


do 


we see that the real part is the logarithm of the magnitude of — (ju>) 
and the imaginary part is simply the phase of the same function. The 
quantity 20 logio — > proportional to the real part of the above expres¬ 


sion, is usually plotted rather than just In 


and is then called the loop 

attenuation in decibels. It should be remarked here that the terms 
“attenuation” and “gain” are used interchangeably in this text for the 
same quantity, even though the gain in decibels is the negative of the 


1 A. C. Hall, The Analysis and Synthesis of Linear Servomechanisms, Technology 
Press, Massachusetts Institute of Technology, May 1943. A. C. Hall, “Application 
of Circuit Theory to the Design of Servomechanisms,” J. Franklin Inst., 242, 279 
(1946). 

See also: H. Lauer, R. Lesnick, and L. E. Matson, Servomechanism Fundamentals, 
McGraw-Hill, New York, 1947. 
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attenuation in decibels. The context in any particular instance will 
prevent confusion. The significance of this seemingly trivial modification 
of the usual Nyquist diagram stems from certain asymptotic properties 
of the resulting curves and from certain relationships between the two 
diagrams. It will be shown later that for a large class of transfer func¬ 
tions, the so-called minimum-phase class, the attenuation characteristic 
is completely determined when the phase characteristic is prescribed, and 
vice versa. A knowledge of the nature of this functional relationship 
between the attenuation and phase characteristics often makes it possible 
to carry through a large portion of the design procedure using only the 
attenuation curve, which is extremely simple to construct, even for very 
complex systems. 

Let us now consider the attenuation and phase diagrams for the trans¬ 
fer function of Eq. (88). First we notice that the real part of the loga¬ 
rithm of this expression can be written 

A — 20 logio K v T m + 20 logio |(1 + j^T)' — 20 logio \jo)T m \ 

20 logio |(1 + iwT’m)] 20 logio |(1 + jao>T)U (93) 

the attenuation characteristic is the sum of the characteristics of the 
individual factors of the complete expression. The first term is simply an 
additive constant; we therefore take K v T m = 1 and eliminate this term 
for the time being. The attenuation characteristic corresponding to a 
typical term, say A i = 20 logio |(1 + jo>T)\, is easily constructed. For 
very low frequencies this term approaches 20 logi 0 1, or zero. For very 
large frequencies we have 


20 logio |(1 + juT) | ' ' 20 logio wL (94) 

Thus 

Ai~0, o>T < 1, 

A \ 20 log a )T, uT > 1. (95) 

In this asymptotic relation A i is obviously a linear function of the loga¬ 
rithm of the frequency and becomes zero at a frequency o> = l/T. To 
determine the slope of the linear plot of A i as a function of logi 0 a >T m , we 
notice that if a given value of u is doubled, that is, if the frequency is 
raised one octave, then A i is increased by 20 logio 2. Thus the slope may 
be expressed as 6 db per octave. These high- and low-frequency asymp¬ 
totes are shown in Fig. 4-18, where x = ccT. The exact function 20 
logio |(1 + jcoT)| is also plotted, in dashed lines, and is seen to differ 
from the asymptotic curve by at most 3 db, at the corner frequency 
w — l/T. The term 20 logio |i«T m | in Eq. (93) is easily seen to have an 
attenuation characteristic that is simply a straight line with a slope of 
6 db per octave passing through zero at the frequency co = 1 JT m . 
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If we now assume that T/T m > 1, we can draw the asymptotic curves 
for each of the terms in Eq. (93) all on one drawing and finally take the 
sum of these curves to find the asymptotic attenuation characteristic 




a — 10, and K v T m — 1. 

A ^ —20 logio \jo)T m \, 

B ^ —20 logio |(1 +/w7 7 m)|, 

C ~ 20 logio |(1 + juT) |, 

D ^ —20 logio |(1 A jacoT) |, 

E ^ sum of the above. 

for the entire loop. This is shown in Fig. 4-19. In this and the following 
figures the symbol v has been used to denote the quantity T/T m . Actu¬ 
ally, of course, the individual curves A , B ) C , D need not be drawn in 
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order to draw the complete curve E once a little insight into the nature 
of the process is gained. 

Several important features of the over-all curve E should be noted. 
(1) The final break from 6 to 12 db per octave will always occur at 
o>T m = 1, independent of the particular values of a > 1 and T/T m that 
are selected, as long as T/T m > 1. (2) It is extremely simple to observe 

the changes that result when the parameters T/T m and a are varied. The 
ratio T/ T m determines the length of the 6-db per octave stretch between 
o)T m = T m /T and u>T m = 1 , and a determines the length of the 12-db per 
octave stretch between a >T m - (aT/T m )~ l and wT m = T m /T. Finally, 
a value of loop gain K v T m different from unity results simply in a shift of 
the A = 0 line up or down on the plot, according to whether K v T m is 
made less than or greater than unity. 

We now take up the construction of the phase characteristics. It is 
evident that the complete phase angle for the loop transfer function is 
equal to the sum of the phases of each of the separate factors of the 
transfer function. The factor K v T m , being real, contributes nothing to 
the phase, while the factor (jwTV) -1 contributes —ir/2 radians or —90°, 
independent of the frequency. The phase of a typical factor (1 + jx ) is 
given by 

4> = tan -1 x. (96) 

This is plotted in Fig. 4-20. If x = wT and co = 1/T, then x = 1; thus 
this curve is the phase associated with the attenuation characteristic of 
Fig. 4T8, the point x = 1 corresponding to the frequency o)T m = T m /T. 
We now have all the data that We need to construct the over-all loop 
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phase characteristic. It should be noticed that rapid changes in phase 
can occur only in the vicinity of those frequencies at which the slope of 
the attenuation characteristic changes and that if the attenuation 
characteristic has a constant slope over any appreciable frequency range, 
then the associated phase will be essentially constant. This is illustrated 
in Fig. 4-21, where the phases of the individual factors of the transfer 
function are sketched (A, B, C, D) along with their sum E. Comparing 



the over-all phase characteristic with the over-all attenuation curve of 
Fig. 4-19, we see that for very low frequencies, where the slope of the 
attenuation curve is constant at —6 db per octave, the phase is essentially 
constant at —90°. As we approach the frequency of the first break 
wT m = (aT/T m )-\ the phase begins to change rapidly and tends toward 
a new constant value of —180°, associated with the long — 12-db per 
octave stretch of the attenuation curve. As the attenuation curve 
breaks back to — 6 db per octave, the phase once again changes rapidly 
back toward the -90° value always associated with a -6-db per octave 
slope. However, since the frequencies uT m — T m /T and w T m = 1 are 
relatively close together (the 6-db per octave portion of the curve is rela- 
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tively short), the phase does not reach —90° again but rather decreases 
asymptotically to —180° under the influence of the break from —6 to 
—12 db per octave at the frequency wT m = 1. It is evident from Fig. 
4-21 that as long as the frequencies at which the breaks occur are fairly 
well separated, the phase changes associated with the breaks are more or 
less independent of one another. 

The discussion in the previous section showed that the amount of 
phase margin at the frequency of feedback cutoff was a good practical 
criterion of system stability, at least 30° and preferably 45° or more 
phase margin being required. Figure 4-21 indicates that a phase-margin 
maximum occurs about midway between the two critical frequencies 
c oT m = T m /T and c oT m = 1, in the center of the — 6-db per octave slope. 
We now change the loop gain K v T m in such a way as to make feedback 
cutoff occur at a frequency with the desired phase margin, that is, we 
slide the A = 0 line down in Fig. 4T9 until it intersects the attenuation 
curve at the desired cutoff frequency. The curve has been drawn for 
T/T m = 8, a = 10, and in this case we find that a loop gain of K v T m = 26 
db will give sufficiently stable performance (30° phase margin). A value 
of K v T m = 12 db will give 45° phase margin at cutoff and a more stable 
system. It will be shown later that a 6-db per octave stretch of this type 
must be at least 2\ octaves long in order to develop sufficient phase 
margin; it follows that T/T m must be greater than or equal to roughly 4. 
We also observe from Fig. 4T9 that the maximum usable value of K v T m 
will always be very nearly equal to 2a, twice the attenuation factor of the 
integral network. To arrive at an estimate of the rise time of the 
transient we consider the equation 



Oo , • \ 

— 0 «) 

1 + - (j«) 

6 


(97) 


This tells us that when |0 o /e| is large, then \d 0 /d,\ is very nearly 1 and 
that when |0o/e| is small, \0 o /di\ is approximately equal to |0o/«|. Thus 
we can form an asymptotic curve for |0 O /0;| by taking \d 0 /d,\ equal to 1 
from zero frequency out to the frequency of feedback cutoff and equal to 
\0o/e\ at all higher frequencies. We then have once again a typical low- 
pass filter characteristic that cuts off at 12 db per octave. According to 
Eq. (43), the rise time of the step function response is *•/«<,, or 2.25 T m sec, 
when T/T m = 8, a = 10, K v T m = 26 db. 

The acceleration-error constant is easily found from the attenuation 
curve. Equation (66) gives us 

_1_ = aT + 'Em — T _ J_ 

Ka K v Kl’ 


(98) 
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and we can write, approximately, 

K. = §■ (99) 

If we extend the 12-db per octave slope in the low-frequency region until 
it intersects the line of selected gain level, the frequency of intersection 
will give the acceleration-error constant through the formula 

«S = If' (100) 

where o> c is the frequency of intersection. 

The reader should observe that given a certain amount of prior knowl¬ 
edge of attenuation-phase relationships, it would not have been neces¬ 
sary to compute the phase characteristic in detail and that most of the 
design procedure is based on the attenuation characteristic, which can be 
drawn in asymptotic form with no computation and negligible effort. 
The more complex examples considered later in the chapter will illustrate 
even more strikingly the superiority of the attenuation-phase concepts. 

ATTENUATION-PHASE RELATIONSHIPS 
FOR SERVO TRANSFER FUNCTIONS 

4*9. Attenuation-phase Relationships. —A complete mathematical 
treatment of attenuation-phase relationships will not be presented here 
because the detailed results of the theory are not actually used in this 
book, and the theory has been exhaustively treated elsewhere. 1 A brief 
survey of the theory is given, followed by a detailed exposition of the 
practical procedures involved in the analysis of servo problems. 

The transfer functions considered may represent the physical charac¬ 
teristics of many different kinds of devices. For example, they may be 
over-all loop transfer functions, subsidiary loop transfer functions, or 
perhaps the transfer functions of simple passive equalizing networks. 
In general, we consider the logarithms of these functions, the real part 
A (oj) being the attenuation, or gain, and the imaginary part <f>(w) being 
the phase. The general symbol Y(p) is used here to represent the 
transfer function, considered as a function of the complex frequency 
p = a + jo). We can divide the class of transfer functions considered 
into two subclasses, depending on the location of the zeros and poles of 
Y (p). If Y (p) has no poles or zeros in the right half of the p-plane, then 

1 See, in particular, H. W. Bode, Network Analysis and Feedback Amplifier Design, 
Van Nostrand, New York, 1945; a brief readable treatment is given by F. E. Terman, 
Radio Engineers’ Handbook, McGraw-Hill, New York, 1943; L. A. MacColl, Funda¬ 
mental Theory of Servomechanisms, Van Nostrand, New York, 1945; It. E. Graham, 
“Linear Servo Theory,” Bell System Technical Journal, XXV, 616 (1946). E. B. 
Ferrell, “The Servo Problem as a Transmission Problem,” Proc. IRE, 33,763 (1945). 
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Y(p) is called a “minimum-phase ” function. The great majority of the 
functions encountered in servo theory belong to this class, which possesses 
the following important property: If the attenuation A (w) is known over 
the entire range of frequencies, then the phase <£(w) is uniquely deter¬ 
mined; and similarly, if <£(w) is known over the entire range of frequencies, 
then A(w) is uniquely determined. This property is not possessed by 
functions Y (p) having poles or zeros in the right half of the p-plane, and 
this case, which arises occasionally in connection with systems having 
more than one feedback loop, must be treated differently. 



0.1 0.2 0.4 0.6 1 2 4 6 10 

oj/(o 0 

Fig. 4*22.—Weighting function. 

The formula expressing the minimum phase associated with a given 
attenuation characteristic can be given in a variety of forms, and numer¬ 
ous other attenuation-phase relationships can be derived by function- 
theory considerations. One form of the relation is 


•«- s (SL+i /:.*[(© 

~ (f ln ooth T’ (101) 

where p = ln w/wo. This formula places in direct evidence the important 
characteristics of the attenuation-phase relationship. The phase in 
radians at any frequency wo, <K«o), is expressed in terms of the slope of 
the attenuation diagram and a weighting function, where 

^ = slope of attenuation curve in decibels per octave. 

The weighting function ln coth \p\/2 is plotted in Fig. 4-22; it has a total 
weight, with respect to integration over p, of 1. Several important results, 


(dA 

\dp 
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obtained in a more experimental manner in the last section, can be 
derived from Eq. (101). It is clear, for instance, that the phase associ¬ 
ated with a constant attenuation slope of 6?i db per octave is just mr/2 
radians. It is also clear from the form of the weighting function that the 
phase must always change most rapidly in the vicinity of changes in 
slope of the attenuation characteristic and that the phase at any given 
frequency is influenced appreciably only by the changes in attenuation 
slope near that given frequency. The actual use of Eq. (101) for com¬ 
putational purposes would be extremely involved; and when a phase 
characteristic must be computed from a given attenuation character¬ 
istic, it is more convenient to approximate the given curve with straight- 
line asymptotes and to compute the corresponding phase by means of the 
procedures and charts developed by Bode 1 for this purpose. In servo 
problems it is nearly always possible to approximate the attenuation 
characteristic with sufficient accuracy, using only straight lines with 
slopes that are integral multiples of 6 db per octave; consequently the 
phase can be computed using the simplified techniques and charts pre¬ 
sented in the following section. 

Occasionally a nonminimum-phase network may be used for a passive 
equalizer. The transfer function for such a network will have one or 
more zeros in the right half of the p-plane and will thus have, for instance, 
a factor of the form ( — 1 + Tp), which has the same attenuation charac¬ 
teristic as (1 + Tp) but a reversed phase characteristic. Another non¬ 
minimum-phase situation arises in the case of an unstable subsidiary 
loop, for which the transfer function has a factor ( T 2 p 2 — 2£Tp + l) -1 ; 
this again has the same attenuation characteristic as (T 2 p 2 + 2 t;Tp + 1) _1 
but a reversed phase characteristic. The occurrence of these special 
cases is not troublesome in servo problems if the techniques of the follow¬ 
ing sections are employed, since we have always sufficient knowledge of 
the origin of the attenuation characteristic to know 1 whether or not such 
nonminimum-phase structures are present. Clearly, however, if one is 
simply given an attenuation characteristic, it cannot be assumed auto¬ 
matically that it is the characteristic of a minimum-phase structure, and 
the phase cannot be computed with certainty. Obviously the attenua¬ 
tion and phase may be computed from the transfer function. 

4* 10. Construction and Interpretation of Attenuation and Phase 
Diagrams. —For the construction of attenuation and phase diagrams the 
feedback transfer function 6o/e is expressed, as far as possible, as the 
product or quotient of factors of the form (Tp + 1); its decibel magni¬ 
tude |0o/e|db and phase angle Arg (do/e) are then plotted on semilog 
coordinates as a function of frequency. In this type of plot an asymptotic 
method can be used to approximate the curves. 

1 Bode, op. cit., Chap. XV. 
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As an illustration of the construction of decibel-log-frequency graphs 
let us take the transfer function 


do 

e 


K v 


p(Tp + 1) 


( 102 ) 


As co —>0, |0o/«|db —»20 logio K v — 20 logio co. The argument then 
proceeds as in Sec. 4-8. Since doubling the frequency diminishes the 
value of \6o/e\ by a factor of 2, the asymptote to the actual curve for small 
values of co has a slope of —6 db/octave [the log of 2 is 0.30103; 


20(0.30103) = 6.0206 db, 


which is usually approximated by 6 db]. When co>$> 1 /T, that is, 
coT ;$> 1, \6 0 /e\ varies inversely as the square of the frequency. Therefore 
the asymptote has a slope of —12 db/octave. If \6 0 /e\ is represented by 
these two asymptotes intersecting at co = l/T, the maximum departure 
from the actual curve is only 3 db and occurs at the intersection. For one 
octave above or below this point the departure is 1 db. 

When more time constants are present, the approximate plot is made 
similarly, with a change of 6 db in its slope at each value of co for which 
co times one of the time constants equals unity. The slope is decreased 
for time constants in the denominator but increased for those in the 
numerator. The departure from the actual curve near each slope-change 
point is the same as that for Eq. (102) if the time constants are not too 
close to each other. 

The plot of Arg ( do/e ) for Eq. (102) is approximated from the following: 

As o) —> 0, Arg ^ —> —90°, 

co —■> °o, Arg ~ ISO 0 . 

At CO = I, Arg (^j = -135°, 

03 = 2^ rg f rom the —90°-phase asymptote, 

w — 7 p’ Arg (~j ^ +26.5° from the — lS0°-phase asymptote. 


For convenience, the “decibel-log-frequency” and “Arg-log-fre- 
quency ” plots are usually made on the same sheet. 

In using this method of plotting transfer functions for servo design, 
numerous short-cut methods can be devised. 

The attenuation plot may be constructed entirely by projecting the 
line at one slope to the next break point and then projecting the new 
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slope to the next break point and so on. However, since the errors in 
this process are cumulative, better accuracy is obtained for the asymp¬ 
totic-attenuation plot if the value of the attenuation at each break point 
in the asymptotic curve is computed directly. The following procedure 
has been found useful: The decibel value is computed at the first break 
point (o> = 1/Ti). If \d 0 /Ke\ (K being the gain term) is being plotted 
and the low-frequency asymptote has a slope of 6 db/octave, the required 
value is —20 logio (l/Th). If the asymptote preceding the next break 
point (co = 1/T 2 ) has a slope of 6m db/octave, the decibel value at this 
break point is computed by subtracting 20 logio (Ti/T 2 ) m from the decibel 
at the previous break point. The decibel values at the other break points 
are similarly computed. 

A log-log duplex vector slide rule is useful for calculation of the decibel 
magnitude or phase contributed by any of the (Tp + l)-terms and of 
the departure of the asymptotic plot from the actual curve. 

In calculati ng the magnit ude Vco 1 2 ? 72 + 1, use is made of the relation 
1/tanh p = \/l + 1/sinh 2 ~p, with Vw 2 T 2 -f l = l/tanh p and 

rp _ _ 1 _ 

031 sinh p 

In detail, the procedure involves 

1. Computation of l/o>T. 

2. Determination of p = sinh -1 (l/coT). 

3. Determination of tanh p. 

4. Computation of 1/tanh p. 

5. Determination of log (1/tanh p). 

By leaving the slide exactly in the mid-position these operations are 
completed by only two settings of the cursor. To illustrate the method, 
let c oT = 0.5. 

1. Set the cursor to 0.5 on the CT-scale and read the value p = 1.442 
on the &/i2-scale. (The Shl-seale is used if uT > 1.) 

2. Set the cursor to 1.442 on the Th- scale. The figure 1.12 on the 
Cl- scale is the magnitude \/w 2 T 2 + 1, but 0.05, the log of the 
magnitude, may be read directly on the L-scale by reading this 
linear scale as if the zero gradation were at its right-hand end and 
the one gradation at the left end. Mental multiplication by 20 
gives 1 db for the contribution of this time constant. 

Since the asymptotic plot uses 0 db/octave for a (Tp + l)-term when 
o>T < 1, the magnitude of 1 db obtained in the example is also that of the 
departure of the asymptotic plot from the actual curve for u>T = 0.5; 
and since the departures are symmetrical about coT = 1, this is also the 
departure at coT = 2. 
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The phase angle is obtained for uT < 1 by setting the cursor to uT on 
the C-scale and reading the angle on the T-scale; for wT > 1 it is obtained 
by setting the cursor to coT on the CT-scale and reading the angle on the 
T-scale, but using the complement, which is usually given in red num¬ 
bers on this scale. The ST-sca\e is used for wT > 10 or < 0.1. 

When two time constants of the transfer function are close together 
and one is in the numerator and the other in the denominator, the maxi¬ 
mum departure of the approximate plot from the actual curve is less 
than the 3 db resulting from one time constant alone. Figure 4-23 shows 
both plots for T\ = 2TV 



Fig. 4*23.—Actual and approximate plots of |(7%p + l)/(Tip 4* 1)| with T 1 = 2T 2 . 


At the geometric mean (w m =1/ \/TiT 2 ) the departure is always 
zero. If Ti is the larger time constant, a maximum departure of 

i0 io g ( 2 ([ i+ (R)T!) db 

occurs both at co = 1/T\ and at co = 1 /TV The phase angle is zero 
for small co, increasing to a maximum of —r/2 + 2 tan -1 \/T 2 / T x at the 
geometric mean {T\ being the larger time constant) and then decreasing 
to zero for higher frequencies. 

When two time constants are close together and both are either in the 
numerator or in the denominator of the transfer function, the maximum 
departure of the approximate plot from the actual curve is greater than 
the 3 db resulting from one time constant alone. If the two time con¬ 
stants are equal, the maximum departure is 6 db at co = 1/T. If there 
are n equal time constants, the maximum departure is Zn db at co = 1/T. 
For two time constants, with Ti = 2T 2, the maximum departure is 4 db. 
This is shown in Fig. 4-24. 
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If Tiis the larger time constant, a maximum departure of 

10 log {2 [l+ (£)’]} db 

occurs bot h at to = 1/Ti and at w = l/Tz. At the geometric mean 
(a> m = 1/ -s/TiTz), the phase angle is —90°; the departure of the approxi¬ 
mate curve reaches a local minimum and is 20 log [1 + (T 2 /T 1 )] db. 
The phase-angle asymptotes are 0° for low frequencies and +180° at 
high frequencies for the time constants in the numerator or denominator 



respectively. The dotted projection of the 0- and the 12-db asymptotes 
in Fig. 4-24 indicates that the regio n abo ve u = 1/T 2 may be approxi¬ 
mated by a 12-db break at to = l/VT&l 

When a quadratic factor having a pair of conjugate complex roots 
appears in the transfer function, the shape of the actual curve is that 
shown in Fig. 4-8. This plot is for the dimensionless quadratic factor 

1 


T 2 p 2 + 2$Tp + 1 
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Only the cases where f < 1 need be considered, since when f = 1 the 
denominator = (Tp + l) 2 and, when f > 1 it may be factored into 
(Tip + 1)(T& + 1). 



Fia. 4-25.—Departures of the asymptotes from the actual curves, for the quadratic factor 

i/(r>p< +2{T P +1). 

The asymptotic plot is constructed as for f = 1, using a 12-db change 
in slope at co = 1/T. The phase-angle asymptotes are 0° for low fre- 
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quencies and —180° for high frequencies with —90° at co = 1/T. The 
departures of the asymptotes from the actual curve both for attenuation 
and phase are given on Fig. 4-25. When the quadratic factor occurs in 
the numerator of the transfer function, the signs of the departures on 
this plot are reversed. The departure curves are symmetrical about 
co = 1/T. For the frequencies not covered by the plot, below ooT = 0.1 
and above coT = 10, the phase-angle departure may be computed very 
closely by using a change of a factor of 2 for each change of one octave in 
frequency. 

When nonminimum-phase terms such as (Tp — 1) or 

(TV - 2{Tp + 1) 

(resulting, for example, from an unstable internal loop) appear in the 
transfer function, the approximate attenuation plot is constructed in 
the same way as for (Tp + 1) or (T 2 p 2 + 2 /Tp + 1), and the departure 
from the actual curve is also the same. The associated phase angle is, 
however, not the same as for the minimum-phase terms. (The actual 
curves can, of course, always be computed directly.) Since these factors 
are seldom encountered, they are neglected in this discussion. 

For construction of the actual curve from the asymptote lines, it is 
convenient to use the following relations that hold true for all of the 
factors considered in this section. 

1. For both phase angle and attenuation the departure contributed by 
a single time constant or by a quadratic factor is symmetrical 
about co = 1/T and that from two time constants close together is 
symmetrical about co = 1/ VT\T% but may be treated as two sepa¬ 
rate time constants if desired. 

2. The phase-angle departure decreases by a factor of approximately 
2 for each octave along the w-scale in the direction away from the 
maximum departure point. From the data given in the previous 
discussions it is seen that this approximation does not hold in the 
region close to the maximum departure point. 

3. The attenuation departure decreases by a factor of approximately 
4 for each octave along the w-scale in the direction away from the 
maximum departure point. Since the attenuation departure 
decreases at a more rapid rate, this approximation may be used 
closer to the maximum departure point than that for phase but it is 
not satisfactory less than 1 octave from this point or 2 octaves if 
more accuracy is required. 

To illustrate an approximate method for computing total phase 
angles, let the equation for the phase angle be 
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Arg — = —n~ + tan -1 u>Ti + tan -1 uT 2 + tan -1 uT 3 . (103) 
€ Z 

This may be approximated by 

Argi*« -»5 + »y r, + *■ | - i VI. (104) 

l h 

where ^ Ti includes only the time constants for which uJ 1 < 1, ^ ^ r 
i h 

those with wT > l,and kis the number of those in 21/TV For u>T = 0.5 or 
2, the error is about 2°; and for coT = 0.25or4, the error is about 0.4°. The 
maximum error is 12.4° for oT = 1. The terms for which 0.5 < coT < 2 
would ordinarily be handled separately by more accurate methods. 

A pair of dividers may be used to facilitate the calculation of the phase- 
angle and attenuation departure for any frequency, using the asymptotic 
attenuation plot. Suppose that the attenuation plot consists of 6-db 
attenuation to co = 1/T h 12 db to co = l/T 2 , and 24 db for the higher fre¬ 
quencies and that the phase angle is desired at a certain frequency « x 
lying between a = 1/Ti and co = 1/T t . The dividers are set to the 
distance along the co-axis between l/Ti and co*. Then one point of the 
divider is placed on 1 on the co-scale, and the value of o> x Ti is read where 
the other point on the divider lies on the co-scale, u x T being greater than 1 
when 1/T is less than co* and less than 1 when 1 /T is greater than u x . 
From the value of c o x T the phase angle or attenuation departure may then 
be computed by the methods previously suggested. The same procedure 
may be used with all the time constants but would not be necessary with 
those for which 1/T differs by several octaves from co x , since their con¬ 
tribution is close to the asymptotic value. If the double time constant 
T 2 in the example is due to a quadratic factor, the angle is obtained by use 
of Fig. 4 25. The total phase angle is the sum of the angles for the terms 
in the numerator minus the sum for the denominator terms, with 90»° 
for p n . 

The attenuation diagram for a transfer function may be constructed 
before determination of the value of the gain term K associated with it. 
Frequently \9 0 /Ke\ is plotted. At very low frequencies the expression 
reduces to |p n | where n is a positive or negative integer. Zero db is 
located on the scale at the point where the low-frequency asvmptote 
crosses w = 1 on the frequency scale. 

The case where n = — 1 is frequently encountered. In this case K 
is the velocity-error coefficient K v , which may be read off the plot in two 
ways.. On the attenuation diagram the line representing a unit value of 
\d 0 /e\ is usually located for optimum phase-angle conditions. Its posi¬ 
tion on the decibel scale of the \d 0 /Ke\ plot gives the decibel value of 
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K v for the gain setting chosen. The value of co at which the projection of 
the 6-db/octave low-frequency asymptote crosses the unit line is the value 
of K v . 


When the low-frequency asymptote has a slope of —12 db/octave, 
the intersection of its projection with the unit line in the plot of \6 0 /Ke\ 
occurs at w c = N^Ka, where K a is the acceleration-error coefficient. If 
a 6-db/octave low-frequency asymptote is followed by a long 12-db/ 
octave section due to a (Tip + l)-term in the denominator (K V T\ 1 ), 
the projection of the 12-db section may be used in the same way to obtain 
K a ~ co*. Under the same conditions K a ~ K v /T\. 

The error e(t) for an input 6 At) can be obtained with sufficient accu¬ 
racy from the equation 


(f\ _ n a (f\ I I I 1 dAdi 

<(i) ~ c,m + k.h + r. iw’ 


(105) 


when the frequency components of the input are low enough so that the 
higher-order terms are negligible. This is usually the case, for example, 
in a servo loop used for automatic tracking of an airplane. 

4-11. Decibel -phase-angle Diagrams and Frequency-response Char¬ 
acteristics. —This section contains a discussion of methods that facilitate 



Phase margin 

Fig. 4-26.—Constant-amplification and phase-angle contours on the loop-gain phase-angle 
diagram and illustrative plots of F'n, 1 /Y a , and 1/F&. 
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the determination of control-system constants compatible with good 
frequency-response characteristics. By means of a study of the transfer 
function relating the output 6 0 to the input dj, we shall see how to adjust 
the servo parameters so that the ratio M — \6 0 /6/ has a limited departure 
from the ideal \6o/0i\ = 1.0 over a suitable bandwidth of operation. 
To do this it is convenient to plot both If-contours and the loop transfer 
function 9 0 /e on the same diagram. The contours are analogous to 
the M-circles in the complex plane of the transfer-locus plots. 

If 60/61 = Y\ and do/e = Yn, then 


Ti 


Y n 

1 + Y u 


(106) 


Contours of constant M = |Fi| in decibels and contours of constant 
tp = Arg (F i) in degrees are plotted on Fig. 4-26, 1 against |Fn|db on the 
vertical axis (loop gain in decibels), and Arg (Fn) on the horizontal axis 
(angle in degrees). Since these plots repeat for each successive 360° 
section of Arg (7 n ) and are symmetrical about the middle of each sec¬ 
tion, it is possible to use a larger and more accurate plot shoving only a 
180° region of Arg (Fn), as in Fig. 4-27. 

For convenience the angle is also indicated on both figures in terms of 
the degrees departure from —180° and labeled “phase margin.” The 
equations for the contours are 


and 


= 20 logio 

/cos <p + \/ cos 2 <f> + M~ 2 — l\ 

(107a) 

\ M - 2 - 1 ) 

II 

£ 

20 log,. [ sin ^ ~ *>1, 

L sin r 

(1076) 


where <t> = Arg Fn, xp = Arg Fi. 

On Fig. 4-27 the M- contours are given from +12 to —24 db. Below 
-24 db, since |F U | « 1, Eq. (106) yields |F^ « |F U |. At the same time 
Arg (Fi) ~ Arg (Fn) also; the Arg (F+contours asymptotically 
approach the Arg (Fn)-lines and are not separately labeled, except those 
for -5° and -2°. As F n increases, Y x -> 1, |FJ —> 0 db, and Arg 
(Fd —» 0°. 

For each contour for M > 1 there are two values, 

|Fn|db = — 20 logio (1 ± M~ l ), 

where the phase margin is zero. When |Fn|db = —10 logi 0 (1 - M~ 2 ). 
the phase margin reaches a maximum and is cos -1 Vl - M~ 2 . (In 
the above formulas the numerical value of M is used rather than the 

1 The examples F, Y a , and F'u are discussed later in this section. 
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decibel value.) For the i/'-contours the highest value of |Fn| is reached 
where the phase margin is equal to 90° + \f/ ± nir and in decibels equals 
20 logio 11 /sin i/'l- 

Phase margin in degrees 



Fig. 4-27.—Constant-phase-angle and constant-amplification contours on the decibel-phase- 

angle loop diagram. 

It is obviously possible to transfer the M-contours and the ^-contours 
from this decibel-phase-angle diagram to the type of decibel-log-fre¬ 
quency graph discussed in Sec. 4-10. Then, after a study of the manner 
in which the attenuation curve crosses the M-contours, it is possible to 
alter the gain and, if necessary, the shape of the attenuation plot to 
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obtain a satisfactory frequency-response characteristic. Since a large 
number of M-curves must be plotted, it is easier (if the designer has 
available enlarged copies of Fig. 4-27) to plot the transfer locus of Fn 
on this decibel-phase-angle diagram, by use of data from the attenuation 
and phase diagram. This Fn plot should, in general, remain away from 
the 0-db and O-phase-margin point and should not cross over the M-con- 
tour that corresponds to the quality of performance that can be tolerated. 
A change of gain moves the Y u plot vertically on this diagram. If 
this transfer function has a phase margin that is very large at low fre¬ 
quencies and decreases continually with frequency increase, the gain may 
be increased to the value where the plot on this diagram is tangent to 
the M-contour representing the tolerable performance. 

Frequently the transfer function has a maximum phase margin at a 
frequency other than zero. It is customary to design so that the gain 
that is used places this in the region where the plot crosses the larger 
M-contours. The lowest peak amplitude in |Fi| is obtained by locating 
the maximum phase-margin point on the F n plot tangent to an M-con¬ 
tour near the maximum phase-margin point on the M-contour. If 
the F n plot on Fig. 4-27, when adjusted in this way, passes between two 
of the M-contours that are plotted, interpolation may be used with due 
consideration of the fact that the maximum phase-angle point on an 
M-curve is higher in decibels than that for the next lower value M-curve. 

With the best gain adjustment for a given maximum phase-margin, 
the peak height of \6 0 /6i\ is obviously the value of the M-contour that is 
tangent to the maximum phase-margin line, provided that the curvature 
of the Fii plot does not exceed the curvature of the M-contour. The 
numerical value of the peak amplification is then 

M = (1 - cos 2 </>)-«. (108) 

The proper gain adjustment may be determined by setting the Y n gain 
at the maximum phase-margin point equal to 

|Fn| db = -10 logio (1 — M _a ) = -10 logio (cos 2 0). (109) 

If the Arg (Fn) decreases in phase margin much more rapidly on one 
side of the maximum than on the other and if large gain changes in the 
loop are expected, a gain should be used that differs from the adjustment 
mentioned above in that it provides equal performance (that is, the same 
maximum M is reached) at both extremes of the gain variation. 

In order to illustrate the details of these methods and interpretation 
of the results, two examples will be given, using the loop transfer functions 

Y _ 4- 1) 

p*(Tip + 1 ) 


(110a) 
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y / = K(Tjp + 1 ) 

/n P *(T 2 p + iy’ 


( 110 b) 


with Ti = -jV sec and Tz = -gV sec. 

The attenuation and phase diagrams for these transfer functions are 
given in Fig. 4-28. The asymptotes from which the actual attenuation 
curves were plotted by the departure method (see See. 4T0) are shown 
dotted. The curve for M = +3 db for Yu [that is, plotted against Arg 
(Fn)] illustrates the use of these curves on this type of diagram. It has 



been found convenient to use the same linear distance for a degree of 
angle on this attenuation and phase diagram as on the decibel-phase- 
angle diagram of Fig. 4-27. A pair of dividers can then be used in trans¬ 
ferring either ilf-curves to the decibel-log-frequency diagram or a transfer 
locus to the decibel-phase-angle diagram. In either case the dividers 
are set to the distance corresponding to the phase margin at u for a given 
value of decibels on the attenuation diagram and then used to mark off 
that distance along the corresponding decibel line on the decibel-phase- 
angle diagram. 







































184 


GENERAL DESIGN PRINCIPLES 


[Sec. 4-11 


Figure 4-29 shows plots of Y a and F' u on the decibel-phase-angle 
diagram. The w-parameter values are marked along these plots. 

The decibel scale on the attenuation plot corresponds to a correct 
gain setting for Y n but is not correct for Y' n . A third curve shows that a 



Fia. 4-29.—Illustrative plots of Yn and F' u . 

gain lowered by slightly over 8 db is the best adjustment and gives a 
peak of slightly over 6 db. 

The plot for Y u actually crosses the —180° phase-angle line shown on 
Fig. 4‘26. On Fig. 4-29 it is shown by reflecting the curve at 

Arg (F' u ) = -180° 
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and plotting back across the same set of contours, with —170° for —190°, 
— 150° for —210°, and so on. The phase margin is then the negative of 
that read on the diagram, but the decibel scale applies unchanged. 

The plots on the decibel-phase-angle diagram approach an asymptote 
of an integral multiple of 90° for both low and high decibel values. The 
plot of Y' n approaches —180° at high decibel values and —270° at low 
decibel values. In constructing the plot, use may be made of the 
approximate rate of approach, which is such that the departure from a 
90n° asymptote changes by a factor of 2 for a change of 6 n db. 

It is a general rule that a fairly long 6-db/octave section between two 
long 12-db/octave sections on the attenuation plot will provide a region 
of positive phase margin that varies in extent directly with the length of 
the 6-db/octave section. In the case of Yu this section is about 15 db 
long; best servo performance results when the unity gain line crosses the 
6-db/octave section about a third of its length from its high-frequency 
end. Since this type of plot is frequently obtained from lead or derivative 
equalization, a further discussion of it is given in Sec. 4-15, where Table 
4T gives the maximum phase-angle contribution toward positive phase 
margin for various lengths of the 6-db/octave section. 

When the 6-db/octave section is followed by an 18-db/octave section, 
the phase margin is less than with the 12-db/octave section, and the gain 
must be lowered, as is illustrated in the case of F' n . If desired, the values 
of M from the diagram can be plotted against co, as is done in Sec. 4-15, 
but usually the shape of this plot can be seen with sufficient detail 
directly from the decibel-phase-angle diagram. With a knowledge from 
past experience of the attenuation and form of phase diagram required 
for satisfactory performance, it is possible to omit also the decibel-phase- 
angle plot in the early design stages. This plot is generally made only 
after the gain has been determined roughly by inspection of the attenua¬ 
tion and phase diagram. 

The decibel-phase-angle diagram may be used for functions other 
than those of the type of Eq. (106) by plotting and/or reading reciprocal 
values. As examples, we may take 

( 111 ) 


( 112 ) 
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The reciprocal functions are handled by changing the signs of both the 
decibel and phase angle of the function or changing the signs (on the 
decibel-phase-angle diagram) of the scales that apply. On Fig. 4-26 
the plot of 1/F 0 represents this quantity with the signs on the loop-gain 
and phase-angle scales as labeled. If the signs of these two scales are 
reversed, the plot is that for Y a . To read 1 + Y a from the M- and ^-con¬ 
tours, the signs on the scales must be reversed. 

It is of interest to study the case where the plot on the decibel-phase- 
margin diagram passes close to or through a 0-db and O-phase-margin 
point. The relation of Eq. (112) is used as an example, with the plots of 

1/F a and 1/F& on Fig. 4-26 rep¬ 
resenting a transfer locus for two 
different gain adjustments. 
With | Y a \ increasing, Arg (1 + Y a ) 
changes rapidly from —270° to 
— 90° and, if the gain of Y a is re¬ 
duced by 1 db, will make the 
change instantaneously, since the 
newplot passes through the —180° 
phase angle and 0-db point. This 
is seen to be the actual case by in¬ 
spection of Fig. 4-30. Further re¬ 
duction of the gain by 1 db leads 
to the plot of 1/Ffc in Fig. 4-26. 
Here Arg (1 + F&) appears to 
jump from —360° to 0° at the 0-phase-margin point. This does not 
actually happen, as may be seen from Fig. 4-30. 

4-12. Multiple-loop Systems.— The design of multiple-loop systems 
is a very important topic, and a later section will carry through a detailed 
design of an actual system, showing the advantages of equalization by 
means of subsidiary loops. In this section we shall consider a simple 
double-loop system in order to introduce the techniques that will be 
needed in a later analysis and in order to illustrate further the ideas 
developed in the preceding sections. The equations for a general two- 
loop system are given in Sec. 4-1, Eqs. (13) to (15), and the schematic 
diagram is given in Fig. 4-2. As a simple example let us take 


-270° 



Fig. 4-30.—Nyquist diagram for Y a and Yb. 


yo __ I^yT 

11 Tp(Tp + 1) ( 113 ) 

and 

Y _ K 22 T 3 p 3 

Wv + l) 3 (0.252'p + 1)' ( n 4) 

The transfer function of the principal loop w T hen the subsidiary loop is 
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Fig. 4*3la.—Phase and attenuation characteristics for a double-loop system with a stable 

subsidiary loop. 
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open, Y° u , represents a simple amplifier and motor combination, and the 
transfer function of the subsidiary loop represents a tachometer feedback 
circuit with a rather complex equalizing network. The physical realiza¬ 
tion of this network (which, incidentally, would require active imped¬ 
ances) is not discussed here, since it would take us too far afield from 
the purposes of the present discussion. The curves labeled A in Fig. 
4-31o and b are the asymptotic and actual attenuation characteristics 
corresponding to F^, drawn with K V T = 1. This simple characteristic 
falls at —6 db/octave from low frequencies up to uT = 1 and then cuts 
off asymptotically to —12 db/octave. The phase of this function is 
not plotted but is clearly asymptotic to —90° at low frequencies and 
changes rapidly in the vicinity of coT = 1 to become asymptotic to 
—180° at high frequencies. 

The attenuation characteristic for the subsidiary-loop transfer func¬ 
tion is proportional to T z p 3 at low frequencies and hence rises at 18 
db/octave toward c oT = 1. At high frequencies F 22 cuts off at a rate 
of —6 db/octave, the asymptote starting at coT = 4. This curve and 
also the actual attenuation curve, easily plotted from the asymptotic 
characteristics by the methods given in Sec. 4T0, are labeled B in Fig. 
4 - 31a and b. The phase of F 22 , which again is easily computed using 
the methods already referred to, is labeled C in the same figure. The 
subsidiary-loop transmission characteristics, we see, are those of a typical 
bandpass filter, which, for K 22 = 1, has asymptotically unity gain in the 
pass band that extends from wT = 1 to uT = 4. 

We must now determine what values of subsidiary-loop gain K 22 will 
result in a complete system that is suitably stable. The equation 


0 £ = Y - 
^ 111 1 + F 22 


(115) 


tells us that we are interested in the function 1 + F 22 . The behavior of 
this function is most easily investigated by replotting the attenuation and 
phase of Y 22 on a gain-phase-angle diagram as described in Sec. 4T1. 
It was shown that by plotting a function 1 /F on the special coordinate 
system shown in Fig. 4-26, the attenuation and phase of 1/(1 + F) are 
immediately determined. In Fig. 4-32 the reciprocal of F 22 has been 
plotted on a decibel-phase-angle diagram by reading off corresponding 
values of attenuation and phase from the F 22 curves in Figs. 4-31o and b 
and reversing their signs. The grid in Fig. 4-32 has been reflected about 
both the 0° and —180° phase-angle lines in order to make the single¬ 
section grid serve in place of an extended diagram of the kind shown in 
Fig. 4-26. The upper curve in Fig. 4-32 is for K 22 = 11 db, while the 
lower curve is for K 22 = 31 db, a 20-db increase in loop gain as compared 
with the upper curve. The two curves are, of course, identical in shape. 
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As mentioned in Sec. 4*11, caution must be exercised when reading values 
of the magnitude and phase of (1 + Y 2 2)- 1 from the labeled curves in 
any such plot in which the extreme phase change in Y 22 is greater than 

Phase angle in degrees 

-180 -200 -220 -240 -260 80 60 40 20 0 



180°. The observation that the phase of 1 + Y 22 must be continuous 
as long as 1 + Y 22 is continuous is usually sufficient to resolve any ques¬ 
tion as to what phase should be assigned any given value of 1 + F 22 . A 
crude sketch of the Nyquist diagram for Y 22 can always be made with no 
difficulty, either by inspection of Y 22 itself or from the Y 22 curves of 
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Fig. 4-31 a and b; such a diagram will always show clearly the behavior of 
the phase of 1 + F 22 . The Nyquist diagram for F 22 , drawn for iif 22 =11 
db, is given in Fig. 4-33. Let us now consider the asymptotic behavior 
of 1 + F 22 when the gain i£ 22 is set at a level of 11 db. When F 22 is 
small compared with 1, then 1 + F 22 is essentially unity; when F 22 is 
large, 1 + F 22 is essentially just F 22 . These considerations lead us to 
the asymptotic curve for 1 + F 22 which is labeled D in Fig. 4-31o and b. 
The actual attenuation characteristic can be read directly from the upper 



Fig. 4-33.—Nyquist plot for subsidiary loop, Kn = 11 db. 


curve of Fig. 4-32 and is plotted as Curve E in Fig. 4-3la. The phase 
corresponding to the asymptotic attenuation curve D is the dashed 
curve F, while the actual phase, corresponding to E (taken from Fig. 
4-32), is the solid curve G. We notice, first, that the asymptotic and 
actual attenuation curves differ quite considerably from each other; 
the phase characteristics also differ, but not as markedly as the attenu¬ 
ation characteristics. It will be seen later that use of the asymptotic 
attenuation curve for 1 + F 22 and the corresponding phase in place of 
the actual characteristic would not appreciably affect the final results of 
the analysis. 

Inspection of the form of F 22 shows that it has no poles in the right 
half of the p-plane, and, therefore, neither does 1 + F 22 . Application of 
the usual Nyquist test to the transfer locus of Fig. 4-33 then shows that 
1 + F 22 has no zeros or poles in the right half plane; we conclude that 
the subsidiary loop is stable and, furthermore, that the usual simple form 
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of the Nyquist criterion will suffice to test the stability of the over-all 
system. 

From Eq. (115) we see that the attenuation characteristic for the over¬ 
all loop transfer function Fu is found simply by subtracting the attenu¬ 
ation (in decibels) and phase of 1 -j- F 2 2 from the attenuation and phase 
of F®!. The results of this procedure are shown in Fig. 4-34, where the 
Curves A are the asymptotic and actual characteristics for the case 
Kn = 11 db, K V T — 0 db. The actual characteristic was computed 
using the Curve E from Fig. 4-31a, not directly from the asymptote, 



Fig. 4-34.—Over-all phase and attenuation characteristics for cases of stable and unstable 

subsidiary loops. 


although the latter procedure would be satisfactory in this particular 
case. Thb phase of F n is given as Curve B in Fig. 4-34, once again com¬ 
puted from the curves of Fig. 4-31o, although a direct computation 
from the attenuation asymptote would be permissible. If such a calcu¬ 
lation were carried out, we would find that the phase-angle maximum 
that occurs near aT = 10 on Curve B would be shifted to wT = 8 
and would be about —132° instead of —145°. It will be seen that this 
change would have only a slight effect on the value of loop gain K v that 
is to be selected. Examination of the over-all characteristics shows that 
if we select K V T equal to 44 db, then feedback cutoff (the point at which 
the attenuation characteristic crosses the 0-db line) will occur approxi¬ 
mately in the center of a — 6-db/octave slope and near the phase-angle 
maximum of —145°, corresponding to a phase margin of +45°. Accord¬ 
ing to the discussion given in the preceding section this represents a 
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satisfactory adjustment of gain, and we see that we can obtain a dimen¬ 
sionless velocity-error constant ( K V T) of 44 db, or 158, a great improve¬ 
ment over the value of 1 or 2 obtainable with the simple unequalized 
single-loop system. A good approximation to the speed of response is 
easily obtained by forming the asymptotic curve for the magnitude of 
0o/0i. From the equation 

do 


do £ 


e, 



(116) 


it is seen that when 0 o /e is large, the magnitude of d 0 /d r is simply 1, or 
0 db, and when d 0 /e is small, the magnitude of 0 o /0/ is very nearly just 
the magnitude of 0 o /e; thus the desired asymptote for the magnitude of 
d 0 /di is flat (zero slope) from zero frequency out to the frequency of feed¬ 
back cutoff and is identical with the asymptote of 0 o /e at all higher fre¬ 
quencies. Having set K V T = 44 db, we find that the — 12-db/octave 
cutoff asymptote of the do/di characteristic intersects the 0-db line at 
o) c T = 13. According to Eq. (43), Sec. 4-2, the buildup time is given 
closely by 


Tb = 


2/e 


~ = 1L 7 r 

13 


(117) 


In the same manner the buildup time of the unequalized single-loop 
system is found to be n = tvT. Thus we have materially improved the 
speed of response of the system by addition of the subsidiary loop. 

A rough sketch of the Nyquist diagram of the over-all system is 
easily drawn from Fig. 4-34 and is shown in Fig. 4-35o. If this curve 
is imagined to be completed for the complete range of real frequencies, 
— oo to + 00 , by adding the complex conjugate of the curve shown, 
the usual Nyquist test will show that 1 + Fn has no zeros in the right 
half plane; in view of our earlier discussion, this establishes the stability 
of the over-all system. This drawing is given here principally for use 
in a later discussion. If a detailed picture of the frequency response 
of the system were desired, we could plot the data of Fig. 4-34 on a 
gain-phase-angle diagram. This is not actually necessary, however, 
since we have already obtained the asymptotic d 0 /d l curves, and we 
know that with the system adjusted to give a 45° phase margin in the 
vicinity of feedback cutoff, the resonance curve will have a peak of 
certainly not more than 6 db. 

We now consider the effects on the over-all system of changes in value 
of the subsidiary loop gain A 22 . Referring to Fig. 4-32, we see that 
increasing A 22 over 11 db simply slides the upper curve down on the 
diagram. In particular, if A 22 is increased to 21 db, the curve passes 
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through the singular point of the diagram, corresponding to an infinite 
attenuation value of 1 + F 22 . This situation corresponds to increasing 
the radial scale factor in Fig. 4-33 until the transfer locus passes exactly 
through the critical point — 1 + jO. If K 22 is increased still more, say 
to 31 db, we arrive at the lower curve in Fig. 4-32, and we find the 
behavior of 1 + Y 22 for this case in the same way that we determined the 
behavior of 1 + Y 22 with K 22 = 11 db. The solid curve D in Fig. 
4-316 is the asymptotic behavior of the attenuation of 1 + Y 22 with 
K 22 = 31 db, and the dashed curve E is the actual attenuation char- 



Fig. 4*35a. —Over-all Nyquist diagram for 
case of a stable subsidiary loop. 



Fig. 4*356.—Over-all Nyquist diagram for 
case of an unstable subsidiary loop. 


acteristic. The actual phase characteristic is shown as Curve F; it 
was plotted directly from Fig. 4-32. We notice immediately that the 
increase of K 22 from 11 to 31 db has radically changed the behavior of the 
phase characteristic while the behavior of the attenuation characteristic 
is relatively unchanged. The phase characteristic is quite evidently no 
longer the minimum phase shift associated with the given attenuation 
characteristic. This situation is further clarified by consideration of the 
Nyquist diagram of F 22 (Fig. 4-33). The diagram as drawn is for 
K 22 = 11 db; by allowing the tip of the vector 1 + F 22 , drawn from the 
point — 1 + jO to the curve, to traverse the curve as w varies from 0 to 
00 , we easily verify the general behavior of the phase characteristic G 
in Fig. 4-31a. Increasing K 22 to 31 db changes the scale factor in Fig. 
4-33 so that the critical point -1 + jO is enclosed by the transfer locus, 
we see that the behavior of the phase of the vector 1 + F 22 is indeed 
changed and is as given by Curve F in Fig. 4-316. We now apply the 
Nyquist stability criterion to this subsidiary loop. We easily see that 
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the function 1 + Y 22 has no poles in the right half plane. The curve of 
Fig. 4-33 (with the changed radial scale factor) is completed by adding the 
complex conjugate curve, corresponding to frequencies from — 00 to 0, 
and the Nyquist test is applied. The vector 1 + Y 22 undergoes two 
complete revolutions in the clockwise sense as the tip of the vector traces 
the curve from 01 = — <x> to co = +»;we conclude that 1 + Y 22 has two 
zeros in the right half of the p-plane, or, in other words, that the sub¬ 
sidiary loop is unstable. This brings out clearly the nonminimum-phase 
character of 1 + Y 22 when K 22 is large and shows why its phase character¬ 
istic is so radically altered when K 2 2 is increased. 

Now let us investigate what happens to the over-all system when the 
gain of the subsidiary loop is increased enough to make it unstable. At 
first sight, at least, it appears intuitively obvious that the complete 
system will become unstable, but closer analysis will show that this is 
another of many situations in which intuition fails one. The attenua¬ 
tion and phase functions for the over-all systems are obtained from the 
curves of Fig. 4-316 in the same way as in the earlier case and are shown in 
Fig. 4-34, C designating the attenuation curves and D the phase curve. 
The phase-shift curve has been reflected about the — 280° line, since the 
phase shift exceeds —450° at low frequencies and is asymptotic to —450° 
at extremely low frequencies. Selecting a value of K v equal to 86 db, 
we see that the phase shift at feedback cutoff will be —130°, or the phase 
margin will be 50°. So far, we apparently have a satisfactory system. 
Now let us examine the Nyquist diagram, a rough sketch of which is 
given in Fig. 4-356. Again, we must imagine this diagram to be com¬ 
pleted by adding the complex conjugate curve and a large semicircle in 
the right half plane joining the two zero frequency portions of the curve. 
Application of the Nyquist test shows that the vector 1 + Y n undergoes 
two complete revolutions in the counterclockwise sense as the entire 
curve is traversed. Thus, the number of poles of 1 + Y n in the right 
half plane exceeds the number of zeros in that region by two. Since 

1 + r " - 1 + rrk <“*> 

and an earlier Nyquist test of the subsidiary loop has disclosed two 
zeros of 1 + Y 22 in the right half plane, we see that 1 + F K has two poles 
in this region; it follows that 1 + Fn has no zeros in the critical region 
and that the over-all system is stable. The selected gain level of 86 db 
gives a velocity-error constant of approximately 20,000 T~ l and a buildup 
time of r b = (tt/140) T, representing substantial improvements in system 
performance. 

The reader should appreciate that a designer with a certain back¬ 
ground of experience with these methods could carry through the above 
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design procedure almost completely, using only the asymptotic attenu¬ 
ation characteristics that can be constructed in a matter of minutes. 
The detailed curves have been presented in an effort to supply the reader 
with some of the requisite insight into the design procedure. 

443. Other Types of Transfer Loci. —Occasionally there arise special 
problems in servo design that are best treated by procedures other than 
those already presented. The vast majority of problems, however, are 
readily handled using the “standard’’ techniques. The ingenious 
designer will continue to develop new procedures ad infinitum to suit his 
own out-of-the-ordinary problems, and it would be futile to attempt to 
give any comprehensive discussion here of all the special methods that 
have been devised. A few, however, are perhaps worth mentioning. 

Several writers 1 have proposed the use of the reciprocal of the usual 
Nyquist diagram for the treatment of multiple-loop systems and systems 
in which there are elements in the feedback path or paths such that a 
true error signal does not actually exist in the system. The advantage 
of this reciprocal diagram in discussing multiple-loop systems is readily 
appreciated by writing the equation for e/6 0 for a double-loop system. 
Using the notation of Sec. 4T, we have 


e 0 


J_ ,Yn 

Yh T° n 


(119) 


Thus the e/d 0 diagram can be constructed by a simple vector addition of 
two preliminary diagrams rather than by a process of “multiplying” 
two diagrams together, as with the usual Nyquist diagram. The inter¬ 
ested reader will find ample discussion of these ideas in the references 
already cited. 

The drawing of Nyquist diagrams is often complicated by the extreme 
range of values of the radial coordinate that must be plotted. The 
example in the previous section serves as a good illustration of this dif¬ 
ficulty. Referring to Fig. 4-355, a simple calculation will show that if 
the sketch were actually drawn to scale, the following values of radius 
would have to be plotted: 

At the point A, r = approximately 100. 

At the point B,r — approximately 5000. 

At the point C, r = approximately 115,000. 

At the point D, r = approximately 150,000. 

At feedback cutoff, r — 1. 

The obvious difficulty is usually surmounted by plotting various portions 
of the curve with different scale factors. This is a satisfactory solution, 


i H. T. Marcy, “Parallel Circuits in Servomechanisms,” Trans. AIEE, 65,521 
(1946), H. Harris, Jr., “The Frequency Response of Automatic Control Systems,” 
Trans. AIEE, 66, 539 (1946). 
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especially since one is usually interested in the detailed shape of the locus 
only in the vicinity of the feedback cutoff frequency. A detailed drawing 
can be made of this portion of the locus, while crude sketches of the 
remaining portion will suffice. Some workers, however, prefer to use a 
logarithmic radial scale, effectively giving a polar form of the decibel- 
phase-angle diagram already discussed in this chapter. 

Diagrams similar to Nyquist diagrams can also be used in the treat¬ 
ment of servo problems involving pulsed or discontinuous data. These 
problems are discussed in Chap. 5. 

EQUALIZATION OF SERVO LOOPS 

4*14. General Discussion of Equalization. —Equalization circuits and 
networks are employed in servo circuits in order to obtain a desired 
behavior for the complete system. In the usual design some of the parts 
of the system are selected with an eye to availability, cost, ease of mainte¬ 
nance, or other reasons. For example, a synchro data transmission is 
quite often specified because the completed system may have to tie into 
a shipboard fire-control system where the synchro system has already 
been standardized. The power-supply frequency is often specified as, 
for example, 60 cps. If in addition the use of 1- and 36-speed ordnance 
synchros is specified, the error signal will consist of a 60-cycle voltage with 
an error gain for small errors of 1 volt per degree on the 36-speed shaft 
or 36 volts per degree on the 1-speed shaft. Other considerations may 
have dictated the choice of an amplidyne and d-c motor as the power 
drive element. This last choice will then require a servoamplifier capable 
of accepting a 60-cycle error signal and delivering a d-c current to the 
control field of the amplidyne; this demands the use of a phase-sensitive 
detector in the servoamplifier. 

The pertinent constants presented to the servo designer will then be 
approximately the following: 

1. Combined motor-amplidyne time constant, 0.25 sec = T m . 

2. Effective time constant of the phase-sensitive detector, 0.02 
sec = T r . 

3. Amplidyne quadrature-field time constant, 0.02 sec = T q . 

The loop transfer function with a flat frequency-response amplifier 
may be written 

0o _ K v 

« p(T m p + l)(7’ r p + 1)(7> + 1)’ (12 °) 

, „ KJCaK'K 

where K v =-^- = velocity-error constant, deg/sec per deg, 

K, = error-measuring element sensitivity, volts/deg, 

K a = amplifier gain, ma/volt, 
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K a — amplidyne open-circuit gain, volts/ma, 

K m = motor speed-voltage ratio, deg/sec per volt, 

1/N = motor-load gear ratio, deg/deg. 

This transfer function has a slope of — 6 db/octave from zero to « = 1 /T m 
and —12 db/octave to a = 1 /T r = 1 /T q and then decreases at 24 db/ 
octave. It has a 180° lag and thus zero phase margin at 



A value of K v « 6.25/T m = 25 sec -1 will make the system unstable; a 
value of K v = 0.75/T m = 3 sec -1 is required in order that the phase 
margin be 45° at the feedback-cutoff frequency co 0 = 0.75/T m = 0.48 cps. 
The buildup time will then be approximately T b = 1/(2/„) = 1 sec. This 
system would have a maximum error of 10° when the input is a 30°-ampli- 
tude 6-sec sine wave and would ordinarily not be acceptable. 

Hysteresis in the amplidyne magnetic circuit may also cause con¬ 
siderable error in a system with as small a velocity-error constant as 
the above. An amplidyne may commonly have a hysteresis loop as 
wide as ±E a h = ±20 volts. The resulting hysteresis standoff error, 
eh = K m E a h/NK V) with K m = 85° per sec/volt and N = 300, is then 
a = 2°. 

Three more or less general methods may be used to modify the 
above system in order to improve its performance at either high or low 
frequencies. 

1. The proportional integral method is applicable when a buildup 
time and cutoff frequency of the same order of magnitude as that 
of the simple system are acceptable or desirable. In this method, 
the loop transfer function is left substantially unchanged for fre¬ 
quencies above one-fourth the frequency of the —6 to — 12-db/ 
octave transition (that is, above a point 2 octaves below 1/ T m ) and 
its magnitude is increased in the lower frequency range. 

2. Lead or derivative equalization is used to improve the system per¬ 
formance at all frequencies; in particular, the feedback-cutoff fre¬ 
quency is increased with a corresponding reduction in the buildup 
time. 

3. One or more subsidiary loops may be introduced in order to 
improve the servo performance. This constitutes a very powerful 
method of equalization and decreases the effects of variations in 
some of the elements. 

4*15. Lead or Derivative Control. —Lead or derivative equalization is 
used to raise the feedback-cutoff frequency. It will, in general, increase 
the velocity-error constant while keeping a satisfactory stability or 
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phase margin in the region of cutoff. The feedback transfer function of 
the simple servo mentioned in Chap. 1 may be written 


do _ Ky 1 
e p T m p + 1 


( 121 ) 


This transfer function has an asymptotic characteristic of —6 db/octave 
for u < 1/T m and —12 db/octave for l/T m < w. The phase angle is 
— 135° at o> = l/T m , decreasing to —153.5° at w = 2/T m . For K v T m = 1 
the height of the resonance peak will be +1.25 db (1.15 ratio) and the 
feedback-cutoff frequency will be co c = 0.78 /T m . For K v T m = 2(+6 db) 
the resonance peak will be 3.6 db with u c = 1.25/T m , and for 

K v T m = 4 ( + 12 db) 

the resonance peak will be +6.3 db with co c = 1.75/T m . Thus the usual 
stability requirement of a resonance peak between +3 and +6 db would 
allow a K v between 2 /T m and 4 /T m . Assuming T m = 0.25 sec, this would 
correspond to K v between 8 and 16 sec -1 . 

Adding either an a-c or d-c proportional-derivative equalizer of the 
type discussed in Chap. 3 makes the feedback transfer function 


do _ K v i 1 G 0 (Tdp + 1) 

€ ” p T m p + 1 G 0 T d p + 1 ’ 

do Kv 1 Tdp + 1 

e p T m p + 1 G 0 T d p + 1 

where T d = derivative time constant, 

Go = d-c or carrier gain (Go < 1), 

K v = K v iGo = velocity-error constant. 

The complete study of this transfer function involves the two parame¬ 
ters Td/Tm and Go as well as the velocity-error constant K v . It will be 
most convenient to study first the case where T d /T m «1. With this 
assumption, Eq. (122) can be approximated as 


(122a) 

(1225) 


— ~ KyT m TdP + 1 
e ~ (T m p) 2 G 0 T d p + l' 


(123) 


The first factor in Eq. (123) produces a phase lag of 180° at all frequencies; 
thus the proportional-derivative equalizer must supply all of the lead 
required to give the desired phase margin near feedback cutoff. Inspec¬ 
tion of the decibel-phase-margin contour diagram (Fig. 4-27) shows 
that the over-all frequency response is |0o/0/| = +3 db and the loop 
phase margin is +45° where the loop gain is +3 db, whereas |0o/0/| = +6 
db and the loop phase margin is +30° when the loop gain is +1.3 db. 

The proportional-derivative equalizer has an asymptotic characteristic 
of (Go)db up to w = 1/T d , increases at 6 db/octave tow = \/G 0 T d , and is 








Sec. 4-15] 


LEAD OR DERIVATIVE CONTROL 


199 


then constant at 0 db for higher frequencies. Its phase angle is zero for 
small co, increasing to a maximum at the geometric mean of the two 
above frequencies, co m = 1/ (T d \ZG~o), and then decreasing to zero for 
higher frequencies. The maximum phase angle is easily shown to be 

4>m = | - 2 tan -1 \/Go', (124) 

solving for Go, we find 



The gain at the geometric mean frequency is \/Go. Table 4.1 gives a 
few corresponding values of Go and <j> m . An equalizer with Go = — 15.31 


Table 4-1.— Maximum Phase Angle for Proportional-derivative Equalizer 


<pm 

75° 

60° 

45° 

30° 

15° 

7.5° 

(^o)db 

-35.22 

-22.88 

-15.310 

-9.5400 

-4.600 

-2.280 

1 

Go 

57.70 

13.93 

5.827 

3.000 

1.698 

1.300 


db will therefore have a resonance peak of +3 db when K v T m is adjusted 
to put the maximum phase margin at a loop gain of +3 db. When this 
is the case, 


/ V m ~vJar 1AU - (+3ih) ’ 

(126) 

\T d VGo) 


(- K v T m ) db = +3.0 + 2 (ijr) db ~ \ (Go)*, 

(127) 

(K vl T m )dh = +3.0 + 2 (jr) ~ | (Go)*. 

(128) 


Figure 4-36 is a decibel-log-frequency plot of this system for T m /T d — 10. 
Curve a is the attenuation—log-frequency plot. The lower phase-angle 
curve c is drawn from the approximate Eq. (123); there is relatively little 
difference between curve c and the exact phase-angle curve b in regions 
near the phase-margin maximum for a value of T m /T d = 10. The main 
difference is a slightly lower maximum phase margin in the approximate 
curve. To obtain the desired phase margin of 45° it would suffice to use 
a lead equalizer with Go so chosen that the approximately computed phase 
margin is 45° — tan -1 T d s/Go/T m instead of 45°. To evaluate this 
expression the approximate value Go = —15.31 db may be used; one 
finds that the required approximate maximum lead is 42.5°. The cor¬ 
rection of Go for this small change in maximum phase margin is ordinarily 
not necessary. 
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Using Eq. (127), one computes a value of K v T m — +50.7 db for the 
velocity-error constant. If T m = i sec, this corresponds to 

K v — 340 sec -1 

and Td — 0.025 sec. The notch width (see Sec. 3-14) of this lead equal¬ 
izer for a-c use is then 40/27r = +6.4 cps. It should be pointed out, 
however, that a parallel-T lead equalizer used with a 60-cps carrier will 
yield a lower value of Go than is required in this example and will thus 



U)Tm 

Fig. 4-36. Lead equalization applied to a single-time-lag servomotor, (a) Attenuation; 
(b) phase angle; (c) approximate phase angle by Eq. (123). 

provide a larger phase margin than is necessary for the +3-db resonance 
peak. 

Figure 4-37 is a decibel-phase-margin diagram for the system with 
K v and Td/T m selected as above. Frequency parameter values have 
been marked on the curve. The frequency response \6 0 /6i\ can then be 
plotted from this curve by observing the frequencies at which the decibel- 
phase-margm curve crosses the respective resonance contours. The 
resulting curve is shown in Fig. 4-38. The asymptotic frequency response 
is, of course, constant for frequencies less than feedback cutoff and 
follows the |0o/«| asymptote for frequencies above feedback cutoff. 

Use of the lead equalizer has thus resulted in an increase of K v T m by 
50.7 - 3.0 = 47.7 db (increase of K v from 5.7 sec -1 to 340 sec -1 ). The 
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feedback-cutoff frequency has been raised from « c = \/T m tou c = 32 /T m 
(o) c =128 radians/sec = 20 cps). 

It would appear that a higher value of K v could be obtained through 
the use of a smaller value of Td, with a corresponding further increase in 
the cutoff frequency. In the usual case, however, Eq. (121) will require 
modification because of the presence of other time constants which will 
begin to make their influence felt as the cutoff frequency is raised. In 
the use of a 60-cps carrier frequency there appear to be limitations 



Loop phase margin in degrees 

Fig. 4-37.—Lead equalization applied to a single-time-lag servomotor. K v — 340 see -1 ; 

Ti/Tm = 0 . 1 . 

placed on the use of cutoff frequencies that approach the carrier frequency 
or, in some instances, even one-half of the carrier frequency. Another 
source of difficulty arises when a phase-sensitive detector is used. A 
ripple filter is then required to decrease the ripple voltage, in order not to 
overload the output stages of the power amplifier. This ripple filter 
must have appreciable attenuation at twice the carrier frequency in a 
full-wave rectifier and will thus contribute appreciable phase shift at 
frequencies above one-half of the carrier frequency. 

Inspection of Fig. 4-37 shows that an increase in loop gain of approxi¬ 
mately 12 db Avill increase the resonance peak to +6 db, and a reduction 
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in loop gain of approximately 27 db will increase the resonance peak to 
5.4 db—the largest resonance peak that can be obtained by reducing the 
loop gain. These two quantities give the magnitude of the amplification 
tolerances that should be placed on the system in order to maintain 
satisfactory stability if the other quantities are constant. The velocity- 
error constant would, of course, change by the same factor, and over-all 
system specifications may not permit a reduction in K v of more than 12 



0.6 1 2 4 6 10 20 40 60 100 200 

“>T m 

Fig. 4-38.—Frequency response for a single-time-lag servomotor with lead equalization. 

K v = 340 sec -1 ; T d /T m = 0.1. 

db. A check can be made on the effect of a change in T m on the system 
stability by use of Figs. 4-36 and 4-37. Change in T m is practically equiva¬ 
lent to a change in gain, since the T m -phase-margin contribution near 
feedback cutoff is small. An increase of T m by a factor of 2 would require 
a factor of 4 (+12 db) increase in K v to keep the phase-margin maximum 
in the gain region for maximum stability since it would increase the length 
of the — 12-db/octave section by 1 octave. Allowing an increase of T m 
by a factor of 2 without changing the velocity-error constant would 
correspond approximately to a reduction in gain of 12 db and would 
increase the resonance peak to +3.9 db. 

No attempt will be made at this time to make a complete tolerance 
discussion of the above circuit. The following equations for the lead 
equalizer will be useful in a further study: 
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E] ~ °G 0 T d p + l' 

4 > m = ^ - 2 tan -1 y/G*, 
Ri 


203 

(129) 

(130) 


Go = 

T d = 

8 Td 
T d 
8 Go 

a; 

s _ 1 , SGo 

0(f>m 2 rm ^ 


Ri R 2 
R 2 C 2 , 

8R2 , 8C2 

X + cT 


R 2 SRi 


R 2 8 R 2 


R 1 R 2 R 1 Kl “1“ ^2 fi?2 


(131) 

(132) 

(133) 


4-16. Integral Equalization. —Integral equalization is used in a servo 
loop in order to increase the loop gain at relatively low frequencies; it 
may be used in conjunction with 
lead equalization in a loop. 

For the moment we shall as¬ 
sume that a given transfer func¬ 
tion has been selected and that it 
is then desired to increase the loop 
gain at low frequencies. One ex¬ 
ample of this type arises in con¬ 
nection with a servomotor having 
a quadratic lag factor, 


60 K v 


1 


v t y + 2 $t v + 1 


+55 

+ 50 
+45 
+40 
+ 35 
+ 30 

'T3 

c +25 

l +20 

8 + 15 

_J 

+ 10 
+ 5 


(134) 
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4-39.—Characteristics of a servomotor 
with quadratic lag. £ = 0.25. 


This basic loop equation could 
arise from a tachometer-equalized 
servomotor of the type discussed 
in the next section. An equation 
of approximately this form also 
arises in the design of a gyro- 
stabilized fire-control director. In the latter case Eq. (134) represents the 
transfer function relating the precession torque applied to the gyro and 
the angle through which the director turns in response to error signals 
between the gyro and the director. 

The feedback transfer function of Eq. (134) has an asymptotic charac¬ 
teristic of —6 db/octave for frequencies below w = \/T and —18 db/ 
octave for frequencies above 1 /T. The usual design for the subsidiary 
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loop would yield a value of f of the order of 0.25, resulting in a resonance 
peak in \p6 0 /e\ of +6 db. Figure 4-39 is a decibel-log-frequency and 



Loop phase margin in degrees 

Fig. 4-40.—Characteristics of a servomotor with quadratic lag. f = 0.25. 


phase-angle-log-frequency plot of the transfer function of Eq. (134), for 
f = 0.25. Since the loop gain is relatively constant in the region where 

the phase angle is going through 

— 180° (0 phase margin), it will 
be necessary to choose a value of 
K V T that will give a loop gain of 

— 5 db or less when the phase 
margin goes through zero, in order 
to have a resonance peak of +3 db 
or less in the frequency-response 
curve. A value of K V T = —11 
db will satisfy this requirement. 
Figure 4-40 is a decibel-phase- 
margin plot of this system with 
over-all frequency-response con¬ 
tours drawn in for K V T = —11 
db; a part of the curve has been re¬ 
flected in the zero-phase-margin line. The frequency-response maximum 
increases to +6 db with a further + 1.5-db increase in K V T. The servo 
becomes unstable for an increase in K V T of only +5 db and would be 



wT 

Fig. 4-41.—Frequency response of ser 
motor with quadratic lag. f *= 0.25. 
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rather unsatisfactory. Figure 4-41 is the corresponding over-all fre¬ 
quency response \6 0 /6i\. 

Feedback cutoff occurs at co c = 0.3/T, although the resonance peak 
occurs at co r = 1/T. The frequency response exhibits a fairly deep 
minimum at a frequency between feedback cutoff and the resonance 
peak. If one assumes T = -J+ sec, then K v = 5.3 sec -1 , co« = 0.7 cps, 
and co r = 2.4 cps. 

This system can be equalized by the use of a proportional-integral 
network having the transfer characteristic 


Eo _ Tip + 1 
Ei Ao7\p + 1 


(A„ > 1). 


(135) 


This has an asymptotic characteristic of 0 db for co < l/(A 0 Ti), —6 
db/octave for l/(A 0 Ti) < co < 1/Ti and is constant at 1/A 0 for higher 
frequencies. The attenuation A 0 will be chosen quite large, and the time 
constant T i will be larger than the time constant T appearing in the 
quadratic factor. The phase angle of the proportional-integral equal¬ 
izer will be zero for low and high frequencies and will approach a maxi¬ 
mum negative value at the geometric mean of the frequencies l/(A 0 Ti) 
and 1/Ti. 

Addition of the equalizer phase angle to that of the original loop will 
give an over-all phase angle having a maximum negative value of about 
— 180° at co = (A o/Ti) 1 and a minimum negative value between the 
frequencies co = .1/Ti and co = 1/T; it then decreases toward —270° at 
higher frequencies. It will then be desirable to place feedback cutoff 
near the minimum negative phase angle between co = 1/7/ and co = 1/T. 
The phase angle near cutoff should be in the neighborhood of —135°. 
The phase-angle contribution of the proportional-integral equalizer is 

Arg ~ = - tan -1 coAqTj + tan -1 coTj. (136) 

til 


For large A 0 (A 0 = 40 = +32 db in the present example) we have 
approximately 


Arg = ~\ + tan -1 coTl 


(137) 


From Fig. 4-40 it appears that the phase margin of the original loop can 
be decreased by approximately 30° at co = 0.3/T. This would mean that 


we can set 

tan -1 0.3 ~ = 60° 


(138) 



or 


( 139 ) 
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The feedback transfer function can then be written 

60 _ K V T Tip +1 1 _ 

e Tp A 0 Tip + 1 (TpY + 2 {Tp + l" 

Figure 4-42 is a decibel-log-frequency and phase-angle-log-frequency plot 
for A 0 = +32 db, TJT = 5.62 = +15 db, f = 0.25. The factor 
Ao/K v T has been taken out in order to facilitate comparison with the 
previous system. The loop gain curve is still flat in the region of zero 
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(140) 



a>T 


Fig. 4-42.—Characteristics of integral-equalized servomotor with quadratic lag. 
Ao = 32 db; Ti/T = 15 db; f = 0.25. 


phase margin; it will again be desirable to set K V T at such a value that 
the loop gain will be — 5 db when the phase margin is zero. This will 
correspond to K V T/A 0 = —12 db (K V T = +20 db) for this example. 
Figure 4-43 is then the decibel-phase-margin diagram, with the appropri¬ 
ate |0o/0j| contours. Figure 4-44 shows the frequency-response curve 
and the asymptotic |0o/€|-curve. The |0o/e|-curve is useful for esti¬ 
mating the magnitude of the error at low frequencies where |0o/«| and 
10//e | are nearly equal. The frequency response is seen to have two 
maxima of +3 db, one below and one above feedback cutoff. Inspection 
of the decibel-phase-margin diagram shows that any smaller value of 
T i would make the phase-margin maximum so narrow that either one or 
both of the frequency-response maxima would be larger than +3 db. 
The choice of Ti/T = +15 db has also made this system quite sensitive 
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to a change in K V T. A change in K V T of +1.5 or —12.5 db will raise 
one of the frequency-response maxima to +6 db. 



Fig. 4*43.—Characteristics of integral-equalized servomotor with quadratic lag. 


Comparing this with the original system, we see that the addition of an 
integral equalizer with an attenuation Ao of +32 db has increased K V T 
from —11 to +20 db, an increase of +31 db. The feedback cutoff fre¬ 
quency is now a>„ = 0.34/7 7 , as +80 
compared with the previous u> c = 

0.3/ T. In other words, the low- 
frequency loop gain has been in- +40 
creased without an appreciable — +20 • 
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change in cutoff frequency. This 
is the usual result obtained with 
integral equalization. 

It should be pointed out, how¬ 
ever, that the use of f = 0.25 and 
Ti/T = +15 db has made this 
system more sensitive to changes 
in K V T than would ordinarily be 
desired. The most straightforward method of improvement Would call 
for a larger value of f (perhaps 0.5) and a slight increase in the ratio 
T^T. 


0 002 0.004 0.01 0.02 0.04 0.1 0.2 0 . 40.6 1.0 2.0 

coT 

Fig. 4*44.—Frequency response of servo 
with integral-equalized servomotor with 
quadratic lag. 
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447. Equalization Using Subsidiary Loops. —Feedback has long been 
used to change and improve the performance of electronic amplifiers. 
Feedback may be used to linearize the power-output stages, to hold more 
nearly constant gain, to obtain a special frequency response, and for 
many other purposes. 

Subsidiary loops are used in servomechanisms for these same purposes, 
with the added complication that more kinds of elements are available, 
since here one admits mechanical and electromechanical devices. The 

tachometer generator, for ex¬ 
ample, delivers a voltage propor¬ 
tional to the velocity, or the 
derivative of the rotation angle of 
a shaft. A motor acts like an in¬ 
tegrator in that its velocity is 
proportional to its applied volt¬ 
age. A potentiometer delivers a 
voltage proportional to its rotation angle. A synchro transmitter and 
control transformer deliver a voltage proportional to the difference in their 
shaft angles. 

The MIT differential analyzer 1 is an example of a complex multiple- 
loop servomechanism which is used in the solution of differential equa¬ 
tions. Each of its major units has two or more servomechanisms incor¬ 
porated in it. The integrator, for example has two servo follow-ups 
which receive electrical data and drive the lead screw and integrator disk. 
The integrating wheel merely turns an electrical transmitter Avhich is 
followed up by another servo at the point where the integrator wheel 
angle is used. The various units are interconnected through an electrical 
switchboard. The whole mechanism may be looked upon as one or more 
major loops representing the differential equation, with many subsidiary 
loops involved in the servo follow-ups. 

Consider the subsidiary loop represented symbolically in Fig. 4-45. 
Its transfer function may be written 



Fig. 4-45.—Subsidiary loop. 


or 


_ _ F 12 F 3 4 F 23 F 32 

h f 32 1 + f 23 f 32 


F u = 


Fi 2 F 23 F 34 


1 + 


1 

f 23 f 3 ; 


Equation (142) is convenient to use in the frequency region where 


(141) 

(142) 


F 23 F 32 = F 22 

is small compared with 1; it indicates that the subsidiary loop has practic- 

1 V- Bush and S. H. Caldwell, “A New Type of Differential Analyzer,” J. 
Franklin Inst., 240, 255 (1945). 
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ally no effect on the direct transmission through its element Y 2i . In 
the frequency region where F 22 is large compared with 1, the direct- 
transmission element F 23 is replaced by the reciprocal of the reverse- 
transmission element F 32 , as can be seen from Eq. (141). The above 
will be recognized as the usual result: one can obtain the reciprocal of a 
network over a given frequency range by placing it in the /8-portion 
of a feedback amplifier. 

It should be pointed out that although it is usually convenient, it is 
not necessary that a transfer function be stable when it is used as an 
element in a larger feedback loop. The function Y U) for example, could 
have a negatively damped quadratic factor in its denominator, arising 
from the function (1 + F 2 2 ) -1 - The use of such an element will, however, 
require careful use of the general Nyquist criterion as discussed in 
Chap. 2. 

Proceeding to an example, let us consider an amplidyne coupled to a 
d-c motor with a d-c tachometer driven by the motor. Figure 4-2a of 
Sec. 4T is the corresponding symbolic diagram, with 


F 23 = 


62 
602 

6 m 

So __ y _ 


K A K a IC„ 


p(T ma p + 1)(2> + l)(T f p + 1) 

= Y 32 = KgP, 


e 


= f 12 = 


Ke 


T r p + 1’ 


(143) 

(144) 

(145) 

(146) 


6 m has been used in place of the 0 3 of Fig. 4-2a. The over-all feedback- 
transfer function associated with differential 1 is then 


60 = F°n 

e i + F22 


= F n , 


(147) 


where 


F?i 

F22 

K u 

K22 


K T 

Fl2F23F31 = T ma p(T ma p + 1W7P + l)°(TrP + 1)(T/P+T)' 

K22 


1 23 F 32 + 1 )(T q p + 1 )(TfP + 1)' 

K ( K A K a K m 
N 

K A K a K m K g . 


(148) 

(149) 

(150) 

(151) 


Equation (148) has been partially nondimensionalized through the 
use of T ma . This is usually a relatively fixed parameter and cannot be 
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varied in the solution of a particular design problem. The following 
time-constant values will be assumed: 

T ma = motor-amplidyne time constant = 0.25 sec, 

T q = amplidyne-quadrature time constant = 0.02 sec, 

Tf = amplidyne-control-field time constant = 0.002 sec, 

TV = ripple-filter time constant = 0.04 sec. 

The constant K n has the dimensions of sec -1 and is related to the velocity- 
error constant. The constant K 22 is dimensionless; it has been called the 



Fig. 4-46.—Asymptotic characteristics of amplidyne with direct tachometer equalization 

antihunt gain. Equation (147) may be rewritten as follows: 


. T]i r 22 
Y 22 1 + Y 22 


(152) 


It will be useful to make first a decibel-log-frequency plot of both F? t 
and Y 22 on the same piece of paper, as shown in Fig. 4-46. Curve 
A, the asymptotic plot of F 22 , has a break from -6 to -12 db/octave at 
wTVna = 12.5; its corresponding phase margin at this break would be 
approximately 45°, decreasing to approximately 30° at a>TV«, = 25. 
This would mean that the largest useful value of K 22 would be between 
+22 and +34 db since it is most convenient in this case to make the 
subsidiary loop stable. The value of JC 22 = +30 db gives the asymp¬ 
totic Curve B for F 22 /(l + F 22 ); this coincides with F 22 for frequencies 
above w c2 = 19.5/TV™. The 0-db axis for Curve B has been set at —30 
db. From Eq. (152), the asymptotic Curve D for Yu is iFJJdb (Curve 
C) minus |F 22 | db (Curve A) plus [F 22 /(l + F 22 )] d b (Curve B); this coin¬ 
cides with FJ X (Curve C ) at frequencies above o> c2 . The resulting 
Fu = d 0 /t asymptote has a break from -6 to -12 db/octave at u = 1/7V 
and a break from —12 to —18 db/octave at co = « c2 . The subsidiary 
loop has shifted the break in F®, at 1 /T ma up to its cutoff frequency « c2 . 

















































Sec. 4-17] 


EQUALIZATION USING SUBSIDIARY LOOPS 


211 


The phase margin associated with the Fn asymptote would then be 
approximately 45° at w = 1/TV; the complete system would probably be 
operated with feedback cutoff occurring at a slightly higher frequency of 
perhaps w c i = S/T ma . This would correspond to a value of 

KuTma — -)-50 db. 


Curve E is the asymptote for d 0 /d,, with its 0 db at —50 db. Curve D, 
when referred to this axis, is then the loop gain 6 /e; it gives an indication 
of the error for low-frequency sinusoidal inputs. The low-frequency 

— 6 db/octave, if extended to higher frequencies, will intersect the 

— 50-db ordinate at a frequency equal to the velocity-error constant: 
I\ v T ma = 10 or K v — 40 sec -1 . The single-loop system with Y n = 7?! 
would have been operated with feedback cutoff at approximately 


WcO 


= 2 /T n 


and with a velocity-error constant of K v T ma = 2 or K v — 8 sec -1 . The 
addition of the subsidiary loop has thus made an appreciable improve¬ 
ment in the system. 

It may be remarked that a reduction in T q that would permit a larger 
antihunt gain and higher feedback-cutoff frequency in the tachometer 
loop would not make an appreciable improvement in the over-all system; 
the —6 to — 12-db/octave break will still occur at co — 1/TV, and this 
sets an upper limit on the feedback-cutoff frequency for the combined 
system. The feedback transfer function Fn could, of course, be modified 
by a lead equalizer in Yu, and in this way a higher cutoff frequency could 
be obtained for the complete system. 

A more accurate computation of the over-all feedback transfer func¬ 
tion Tn can be obtained by plotting the tachometer transfer function 
T 22 on the decibel-phase-margin diagram with the appropriate contours 
for |T 22 /(1 + F 22 )| and Arg [F 22 /(l + F 22 )]. These curves can then 
be used together with F®i/F 22 to give accurate values of Fn. This 
procedure will be illustrated in the the next section. 

The feedback transfer function Fn can be increased for low fre¬ 
quencies by including in Y 32 a high-pass filter that will reduce F 22 to 
zero at low frequencies. The cutoff frequency of this high-pass filter 
should be made so low that the -6-db/octave asymptote in Fn is at 
least 2.5 octaves in length (15 db). A single-section high-pass A C-filter 
gives 

y *’ = wh K * (163) 


which changes F 22 into 
F 22 = Y 23 Y 32 — 


K 2 2T h p 


(! T h p + \){T nM p + 1)(T> + 1)(7> + 1. 


(154) 


The transfer function Fn is left unchanged. 
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Equation (152) can also be used to construct the asymptotic decibel- 
log-frequency curves for Fn. Figure 4-47 is constructed with the same 
upper cutoff frequency for the tachometer loop and with 

T h — 0.28 sec = 

The various curves have been lettered in the same manner as Fig. 4-46. 



0.02 0.04 0.06 0.1 0.2 0.4 0.6 1 2 4 6 10 20 40 


Fig. 4-47. —Asymptotic characteristics of amplidyne with high-pass tachometer equali- 

zation. 

Curve E is the \6 0 / 0/| asymptote. Feedback cutoff has been reduced to 
cod = 4 /T m , and the system would be operated with 

(K v T m ) db — (KnT m )db — +39 db, 

as compared with the previous value of +20 db. A comparison of the 
loop-gain Curve D with the previous result shows that the two systems 
have equal gains, +28 db, at o> = 4/ T ma ] the high-pass system has 
the higher loop gain at lower frequencies and the lower loop gain at 
higher frequencies. 


APPLICATIONS 

448. SCR-684 Automatic-tracking Loop. —This system serves as a 
good illustration of the decibel-log-frequency design techniques because 
of the availability of the considerable amount of experimental data con¬ 
tained in Radiation Laboratory Report 370. 1 The Nyquist locus and 
differential-equation methods were used in the design of this equipment. 

The system 2 comprises a radar transmitter and a receiver which 
delivers a modulated video signal to a diode detector. A so-called 
“slow” automatic gain control operates on the radar receiver gain in 

1 G. J. Plain and S. Godet, “Data on SCR-584 Control Equipment,” Dec. 17, 1942. 

2 “The SCR-584 Radar,” Electronics, 18 , 104 (1945). 
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such a way that the amplitude of the video modulation envelope is pro¬ 
portional to the angle between the parabolic-reflector axis and the target, 
that is, to the angular error in tracking the target. The signal is modu¬ 
lated at 30 cps, since reception takes place through a conical-scanning 
antenna placed at the parabola focus and rotated at this speed by an 
1800-rpm induction motor; this motor also drives a two-phase permanent- 
magnet reference generator. The 30-cps reference generator is used in 
the commutating or phase-sensitive detector to enable separation of the 
elevation and traverse (or azimuth) error signals. 



Radar 
transmitter 
and receiver 

Video error < j 
signal_ 

Third 

detector and 
30 cps filter 


Speed 

feedback 

bridge 

~WL 


Antihunt 

feedback 

filter 


zL 


30 cps 
error signal 


Commutating 
circuit and 
ripple filter 


E r 


6L6 

output 


1 Err 


Amplidyne 


30 cps reference 

Fig. 4*48.—SCR-584 tracking-servo block diagram. 


In what follows it will be assumed that the commutating detector has 
performed its function and that the analysis can be carried out separately 
for the elevation and azimuth channels. The circuits of the two channels 
are identical and can therefore be considered separately. Figure 4-48 
is a block diagram of the servo system. The torque limit circuits will 
not be discussed in the following and have not been included in Fig. 4-48. 
Neglecting noise modulation effects, the modulation envelope is a true 
representation of the antenna misalignment and will be assumed to be 
in phase with the actual error e. Radiation Laboratory Report 370 
gives an over-all frequency response for the third detector and 30-cps 
filter. The data are fairly well fitted by a single-lag transfer function 
with Tz = 0.013 sec: 


63 _ K- 3 

7 " T 3 p + 1' 


(155) 


where e 3 is the amplitude of the 30-cps error signal. The commutating 
circuit can be considered as producing a slowly varying voltage with 
superimposed ripple. Most of the ripple power is 60 cps and higher, 
since it is full wave. The average value of the commutator output is 
equal to the amplitude of the 30-cps error signal associated with the 
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azimuth or elevation error. The commutator output is then fed through 
a ripple filter of the type illustrated in Fig. 4-49. The nominal values 
indicated would give a quadratic lag with f = 0.35 and a cutoff frequency 
of 71 radians/sec or 11.3 cps. Actual measurement indicates that the 
frequency response depends on the amplitude of the input voltage E r but 
is fairly accurately represented by the transfer characteristic 


Er 

E r 


(T r p + l ) 2 


(156) 


100k 

-AA/v 


with T r = 0.01 sec. 

The 6L6 output stage can be looked upon as a combined mixer and 
amplifier. The output of the ripple filter is applied to the grids of a 

pair of 6L6 tubes, and the amplified 
antihunt feedback voltage is differ¬ 
entially applied to the screen grids. 
The plate currents of the two 6L6’s 
flow through two amplidyne control 
fields; the difference current is effec¬ 
tive in producing the amplidyne out¬ 
put voltage. The inductance of each 
control field is approximately 30 
henrys, which, with the assumption of 
100 per cent coupling between the two control fields and a 30,000-ohm 
plate resistance for the 6L6, gives 


2000h 

o— 


E 




E, 


Fig. 4*49.—SCR-584 commutator-ripple 
filter. 


K r E r KfEf 
T cV +1 T c p + T 


(157) 


with the control-field time constant T c = 0.002 sec. The quadrature- 
field time constant T q was measured and found to be 0.02 sec. Using 
the armature resistance of 6.9 ohms, rotor inertia of 7 lb in 2 , and the 
name-plate data of 0.5 hp, 3450 rpm, 250 volts, 1.9 amp, one obtains 
T m = 0.041 sec. Combining the motor and amplidyne and using the 
armature circuit resistance of 11 ohms together with the motor resist¬ 
ance of 6.9 ohms, one finds the combined motor-amplidyne time constant 
Tma = 0.10 sec. This compares with a measured value of 0.11 sec for 
the combined time constant in the system. Using Eq. (157) and the 
above time constants, one then obtains 

(TmaP + l)(T q p + 1 ){T c p + 1 )pO m = K m K T Er ~ K m KfEf. (158) 

The speed-feedback bridge is of the type discussed in Sec. 3T5. It is 
redrawn in Fig. 4-50, along with the connections between the motor and 
amplidyne. Referring to Fig. 3-24, we see that 
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R e = R 5 + = 3.1 ohms, 
R m = Rs + Ri = 5.8 ohms, 
R a = R 7 + R s = 10.1 ohms, 


The speed-feedback voltage is then related to 6 m by the equation 


where 


E„ = K g (T m0 p -f l)p0 TO , 


K a = 


R i 


R\ -f- R 2 


K e 


(159a) 


is the effective tachometer constant, and 

T> Ft 2 TJ 

Rm t> 1X>C 

rp _ __ rp 

-L m 0 D I D T TO may 

Ra I Rm 1 Rc 

the loading effect of Ci in Fig. 4-50 has been neglected. On substituting 
in the numerical values, one obtains T m0 = 0.22, T ma = 0.024 sec. 



Fig. 4-50.—Amplidyne-motor connections and speed-feedback bridge. 


The capacitor C 1 in Fig. 4-50 is a capacity load on the divider resistors 
fO and R‘>. It looks into a very high impedance at the input to the feed¬ 
back filter. Equation (159a) then 
becomes 

E a = K g p9m ’ (1596) 

where I 7 * = (RiRz/RiRzjC 1 = 0.0017 
sec. This capacitor is introduced to 
provide a high-frequency cutoff and 
prevent brush noise and general pick¬ 
up in the system from activating the 
feedback-amplifier stages. 

Figure 4>51 is a schematic diagram of the high-pass equalizer or anti¬ 
hunt filter used in this system. The voltage E, is supplied by the low- 
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impedance bridge and may be considered to have a zero source impedance. 
The voltage Ef is applied to a vacuum-tube control grid R-i can then be 
taken as the only load. The transfer function can be shown to be 



RiC 2R1C2P 


(e p + 0 


( 


RiCip ( R2C2P + 1 + 


r)(i p + 1 ) 


+ R2C2P + 1 


This transfer function can be factored and rewritten as 


(160) 


Ef 

E. 


r, fe)‘ < r * + 1} _ 

r ‘(r. P + i)f(iy + 2r^ + i 

L\Wn/ W n 


(161) 


where Tl = L/R 1 and T 1 , u„, £ are obtained by factoring the denomina¬ 
tor. Putting in the constants given in Fig. 4-50, one finds 


T l = 0.253 sec, 

Ti = 0.558 sec, 

co„ = 3.835 radians/sec, 

f = 0.608, 

Ti/Tl = 2.206 = +6.9 db, 

conTj = 2.140 = +6.6 db, 

w„7+ = 0.970 = —0.3 db. 


The asymptotic characteristic rises at 12 db/octave to 10 = 1/7+ a t 
6 db/octave for l/Ti < w < w», at -6 db/octave for Wn < u < 1/7+; 
it is then constant at 0 db for higher frequencies. Using the previously 
defined quantities, one obtains 


B m = 


K m K r K s 


(7+p + l)(7Vp+l)/ c 


_ KJZfKATi/TMpM^TLp + l)(T m0 p + 1) 


(Tip + 1) 


[©' 


+ 2r + 1 

OJ n 


(T x p + 1) 


p(T ma p + 1)(7> + l)(T e p + 1) 
Solution for 0 m /e gives 


(162) 


6 


1 

K m K T Ks 1 

1 

Lp(T mo p + l)(7+p + l)(T c p + l)(7+p + l)(2+p + 1)21 

K m K f K g ^ | 

^ p^ 

| (2+p + l)(7+ 0 p + 1) 


J | _ ___ h \^n/ 

(T,p+1) (2+ 0 p+1) (T 9 p +1) (7 1 c p +1) (Tip +1) [(p/w„) 2 +2f (p/w„) +1] 


(163) 
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In terms of the gear ratio N between do and 6 m and the loop-transfer 
functions Y h and Y22, one can write 


— — v — ^11 

e 7n 1 + Yn 


(164) 



" W^P + 1)(7> + l)(r.p + 1)(7> + 1 KTrP + l) 2 ’ 


(165) 



K v = K m K T Kz/N = velocity-error constant, 

K22 = K m K f K q = antihunt gain. 

The antihunt gain K 22 has been so defined that it is the zero-frequency 
loop gain around the speed-feedback loop when the capacitors in the anti¬ 
hunt filter are short-circuited out (the filter then has unity gain at all 
frequencies). The antihunt gain is a dimensionless number; the anti¬ 
hunt gain control on the servoamplifier can be adjusted to a maximum 
value of K22 - 70. The forward gain control on the servoamplifier 
could be adjusted to make K v a maximum of 540 sec -1 . 

The following is a summary of the constants for the system: 


Ti = 0.558 sec = 


u„ = 3.8 radians/sec, 


T l = 0.253 = 



T m0 = 0.022 = A, 
T g = 0.02 = A, 

T, = 0.013 = ttj 
Tr = 0.01 = rb , 

T c = 0.002 = vfar, 
T x = 0.0017 = jsb, 
f = 0.608. 


Figure 4-52 is an asymptotic decibel-log-frequency plot of Yh/K v 
and Y22/K22. A value of K22 = +26 db or an antihunt gain of 20 was 
chosen in drawing the combined curve for 7?i/(l + 7 22 ). 

As long as the antihunt loop is reasonaby stable (perhaps 15° phase 
margin at cutoff), it is possible to construct a phase-angle-log-frequency 
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curve from the asymptotic curve for Y u and to use this phase-angle curve 
along with the asymptotic decibel-log-frequency curve in selecting the 
value of K v that will give satisfactory system stability. In the present 
example, however, all of the steps will be carried through in detail, in 
order to illustrate the general method. 



Figure 4-53 is a plot of the exact decibel-log-frequeney and phase- 
angle—log-frequency curves for antihunt-loop transfer function Yu. 
Examination of this curve indicates that K 22 = d*26 db will give a 
stable system. The loop gain and loop phase angle can now be plotted 
on the decibel-phase-angle diagram (Fig. 4-54). The contours on this 
diagram permit (the sign having been changed as discussed in Sec. 4-11) 
a determination of the transfer gain and phase angle for the function 

Y 2 = 1 + F 22 * (167) 
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The loop gain |F 22 | d b, is plotted against Arg (F 22 ), with the radian fre¬ 
quency 03 as a parameter. The contours are those of |F 2 | and Arg (F 2 ) 
and are correctly marked in decibels and degrees, for 

-180° < Arg (F 22 ) < 0°. 

The contour diagram could be extended to positive values of Arg (F 2 ); 
but since the form of the contours is obtained by a reflection in the loop- 
gain axis, it is sufficient to reflect the curve for F 22 in the line Arg (F 22 ) = 0 
and plot back across the same set of contours. For this part of the curve 
the | F 2 | contours then retain the same values, but the values to be 



Fig. 4*55.—SCR-584 antihunt-transfer gain and phase angle. 

associated with the Arg (F 2 ) contours must be regarded as the negative 
of those marked on the diagram. Thus starting at high frequencies the 
curve crosses the —180° axis. The loop gain increases in value to 
approximately +24 db at a = 6 and Arg (F 22 ) = 0°; the curve is then 
reflected and becomes asymptotic to the —180° axis as co —* 0. 

The value of A 22 = +26 db used in constructing Fig. 4-54 gives a 
stable antihunt loop with approximately 12° phase margin at low- 
frequency feedback cutoff and a peak gain of approximately —9 db. 
Increasing A 22 by 16 db would make the antihunt loop unstable at the 
high-frequency end. 

Figure 4-55 is constructed by reading off the values of the transfer 
gain |F 2 | d b and the transfer phase angle Arg (F 2 ) from the contours for 
F 2 = 1 + F 22 . 

Figure 4-56 gives the loop phase angle for the loop transfer function 
Y° n that remains when the antihunt loop is inactive (F 22 = 0). The 
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Frequency in radians/^ec 

Fig. 4*56.—Primary-loop phase angles. 
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curve for Arg (Yu), also shown in this figure is constructed by subtracting 
Arg (F 2 ) (Fig. 4-55) from Arg (Yh): 

Arg (F n ) = Arg (Y° n ) - Arg (V 2 ). (168) 

Figure 4-57 shows the corresponding curves for the primary-loop gain 
and for 

|Fn|db = iFJjjdb — |F 2 ]db. (169) 

Reference to Fig. 4’56 shows that there is a maximum phase margin of 
+40° (180° — 140°) in the frequency region near « = 8 radians/sec. 



It follows that optimum stability will result when K v is so adjusted that 
this maximum phase margin occurs at a loop gain of approximately +2 
db. Selection of IC V = +46 db (200 sec" 1 ) accomplishes this; Fig. 4-58 
is the resulting decibel—phase-angle diagram for the system "with 

K v = 200 see -1 . 

The amplification for |0o/0;| can be read from the amplification contours; 
it is seen to have a resonance peak of +3.8 db at w = 8 radians/sec 
(1.3 cps). 

The over-all frequency response for the system with K v = 200 sec' 1 
and JC 22 = 20 is given in Fig. 4-59. It will be seen that the extension of 
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the low-frequency — 6-db/octave slope for \Bo/t\ intersects the 0-db axis at 
co = 200 = K v . 

It follows from Fig. 4-58 that an 11-db decrease or an 8-db increase in 
K v will raise the resonance peak to +6 db. This means that the over-all 
system does not have much sensitivity to changes in the error-signal gain— 
one of the requirements for an automatic-tracking system of the type of 
the SCR-584. 



Frequency in radians/^ec 

Fig. 4’59.—SCR-584 frequency response. 


One observes from Fig. 4-58 that the stability of the system is deter¬ 
mined by the phase angle and gain of F u in the frequency range 

3 < co < 20. 

Changes in K 22 and K v will obviously have no effect on Arg (F?i). Refer¬ 
ence to Fig. 4-54 shows that a change in Km will have little effect on Arg 
(F 2 ), since the contours of Arg (F 2 ) are almost parallel to the contours of 
Arg (F 22 ) • The contours of |F 2 | d b are also almost parallel to the contours 
of | F 22 U in this frequency region. Thus an increase in Km will merely 
move the complete curve of Fig. 4-58 downward by the same number of 
decibels, assuming that K v remains constant. Also, increasing K v and 
Ki 2 by the same factor will leave the stability and cutoff frequency 
unchanged. 

A study of the power spectrum of the angular error in automatic 
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tracking with the SCR-584, by the method of Chap. 6, indicates that the 
location of the peak varied during normal operation from 0.4 to 0.9 cps 
(2.5 to 5.6 radians/sec) and that the peak height was approximately 
+8 db when the resonant frequency was 0.9 cps, with greater peak heights 
occurring as the resonant peak shifted to lower frequencies. This is 
precisely the behavior that would be expected from Fig. 4-58 as either 
K v is decreased or if 22 is increased from the value used there. 

Referring to Fig. 4-52, one can investigate the behavior of the system 
as some of the parameters are varied. Among these are the combined 
motor-amplidyne time constant Tma and the time constant T m 0 . These 
two time constants can change appreciably as the regulation resistance of 
the amplidyne 1 is changed through its manufacturing tolerance of 25 
to 42.5 ohms (compared with 11 ohms as used in the foregoing analysis). 
For R a — 25 ohms, 


Tma. = O H T i t r n = 0.19 
11 + 6.9 

Tmo = 0.19 = 0.025 


For R a = 42.5 ohms, 


25 + 6.9 


T ma = 0.11 ~ , + A 9 = 0.3 


TmO = 0.3 


11 + 6.9 
5.8 - 1.6 
42.5 + 6.9 


= 0.026 


sec, 

sec. 


sec, 

sec. 


The change in R a is thus seen to correspond primarily to a change in T ma 
with little change in T m 0 . The change in T ma over the above range can 
be almost completely removed from the over-all system by a readjustment 
of if 2 2 that leaves K v and the frequency response unchanged. This would 
indicate that, as has been shown by experience, the manufacturing 
tolerance on R a is sufficiently precise. Variation of amplification in the 
various elements can, of course, be corrected by adjustment of the two 
gain controls that change if„ and if 22 . 

The time parameters that could give trouble are T q , co„, and T L ; 
these determine the length of the -6-db/octave slope in the Y u asymp¬ 
tote. The manufacturing tolerances on these parameters are not known 
to the authors, but it would seem reasonable to require T q to be less than 
0.03 sec, Tl to be greater than 0.35 sec, and co„ to be less than 5.6 radians/ 
sec. These tolerances were probably held in production, since they 
correspond to a 40 per cent change from the nominal value. 

4-19. Servo with a Two-phase Motor.— The two-phase motors men¬ 
tioned in Chap. 3 are quite useful in low-power servo applications. They 

, . 1 GE amplidyne model 5AM65FB2A, 500-watt, 250-volt, 115-volt, three-phase 
drive motor. 
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have been widely used in computing mechanisms and remote positioning 
applications. As an example, we may consider a servo system designed 
originally to drive a computer shaft in synchronism with train angle data 
provided by an antiaircraft director. This uses a Diehl 1 two-phase 



Torque in oz-in. 

Fig. 4-60.—Brake test at 115 volts, 60 cps of Diehl motor FPF49-7. 


servomotor. First a brief outline will be given of the experimental 
procedure involved in obtaining the motor characteristics. 

The motor rating is 22 mechanical watts output at 2200 rpm; Fig. 
4-60 is a copy of the manufacturer’s data. The rotor inertia is 0.66 
oz-in. 2 , and the impedance looking into either of the phases varies from 
350 ohms at no load and maximum speed to 180 ohms when stalled. 
Each winding takes 70 watts or 75 volt-amperes when the motor is stalled, 
with 115 volts on each winding. 

i S.S. No. FPF49-7, 115 volts, 60 cps, Diehl Manufacturing Co., Somerville, N. J. 
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Figure 4-61 shows the free-running speed and the stalled torque as a 
function of the control phase voltage with 115 volts on the fixed phase. 
Inspection of these curves shows that K m = 840° per second per volt and 
K t = 0.25 oz-in./volt. The measured inertia of the motor and its 



Fig. 4*G1.—Characteristics of Diehl FPF49-7 two-phase motor. 

associated gear train gave an inertia of 1 oz-in. 2 Conversion of these 
values to a common system of units gives 


f m = ~ = 0.018 

T m = ^ = 0.15 
J m 


oz-in. radian per sec, 


(170) 


sec. 


The speed-torque curve of Fig. 4-60 gives f m = 0.022 oz-in./radian per sec 
for the internal damping coefficient, that is, the slope of the speed-torque 
curve at zero speed point. Assuming that the stalled torque is linear 
with voltage, one obtains from Fig. 4-60 K t — 0.26 oz-in./volt. 

The value of K m can then be obtained from Eq. (170). All of the 
quantities are seen to be in fair agreement, an indication that the common 
brake test data can be used to obtain the motor time constant T m and 
the speed voltage constant K m . 
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The error signal id the system we shall consider is obtained from a 
synchro control transformer that is geared down from the motor by a 
ratio of 10. The error signal is then a 60-cps voltage with a gradient of 
0.1 volt per degree, referred to the motor shaft. The fixed phase of the 


204.4k +300 



motor is put across the 115-volt a-c line, and the error is made to lag the 
line by 90° through the use of a two-section RC phase-lag network. A 
conventional a-c amplifier is used with a pair of push-pull 807’s in the 
output; the amplifier has a voltage gain of 22,000 (+86.5 db). It 



delivers approximately 45 watts into the stalled motor—enough to 
drive the motor to its maximum power output at 2200 rpm. Inverse 
feedback is used in the amplifier in order to keep its output impedance 
at a low value (approximately 350 ohms). The phase-shifted error 
signal is passed through a bridged-T equalizer with a notch width 
of 5.5 cps (T d coo = 11). Figure 4-62 is a schematic diagram of the fil¬ 
ter and phase-lag network. Figure 4-63 gives a plot of the frequency 
response of this filter and phase-lag network, together with a plot of 
1 _|_ j( w _ ( 0 o )Td, which is the exact response for a lead equalizer in a 
carrier-frequency system with carrier frequency/o = co 0 /2 tt and derivative 
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time constant T* In each curve the gain has been plotted with its 
60-cps value as a reference level. The input attenuator and output 
cathode follower are included in Fig. 4-62 as an example of one method of 
coupling the equalizer into the circuit; in this example the over-all 
voltage attenuation at 60 cps in 69 db. The input attenuator has a 
loss of 9 db; the phase-lag network a loss of 20 db; and the bridged-T 
attenuation is 40 db. The amplifier used in this particular application 
was also used in 11 other servo channels with different equalizing net¬ 
works. This arrangement required cabling between the equalizing 



Fig. 4-64. —Experimental decibel-log-frequency plot of the loop transfer function. 


network and the servoamplifier. Since a low-impedance line is less 
likely to pick up signals from adjacent circuits, it was advantageous to use 
the cathode follower as an impedance transformer. The line from the 
servoamplifier to equalizer thus operates with approximately 500 ohms 
impedance to ground. 

Figure 4-64 is a plot of the loop gain for this system. The experi¬ 
mental setup made use of a synchro-control transformer as a generator of 
a modulated 60-cps signal which was connected to the input terminals of 
the network shown in Fig. 4-62. A constant 60-cycle voltage was 
impressed on its stator; and as the rotor was turned, its voltage was 

Er = E cos u m l cos o>o t, (171) 

where E = maximum value of the 60-cycle carrier, 

fo = = carrier frequency, cycles per second, 

/m = ^ = rotation speed, revolutions per second. 

The voltage Er is of the same form as that which would be produced by 
a small-amplitude sinusoidal motion of a synchro-control transformer in a 
synchro data-transmission system. The magnitude of E was changed 
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throughout the course of the experiment in order to maintain the maxi¬ 
mum voltage applied to the control phase of the motor at 50 volts rms. 
The amplitude of oscillation of the motor shaft or a geared-down shaft 
was observed optically at the low frequencies and electrically at high 
frequencies. The ratio of the motor-shaft amplitude in degrees to the 
voltage E of Eq. (171) is plotted in Fig. 4-64. 

The system was operated with a velocity-error constant K v = 500 sec -1 
which placed feedback cutoff at 96 radians/sec (15.3 cps). The intercept 
of the — 12-db/octave section on the 0-db axis of the loop gain curve 
occurred at 57.7 radians/sec and gave an acceleration-error constant of 
(57.7) 2 , or 3330 sec -2 . Experimental over-all frequency-response curves 
show a rapid falling off at frequencies above 15 cps and thus verify the 
above analysis. 



Fig. 4*65.—Instantaneous angular velocity and acceleration of a target on a straight-line 

course. 


This system was designed to drive a computer shaft in synchronism 
with the train angle of an antiaircraft director that was tracking an air¬ 
plane target. The computer shaft was geared down by a factor of 360 
from the motor shaft. For a horizontal deck and a straight-line constant- 
velocity target, one finds 

0, = tan -1 y, (172) 

I'm 

where 0/ = input train angle, 

Vh = horizontal velocity, 

R m = minimum horizontal range, 
t m = time at crossover. 

The angular velocity and angular acceleration are 


d% 

d < 2 


ddi 

dt 


V_h 


COS' 5 





sin 0/ cos 3 0/. 


(173) 


(174) 
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The angular velocity reaches a maximum of Vh/R m at crossover, or 0/ = 0. 
The angular acceleration reaches a maximum positive value of 



at 30° before crossover and a corresponding maximum negative value at 
30° after crossover. Figure 4-65 is a plot of the angular velocity and 
acceleration when Vh/R m is \ radian/sec (500 angular mils per second). 
This corresponds to a target with R m — 500 yd and V h = 250 yd/sec 
(450 knots). Using the values of K v and K a previously determined, one 
computes for the servo following of such a target a maximum velocity 
error of 1 mil and a maximum acceleration error of 0.05 mils. 



CHAPTER 5 

FILTERS AND SERVO SYSTEMS WITH PULSED DATA 


By W. Hurewicz 

6*1. Introductory Remarks.—Servos considered so far in this book 
operate on the basis of error data supplied continuously, in an uninter¬ 
rupted flow. The present chapter is concerned with servos that are 
actuated by error data supplied intermittently, at discrete moments 
equally spaced in time. In other terms, the error data are supplied in 
the form of pulses, and the servo receives no information whatsoever 
about the error during the period between two consecutive pulses. 

As an extremely simple example of a servo with pulsed data, let us 
consider a system for which the input and the output are shaft rotations. 
We denote as usual by 0/ and 0 O the angles determining the position of 
the shafts and suppose that the action of the servo consists in (1) measur¬ 
ing the error e = 0/ — 0 O at specified, equally spaced moments, say once 
every second, and (2) instantaneously rotating the output shaft immedi¬ 
ately after each measurement by the angle Ke, where A is a fixed positive 
constant. In order to study the performance of the servo, we may sup¬ 
pose that the system begins operating with an initial error e 0 and that the 
angle 0/ is kept fixed thereafter. Immediately following the first error 
measurement, the error will acquire the value 

ci = (1 - K)e o. (1) 

Immediately after the next measurement the error will have the value 

c, = (1 - K)e x = (1 - K)H o. (2) 

Denoting by e n the value of the error immediately after the nth measure¬ 
ment, we have 

e n = (1 - K)-e o. (3) 

When 0 < K < 2, the error approaches zero with increasing n; the servo 
is therefore stable. On the other hand, for K > 2 the error increases 
indefinitely and the servo is unstable. It is to be noted that instability 
is caused in this case by overcorrection. This kind of instability is quite 
typical for servos with pulsed data. 

A less trivial example will be obtained by the following modifications 
of the preceding example: Instead of assuming that the errors are cor- 
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rected by instantaneous rotations of the output shaft, let us now assume 
that the corrective action of the servo consists in continually exerting a 
torque on the output shaft in such a fashion that the torque is always 
proportional to the error found at the immediately preceding measure¬ 
ment. The torque then remains constant during the interval between 
two measurements, changing stepwise at each measurement. Again it is 
clear that overcorrection and instability will occur when the corrective 
torque per unit error is too large. In this case a quantitative analysis of 
stability conditions is not simple, nor can it be obtained by methods used 
in the theory of servos with continuous error data. The complete 
analysis will be given at the end of this chapter. Another example of a 
servo with pulsed data is the automatic gain control system for radar 
tracking systems. 

In the following we shall denote by the repetition period of a servo the 
time interval T r between two consecutive moments at which error data 
are received. The quantity 1 /T r will be called the “repetition frequency 
f r ” (in cycles per second). It is almost needless to mention that when T r 
is very small compared with other time constants involved in the system, 
the servo can be treated to within a sufficiently good approximation as a 
servo with continuous data. The need for a different treatment arises 
when the length of the repetition period cannot be neglected in compari¬ 
son with the remaining time constants of the servo. 

In analogy with the procedure adopted in Chap. 2, we shall base the 
theory of servos with pulsed error data on the theory of filters with pulsed 
input data; this will be the subject of the following sections. 

FILTERS WITH PULSED DATA 

6-2. The Weighting Sequence.— By a linear filter with pulsed data 
(abbreviated in the following discussion to pulsed filter) we shall mean a 
transmission device that is supplied with input data at specified equally 
spaced moments and, in response, furnishes output data at the same 
moments in such a way that (1) the output data depend linearly on the 
input data received previously and (2) the performance of the device does 
not change with time. An example of such a device is a four-terminal 
passive network that receives its input voltage in the form of pulses; if we 
consider the values of the voltage at the output terminals only at the 
instants when a pulse is applied to the input terminals, this network can 
be regarded as a filter wdth pulsed data. 

In order to formulate mathematically the conditions 1 and 2 of the 
preceding paragraph, let us assume that input data are received at the 
moments t = nT r (n = 0, ± 1, +2, +3, • • • ). Let be the value of 
the input and y n the value of the output at the time t = nT r . Condition 
1 states that 
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Vn 


00 



Cnj'kXn—k) 


7i = 0, +1, i 2, • • • , 


(4) 


where the c n ,k are real constants. Condition 2 states that the coefficients 
c n ,k depend only on k, since x n -k must enter y n in the same way as x m - k 
enters the expression for y m . Setting 

U) k = Cn,kf ( 5 ) 

we write Eq. (4) as 

oo 

yn = ^ W k X n -k. ( 6 ) 

it — 1 

In order to avoid difficulties caused by the fact that the infinite series 
in the right-hand term of Eq. (6) may not converge, let us assume for the 
time being that the input up to a certain moment is zero; that is, x n = 0 
for sufficiently large negative values of n. Then there are only a finite 
number of terms in the sum which are different from zero, and the 
question of convergence does not arise. 

The sequence ( w n ) is quite analogous to the weighting function W(t) 
introduced in Chap. 2; it will be called the weighting sequence of the filter. 
It may be noted in passing that a pulsed filter can be regarded as a con¬ 
tinuous filter with the weighting function 


W{t) = ^ w n S(t - nT r ), (7) 

71 = 1 

where 5 (t) denotes the Dirac delta function. 

The meaning of the numbers w n will be made clearer by the following 
remark. Let the input to the filter be a single unit pulse applied at t = 0: 

Xo = 1, x n = 0 for n^0. (8) 

Then by Eq. (6) 

y n = w„ (n = 1, 2, 3, • • • ). (9) 

In words, the number w n represents the response to the unit pulse n 
repetition periods after the pulse has been received. 

If for a sufficiently large n, say for n > N, all the w n are zero, then the 
output at a given moment depends only on the N input data received 
immediately preceding this moment. One can say in this case that the 
filter has a “finite memory ” limited to N pieces of information. 

5.3. Stability of Pulsed Filters. —In complete analogy with the con¬ 
cept of stability developed in Chap. 2, a pulsed filter will be called stable 
if to a bounded input there always corresponds a bounded output. We 
shall see that a necessary and sufficient condition for stability is the absolute 
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convergence 1 of the series ^ w n , where (w n ) is the weighting sequence 

n = 1 

of the filter. 

ao 

We first prove the sufficiency. Suppose that the sum ^ |u;„| 

n = 1 

is finite, and let A denote its value. Let the input sequence ( x n ) be 
bounded; that is, for a certain positive number M, 

\x n \ < M (10) 

for every integer n. From Eq. (6) we obtain 


\y n \ < ^ M\w k \ = MA. (11) 

k = \ 

The output is therefore bounded by the number MA. 

In order to prove the necessity of the condition let us assume that the 
filter is stable. It was remarked in the preceding section that the weight¬ 
ing sequence ( w n ) can be regarded as the output sequence corresponding 
to the unit-pulse input. Hence (by the definition of stability) the 
sequence ( w n ) is bounded. Let M be a positive number such that 

[w n \ < M (n = 1, 2, 3, • • • ). (12) 


Suppose now that the series ^ \ W A diverges. There certainly exists 

n = 1 

a positive integer N i such that 

1 v. 



7 » = 1 


We further select an integer N 2 > N i such that 

^ |u>„| > MNi + 2. (14) 

71 = 1 

The existence of such an integer follows from the divergence of the series. 
We continue the process ad infinitum. After having selected the integers 
Ni, Ni, . . . , Ni-i, we choose an integer iV» > JV<_i satisfying 


1 A series 2 w n is said to be absolutely convergent if V |w n [ < 
1 n-1 
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Ni-Ni.i 

\w n \ > MNi-l + i. 


i-Ni. 

X 

n = 1 

We now define a bounded input sequence as follows: 

x n = 0 for n 0, 

x n = sgn Wjf,., 1 for 1 ^ n < N i, 
x n — sgn w Nl -„ for Ni ^ n < N i} 
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(15) 


(16) 


x n = sgn wm-n for Ni- 1 ^ n < Ni. 

Let ( y n ) be the corresponding output sequence. By Eq. (6) 

Ni -1 


fc=l 


WkXNi—k . 


(17) 


X 


Vi-1 

X 


For 1 :g A; ig TVi — iV<_i, the kt h term in this sum has (in accordance with 
the definition of the numbers x n ) the value \wk\. Then by Eq. (15) 

Ni-Ni-i 

w k x Ni - k > MNi -1 + i. (18) 

4=1 

On the other hand, for any n we have \w n \ < M, and hence 

Ni- 1 

WkXNi-k > —MNi- 1 . (19) 

k=Ni-Ni -i + l 

Adding the last two inequalities, we obtain 

VNi > i. ( 20 ) 

Thus (y n ) is an unbounded sequence, contrary to the assumption that the 
filter is stable. This concludes the proof. 

An important property of stable filters is the existence of a steady- 
state response to a step-function input. Let a unit-step function be 
applied to the filter at the time t = 0. The input x n has then the value 
zero for n < 0 and the value one for n ^ 0 For the corresponding out¬ 
put data we have, by Eq. (6), 


y n = ^ Wk. (21) 

4=1 

00 

Since the absolute convergence of the series ^ w n implies ordinary con- 


n = 1 


i symbol **sgn b }} denotes the number that is 0 if 6 — 0 ? is 1 if & > 0, and 
is — 1 if b < 0. 
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vergence, the output y n in Eq. (21) approaches with increasing n the 
finite value 



The constant S represents the steady-state output corresponding to a 
unit-step input. It should be remarked that the steady-state response S 

may exist even for an unstable filter, since the series ^ w n may converge 
without converging absolutely. 

So far we have always assumed that the input x n is zero up to a certain 
moment. In the case of a stable filter the series in the right-hand term 
of Eq. (6) converges for any bounded infinite sequence ( x n ). This follows 
from the fact that if M is an upper bound for the absolute values |x„|, the 

oo 

convergent series ^ M\w n \ is a majorant series for the series in Eq. (6); 

n= 1 

the output sequence is well defined even if x n is different from zero for 
arbitrarily large negative values of n. In the case of stable filters one 
may therefore speak of an output for a bounded input which has been 
“going on forever . 99 In particular, the response to the constant unit 
input x n = 1 (n = 0, +1, + 2, • • • ) is the constant output 


00 



*-1 


which is, of course, equal to the steady-state response to the unit-step 
input. 

We shall call a filter normalized if 



71=1 


In this case a constant input is faithfully reproduced by the filter, with¬ 
out either attenuation or amplification. In the case of a normalized 
filter, each of the output data y n can be regarded as a weighted average of 
previously applied input data z„_i, x^i, x„_ 3 , • • • . 

6 * 4 . Sinusoidal Sequences. —Let (x n ) (n = 0 , +1, ±2, • • • ) be a 
two-sided discrete sequence of data observed at equally spaced moments 
nl\ where T r is fixed once for all. (In this section it is not necessary to 
assume that the members of the sequence are input data of a filter.) 
We shall call ( x n ) a sinusoidal sequence with a frequency of a> radians per 
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second or / = w/2-r cps if 

= A sin (nwl 7 , + <p) = A sin (2 imfT r + <£), (25) 

where A and <f> (“amplitude” and “phase,” respectively) are constants 
and A > 0. 

We observe first of all that unlike the continuous function, the se¬ 
quence of Eq. (25) is not periodic unless the frequencies / and f r = 1/T r 
are commensurable. 1 

We further note that the amplitude A does not necessarily represent 
the maximum value attained by the members of the sequence. 2 For 
instance, if f/f T — i and <f> = 7r/4_each number in the sequence of Eq. (25) 
has one of the two values + (s/2/2)A ~ ±0.7 A. If, however, / and f r 
are incommensurable, the amplitude A is always the upper bound 
(although not necessarily the maximum) of the sequence; that is, there 
are members of the sequence arbitrarily near to but less than A. 

The following remark is of the greatest importance: The sequence of 
Eq. (25) remains unchanged if the frequency/is replaced by the frequency 
/ + kfr, where k is an integer. No distinction can be made between two 
frequencies that differ by an integral multiple of the repetition frequency. 
For instance, a sinusoidal sequence of frequency f r obviously consists of a 
single number repeated infinitely many times and is hence the same as a 
sequence of the frequency zero. It is clear from the foregoing that by 
varying / between 0 and f r the entire range of frequencies is covered. 

As a matter of fact, every sinusoidal sequence can be 'written as a 
sequence with the frequency not exceeding one-half of the repetition fre¬ 
quency. In order to show this, let us consider two frequencies / and /', 
such that / + /' = fr', such frequencies will be called complementary to 
each other. Clearly one of these frequencies, say /', is ^ f r /2. Hence 
it is sufficient to demonstrate that every sinusoidal sequence with the 
frequency / can also be written as a sinusoidal sequence with the fre¬ 
quency/'. Now 

A sin (2irnfT r + <j>) = A sin (— 2irnf' T T + 4>) 

= A sin (! 2'rnfT r + w — <j>). (26) 

Thus a sinusoidal sequence with the frequency / can also be represented 
as a sequence with the frequency /', with the phase changed from <j> to 
(it — < f >). 

As in the discussion of continuous sinusoidal data, it is convenient to 

1 By a periodic sequence is meant a sequence such that for a certain fixed m, 
Xn+m = x n for all integers n. A sinusoidal sequence always belongs to the .class of 
sequences called “almost periodic” regardless of whether or not it is periodic. 

2 It is, of course, clear that no member of the sequence can exceed A . 
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substitute for the sequence of Eq. (25) a sequence of complex numbers, 

<y n = ce’ nuT ', (27) 

where c is a complex constant. With suitably selected c the real parts of 
the numbers <r n are the members of the sequence of Eq. (25). The 
sequence (27) can be written in an even simpler way if we make the 
substitution 

z = e laTr ; (28) 

it now becomes 

<r n = cz n . (29) 

In this representation z can be an arbitrary complex number of 
absolute value 1. Each frequency u is represented by a definite point z of 
the unit circle; moreover, equivalent frequencies (that is, frequencies 
differing by multiples of the repetition frequency) are represented by 
the same point on the unit circle. (Hence the advantage of using a circle 
instead of a straight line for representing the continuum of frequencies.) 
The frequency w = 0 corresponds to the number 2 = 1, and the frequency 
equal to one-half of the repetition frequency corresponds to the point 
2 = — 1, which is one-half of the circumference away from the point 
2 = 1 . The frequency equal to one-fourth of the repetition frequency 
is represented by the point z = j, which is one-fourth of the total cir¬ 
cumference away from the reference point 2 = 1 , and so on. When « 
is varied from 0 to 2irf r , the point z makes a complete turn around the 
unit circle in the counterclockwise direction. It should be noted that 
two points on the unit circle symmetric with respect to the real axis (or, 
what amounts to the same thing, two conjugate complex numbers of 
absolute value 1) represent complementary frequencies, which, as was 
pointed out before, are not essentially different. Hence the points of 
the upper (or the lower) semicircle, including -fl and —1, suffice to 
represent the entire range of frequencies. 

5 - 5 . Filter Response to a Sinusoidal Input.— Since a sinusoidal 
sequence is necessarily bounded, it follows that a sinusoidal sequence of 
data applied as the input to a stable filter will produce a well-defined 
output. In computing the output it is convenient to replace the sequence 
in Eq. (25) by an imaginary input sequence of the type in Eq. (27) or, 
equivalently, by a sequence of the type in Eq. (29). The “response” to 
such a complex input sequence is a sequence of complex output data with 
real parts representing the output data corresponding to the real parts of 
the input data. 

From the input sequence 

<r n = cz n = ce inaTr (n = 0 , ±1, ±2, • • • ) 


(29) 
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In 


00 



cw k z n ~ k 


00 



fc = l 


cyz n , 


where the complex number 


00 



00 



Wke~~ 3u,kTr 


(30) 


(31) 


depends only on the frequency co. The sequence (In) determined by Eq. 
(30) is of exactly the same form as the sequence in Eq. (29). Translated 
into "real” terminology, this yields the fundamental result that (in 
complete analogy with the theory of continuous filters) the response of a 
stable filter to a sinusoidal input is a sinusoidal output of the same frequency. 
The change in the amplitude and phase is obtained in a familiar way 
from the complex number T): The ratio of the amplitude of the output to 
that of the input is the absolute value of (Lf; the difference between the 
phase of the output and the phase of the input is the angular coordinate 
of t y. One sees that for 2 = 1, that is, for the input frequency zero, the 
response factor is ‘y = Wi + u >2 + Wz + * ' * ,‘ whereas for z = — 1, 
that is, for the input frequency if r , the response factor assumes the value 
<\j = — u>i u )2 — W 3 + • • • . Since the latter value is always a real 
number, we are led to the following important conclusion: The phase shift 
at the input frequency of -§■/, is either 0° or 180°. 

Example. —Let w n = K n , where K is a real constant and \K\ < 1. 
For the frequency-response ratio we obtain from Eq. (31) 


y = 



n = 1 


K = K 
z — K e ]0,T ' - K 


_ K _ 

cos coT r — K + j sin uT r 


(32) 


The ratio of output amplitude to input amplitude is 


\y\ = 


_ K _ 

V(cos coT r - iO 2 + sin 2 coT r 


K 

VK~ 2 +1-2 K cos wT,’ 


(33) 


The output lags behind the input in phase by an angle 


<P = 


tan -1 


sin aT r 
cos wT r — K 


(34) 


Regarded as a function of the frequency co, ^ is, of course, periodic 
with the period 2ir/T r = 27r f r , and according to Eq. (31) the weighting 
numbers w„ are coefficients in the Fourier expansion of ^ as a function of 
co. This implies incidentally that the numbers w n (and consequently the 
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performance of the filter) are completely determined by its frequency 
response. 

Before concluding this section, let us consider a bounded input that 
becomes sinusoidal only from a certain moment on and is completely 
arbitrary up to this moment (subject merely to the condition of bounded¬ 
ness). Suppose, for instance, that Eq. (25) is satisfied only for n ^ 0 
whereas, if n < 0 , the numbers x n form an arbitrary bounded sequence. 
Let y n be the output in the present case, and let (y m ) denote the sinusoidal 
response to the sequence that satisfies Eq. (25) for all positive and 
negative values of n. By using the absolute convergence of the series 

^ w n it is easily shown that 


lim (y n - y an ) = 0 . 


(35) 


In other terms, the sequence ( y an ) represents the steady-state output cor¬ 
responding to an input that is sinusoidal only after a certain moment, 
without having been sinusoidal “forever.” The difference y n — y an 
represents the transient part of the output, which gradually disappears. 

5-6. The Transfer Function of a Pulsed Filter. —In the preceding 
section the quantity 




-l 

k =i 


w k z~ k 


(31) 


was considered only for values 2 on the unit circle \z\ = 1 . In a purely 
formal way we can consider as being defined for any complex number 

co 

2 for which the power series V w k z~ k converges; for any such number 

* = i 


the sequence yz n (n = 0, + 1 , + 2 , ±3, • • • ) can be regarded (again 
from a purely formal point of view) as the output sequence that corres¬ 
ponds by Eq. (G) to the input sequence 1 2 '* (n = 0, +1, +2, + 3 , • • • ). 
These formal considerations are valid even if the filter is unstable. 

It is well known from the elements of function theory 2 that the series 

(« 

^ w k z~ k converges for |«| > R and diverges for \z\ < R, where the con- 

k = 1 

vergence radius of the series R is the upper limit of the sequence 

\Wn | l/n (ft = 1, 2, * * * ). 

1 We shall speak in this ease of the “output sequence” despite the fact that the 
sequence z is unbounded unless |*| = 1 (previously we agreed to consider output 
sequences only in the case of bounded input sequences). 

2 See, for instance, E. C, Titchmarsh, The Theory of Functions , Oxford, New York 

1932. ’ 
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In extreme cases R may have the value 0, which means that the series 
converges everywhere except at the point z = 0, or R may have the value 
co , which means that the series diverges everywhere except at the point 
z = co . In the following we shall always assume that R < » or, equiv¬ 
alently, that a finite positive number M can be determined in such a way 
that 

|to„| ^ M n (36) 

for every n. Observe that this condition is automatically satisfied if 
the weighting sequence is bounded and, in particular, if the filter is 
stable. 1 

For \z\ > R the quantity ^ is an analytic function of z with the value 
zero at 2 = co. By using the process of analytic continuation 2 one 
may be able to assign values of even to points with | 2 | < R (for such 

oo 

points will not be represented by the power series ^ w k zr k ). The 

k=\ 

complete analytic function obtained by the process of analytic continua¬ 
tion from the power series may very well turn out to be a multivalued 
function; for example, setting w n = (—1 ) n /n, we obtain 

<y( 2 ) = - In (1 + 2 - 1 ), 

with infinitely many values assigned to each z. 

The transfer function of a filter is defined as follows: Given a filter 
(stable or unstable ) with the weighting sequence (w„), the function of the 
complex variable z defined by 



k — 1 


and extended by the process of analytical continuation is called the transfer 
function of the filter. 

Example 1.—Let w n = K n , where K is an arbitrary real constant. 
Then (see the example at the end of the preceding section) 

■aw = ^§x ( 38 ) 

We observe that ^(z) is defined over the entire complex plane 
[if the value oo is included among the values of ‘tj(z)], despite the 

j Jt ] ias b een shown in Sec. 5-3 that stability implies the absolute convergence of 
00 

the sum ^ w n and, consequently, the boundedness of the sequence (u>„). 
n = 1 

2 Titehmarsh, op, cit . 
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fact that the power series by which 9) is defined converges only 
for \z\ > |i£|. The point z = K is a pole of the function ^( 2 ); 
at all the remaining points of the plane 'll ( 2 ) is regular. 

Example 2.—Let w n = 1/n!. Then 


(39) 


^( 2 ) = e 1/z — 1. 


In this case ^( 2 ) has an essential singularity at 2 = 0. 

Example 3.—Consider a filter such that w n = 0 for sufficiently large 
n, say for n > no. Then 


<y(z) = P(z)zr n \ 


(40) 


where P(z ) is a polynomial in 2 ; conversely, when y(z) is of this 
form, then all sufficiently high terms in the weighting sequence 
vanish and the filter has a “finite memory.” 

It is worth remarking that the substitution 


z = e T,p 


(41) 


transforms the function y(z) into the function of p defined by the series 


Wke kTrP . This series is quite analogous to the Laplace integral 


y o _ dt W(t)e pt , which served to define the transfer function of a “con¬ 
tinuous” filter in terms of its weighting function W{t). In the case of 
pulsed servos it is much more convenient to use the variable 2 than p, 
since in most important cases the function ^( 2 ) turns out to be a rational 
function of 2 , whereas % regarded as a function of p, can never be rational 
or even algebraic. This last remark follows from the fact that 2 and 
consequently 9) are periodic in p with the imaginary period 2wj/T r . 

6-7. Stability of a Pulsed Filter, and the Singular Points of Its Trans - 
fer Function.— This section relates only to filters with single-valued 
transfer functions. This restriction is made to avoid terminological 
complications; the following discussion could easily be extended to the 
case of multivalued transfer functions by substituting for the complex 
plane the Riemann surface 1 determined by the transfer function. 

With the assumption that Of is single valued, it is clear that the weight¬ 
ing sequence is completely determined by the transfer function y(z), 
since the numbers w n are coefficients in the Taylor expansion of l l[ ( 2 ) 
at the point 2 = 00 . It follows that all the properties of the filter are 
determined by the function ^( 2 ). The most important property of a 
filter is its stability or lack of stability. We shall now prove that the 
stability properties of a pulsed filter, like those of continuous filters, 
depend on the location of the singular points of its transfer function. 

1 E. C. Titchmarsh, The Theory of Functions, Oxford, New York, 1932. 
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We consider first a stable filter. According to Sec. 5-3, the series 

00 co 

^ Wk converges absolutely. In other words, the series ^ WkZ~ k 

fc=>l k=l 

converges for 2 = 1. Hence the convergence radius R must be £[ 1. 
The function 4)(2) is regular for | z\ > R and a fortiori for \z\ > 1 (includ¬ 
ing 2 = co); all the singularities 1 of ^( 2 ) are therefore contained inside 
the unit circle or on its boundary. 

00 

On the other hand, if the filter is unstable, then the series ^ w k z~ k 

k=l 

does not converge absolutely for 2 = 1, and hence R ^ 1. We now recall 
that by a fundamental theorem of function theory, there is at least one 
singular point (which may be either a pole or an essential singularity of 
< y) on the boundary | 2 | = R of the convergence circle. Since R ^ 1, this 
point is located either in the exterior or on the boundary of the unit circle. 

Combining these remarks, we obtain the following fundamental 
theorem: If all the singular points of the transfer function are located inside 
the unit circle, the filter is stable. If at least one singular point lies outside 
the unit circle, the filter is unstable. 

It should be observed that there is one ambiguous case which is not 
covered by the preceding theorem, the case of a transfer function with all 
singularities inside or on the boundary of the unit circle and at least one 
singularity located exactly on the boundary. In this case the filter may 
be stable or unstable. From the physical point of view such a filter 
should be regarded as unstable, since a very small change in the physical 
constants of the filter may throw the critical singularity from the bound¬ 
ary into the exterior of the unit circle, causing actual instability. In 
tins connection we may further remark that for a stable filter the position 
of the singularities of the transfer function indicates the degree of stabil¬ 
ity; the further the singularities are from the boundary of the unit circle 
the more stable is the filter. 

The above theorem can be illustrated by the example w n = K n . 
We have found for this case 

0 ») 

The only singularity of c y( 2 ) is the point 2 = K, and the theorem indicates 
stability for |i£| < 1 and instability for |K| > 1. The same result fol¬ 
lows immediately from the definition of stability or from the result of 
Sec. 5-3. 

In the following sections we shall deal for the most part with filters 
with transfer functions that are rational functions of 2 : 

1 Since ^( 2 ) is not a constant, there must be at least one singular point. 



244 FILTERS AND SERVO SYSTEMS WITH PULSED DATA [Sec. 5-8 


*<»> * # < 42 > 

where P(z) and Q(z) are polynomials 1 that may be assumed to be without 
common factors. The singularities of y(z) are the roots of the algebraic 
equation 

Q(z) = 0. (43) 

The filter is stable if all the roots of this equation are contained inside the 
unit circle. For example, the filter with the transfer function 

< 44 > 

is stable, whereas the filter with the transfer function 

- ^2z < 45 > 

is unstable. 

Comparing the result of this section wfith the theory developed in 
Chap. 2, we recognized that in our present considerations the unit circle 
plays the role that the half plane to the left of the imaginary axis played 
in the theory of continuous filters. This is in accordance with the fact 
that the substitution 

z = e T 'P (41) 

mentioned at the end of the preceding section transforms the unit circle 
of the 2 -plane into the left half plane of the p-plane. 

6 -8. The Transfer Function Interpreted as the Ratio of Generating 
Functions. —It was shown in Chap. 2 that the transfer function of a 
continuous filter can be interpreted as the ratio of the Laplace transform 
of the output to the Laplace transform of the input. In order to gain an 
analogous interpretation for transfer functions of pulsed filters, let us 
consider an input sequence (x n ) with x„ = 0 for sufficiently large negative 
values of n. Suppose, furthermore, that there exists a constant M > 0 
such that 

x n < M n (46) 

for every n (this condition is certainly satisfied if the input is bounded). 
Then the function 

oo 

9i(z) = ^ x* 2 -* (47) 

fc = — oo 

of the complex variable 2 is defined when \z\ is sufficiently large. We 

1 Observe that Q(z ) must be of higher degree than P(z), since by its definition the 
transfer function has the value zero at z = oo. 
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shall call this function the generating function of the input. In the same 
way we associate with the output ( y n ) the function 


go(z) = ^ VkZ 

k = — oo 


(48) 


called the generating function of the output. We now obtain, using 
Eq. (6), 


00 00 


0/0)^ 0) = ^ W"” ^ WkZ~ k = ^ Z -n ^ WkXn-k 

-m — — so k = 1 n = — « A; = 1 


= ^ t/„z~ n = 


9o(z)K (49) 


It follows that the transfer function 9) (z) can be expressed as the ratio 


‘if (2) = 


ffo(z) 

9i(z) 


(50) 


This result will be useful in the theory of pulsed servos. It can also 
be applied to the treatment of two filters in series, where the output of the 
first filter is the input of the second filter. In such cases the transfer 
function of the total filter is the product of the transfer functions of its com.- 
ponents. Let gfiz), go{z), and gfiz) be the generating functions, respec¬ 
tively, of the input to the total filter, the output of the total filter, and 
the output of the first component; then we can write 


9 o(z) = gojfi) g'(z) 
gfiz ) g'(z) gfiz ) 


(51) 


This proves our assertion, since by the above theorem the two factors in 
the right-hand term are the transfer functions of the component filters. 


FILTERS WITH CLAMPING 

5-9. The Concept of Clamping. —Let us suppose that pulsed data 
measured at the moments t = 0, T r , 2 T r , • • • , are fed into a device that 
yields an output with value at any time equal to the values of the input 
at the immediately preceding pulse. Electrical circuits that perform this 
function are often referred to as “clamping circuits”; we shall speak of 
their action as “clamping.” 

Denoting by x n the value of the pulsed input to a clamping circuit at 

1 This shows, incidentally, that the series defining go(z) converges in the region in 
which the series defining gfiz) and ^(z) are both convergent. 
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the time t = nT r and by x(t) the value of the output at the time t, we 
have 

x(t ) = x n for nT r < t ^ (» + 1 )T r . (52) 

The function x(t) changes discontinuously at the moments t — nT r , and 
its graph is of staircase form. It will be noted that the value of x(t) at 
the discontinuity point nT r has been set equal to x(nT r — 0) = Xn-i 
[and not to x(nT r + 0) = x n ]. This is, of course, an arbitrary convention. 

Suppose now that the output x(() of the clamping device is fed in 
turn into a linear filter of the continuous type dealt "with in earlier chap¬ 
ters. Let y(t) be the output of this filter, and let y n = y(nT r ). We can 
regard the combination of filter and clamping device as a single pulsed 
filter transforming the input data x n into the output data y n . An example 
of such a filter with clamping is the so-called “boxcar” detector used in 
radar devices. Filters with clamping occur in many applications. 

In the following discussion we shall let Y(p) be the transfer function 
of a continuous filter, to distinguish it from the transfer function ^(z) 
of a pulsed filter. The question arises: How may one compute the 
transfer function *y(z) of the pulsed filter obtained by combining a con¬ 
tinuous filter with a storage device as described above? Since the 
behavior of the pulsed filter is completely determined by the nature of the 
continuous filter and the time constant T r of the clamping device, it 
follows that the transfer function 0[(z) is completely determined by the 
function Y{p) and the time constant T r . In studying the problem of 
computing the function ‘tj(z) we shall confine ourselves to cases in which 
F(p) is a rational function, that is, to the case of continuous filters described 
by a finite system of linear differential equations with constant coef¬ 
ficients. Such a filter can always be visualized as an ALC-network. 

5-10. Transfer Functions of Some Special Filters with Clamping.— 
Before passing to the general treatment of filters with clamping, we shall 
consider some important special cases. 

Example 1—Let Y(p) be constant; 

Y(p) = K. (53) 

The action of the filter without the storage device consists merely in 
multiplying the input by the constant K . For pulsed input and output 
we have 

y n Kx(nT r ) = Kx n ^\. (54) 

Hence the pulsed filter has the weighting sequence 

Wi = K, u >2 = 0, w 3 = 0, • • • , ( 55 ) 

and the transfer function is 


< il(z) = Kz~\ 


(56) 
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Example 2.—Let 


Y(p) = 


& 


(57) 


p — a 

where a and /3 are constants. If the filter is stable, then a < 0. A 
concrete realization of a filter with transfer functions of this type is the 
simple AC-network of Fig. 5-1. The weighting function corresponding 
to the transfer functions Y(p), that is, the function with Laplace trans¬ 
form equal to Y(p), is R 

(58) 


W(t) = /3e“*. 


o-AAAf- 

-o 

Input 

voltage T C 

o -*- 

Output 

voltage 

-o 


#0=1, X n = 0 for Jl ^ 0. (59) Fig. 5-1.—Simple BC-network. 

After having been passed through the storage device, this input becomes 
x(t) = 1 for 0 < t S T r , x(t) = 0 for t ^ 0 or t > T r . (60) 
The continuous output of the filter is 1 


y(t) 


= ( dr W(r)x(t - r) = / drW(r). 
JO- Jt-Tr 


(61) 


The values of y(t) for t = T r , 2T r ,3T r , • • * , constitute the pulsed out¬ 
put sequence yi, y^, yz, ' ' ' • As has been shown (see Sec. 5 - 2), the 
output sequence of the pulsed filter for a unit-pulse input is identical 
with the weighting sequence (w n ). Hence 


w. 


fnTr fnTr 

= / W(r) dr = / 

J (n-l)T r J (»-l)2V 


Pe ° T dr = £ (e“ T ' - (62) 


From this result we obtain for the transfer function Oj(z) of the pulsed 
filter 


^( 2 ) 


00 

‘I 

k= 1 


w k zr K = £ (e aT ’ - l)* -1 y (e aTr z~ l ) k 


k=0 

= §. _ 1 ) 2 - 1(1 
a 


or in more symmetric form 


18 1 


— 0*Tt 


<u(z) - - - - 

1 a z — 


paT r 


e aTr z~ 1 )~ 1 , (63) 


(64) 


This formula is correct even for a = 0, provided the factor (1 — e aTr )/a 
in Eq. (64) is replaced by its limiting value as a— >0, namely, —T r ; 
hence corresponding to Y{p) = fi/p, one has 'il(z) = &T r /(z ~ !)• Let 
us remark further that Example 1 discussed above can be treated as the 

1 For r < 0 we set W(t) — 0. 
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limiting case of Example 2 for a and /3 increasing indefinitely, with con¬ 
stant ratio /3/a. 

Suppose now that a < 0 and consequently e aTr < 1. The filter is 
then stable both with and without the storage device. Suppose, in 
addition, that the filter is normalized; that is, — a = /3, and consequently 
‘y(l) = F(0) = 1. It is quite instructive to consider the frequency 
response of the pulsed filter, as thus restricted, for fixed filtering constant 
a and for various values of the clamping time constant T r . 

According to Secs. 5-5 and 5-6, the frequency response at frequency 
co is obtained from the values of y(z) for z = e iaTr . Now it can easily be 
shown that as z moves on the unit circle, the point y(z) given by Eq. 
(64) moves on a circle C which has its center on the real axis and cuts that 
axis at the points 

•y(i) = i, 

*y(“ !) = - Y + = tanh (^) (65) 



Fig. 5*2.—Transfer function 
Example 2. 


locus for 


(see Fig. 5-2). When the point z moves clockwise, the point y(z) moves 
counterclockwise. A complete 360° rotation of z corresponds to a com¬ 
plete 360° rotation of y(z ); a 
rotation of 180° of z from z = 1 to 
z = — 1 corresponds to a 180® 
rotation of a)(z) from ^(1) = 1 to 
< y(—1). If 'we denote the point 
y(e’ a,T ') by P, then the length of 
the segment OP gives the attenua¬ 
tion factor and the angle XOP 
gives the phase shift correspond¬ 
ing to the frequency «. It is 
clear from Fig. 5-2 that the 
attenuation factor has its smallest value, tanh (aT r / 2), for «T r = tt, that 
is, for « equal to-one half of the repetition frequency. The phase shift 
at this frequency is 180°. 

Suppose now that T r is very small compared with the time constant 
— (1/a) of the filter. Then the circle C is practically tangent to the 
imaginary axis at the origin. In this limiting position C coincides with 
the locus of the points [-a/(ja> - a)] with (- co < w < co ), which rep¬ 
resent the frequency response of the filter without the storage device. It 
is, of course, to be expected that for very small T r the introduction of the 
storage device cannot make any appreciable difference. 

If the time constant Tr is increased, the center of the circle C moves 
nearer and nearer to the origin; there is less and less attenuation. In 
the limit case aT r = — co the circle C coincides wdth the unit circles 
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around the origin. By Eq. (64) the transfer function in this case becomes 
oj(z) = z -1 , which is the same as in Example 1 with K = 1. This is 
again evident a priori, since when T r is large, the filter remembers only 
the last piece of information supplied and consequently y n is determined 
by x n -i alone. 

Example 3.—Let 


Yip) 


P 

ip - Oi) n ’ 


( 66 ) 


where n is an arbitrary positive integer. The corresponding weighting 
function 

0*-V = (fie-) (67) 

is obtained by applying the operator [1 /in — l)!]^ 71-1 /^^” -1 ) to the 
weighting function of Example 2. By going through all the steps of the 
computation of Example 2, one sees very easily that the resulting transfer 
function Uj(z) is obtained by applying the same operator to the transfer 
function computed in Example 2. Hence, by Eq. (64), 

, x 1 d"- 1 ( p 1 - e aT \ faQ , 

~ (n - 1)! da"-' \ az - e“ T 'f ^ 

For example, if n = 2, 


a d [ 1 - e aT7 1 

VM = -^Uz-e^O'J 


P 
= P 


iz — e a 

(z — e aTr )il — e aTr + aT r e aTr ) — (1 — e aTr )<xT r e aTr 

■ a 2 (2 - e a5V ) 2 


(69) 


6*11. Transfer Function of a Filter with Clamping; Stability.— We 

are now prepared to compute the transfer function when Y(p) is an 
arbitrary rational function, 

(70) 


Yip) = 


Dip)' 


where Nip) and Dip) are polynomials in p without common factors and 
the degree of the numerator does not exceed the degree of the denomina¬ 
tor. Let a h a 2 , , a m , be the different zeros of the denominator, 

that is, the different poles of Yip). We can then decompose Yip) into 
a finite number of simple partial fractions 


- * + X (71) 

k,s 

Using the same methods as above, we find that the transfer function 
4j(z) is obtained by adding up the corresponding expressions as given by 
Eq. (68). That is, 
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vw -t + Xv=tjikp(-£t 

k,s 


_ pdkTr 


pCtk Tr 


(72) 


(The fact that the numbers a k and /3*, are not necessarily real has, of 
course, no effect on the formal computations.) 

It should be noted that 'y(z) is a rational function of z, the poles of 
which, aside from a possible pole at z = 0, 1 are at the points 2 z k = e atT r . 
The degree of the denominator of 'y(z) cannot exceed the degree of the 
denominator of Y(p) by more than 1. 

When Y(p) has no multiple poles, the decomposition of Y(p) into 
partial fractions assumes the simpler form 


Y{p) = K + 

y *. 

(73) 


2-/ p — a k 

7 ' 

and Eq. (72) simplifies to 

K 


ii 

*»l>! 

+ 

■ixi 

1 - e atTr 
ak z — e akTr 

(74) 

K 

Example 1.—Let 

-1 — 1 . 
p +1 



(75) 

One obtains 


\ ~ 

£ ^ 

t i 

1 1 

1—1 bi 

(76) 


Example 2.—Consider next a resonant filter, 
frequency of the filter by co n , we can write 

Y(p) = 


p 2 + CO 2 


Denoting the resonant 


(77) 


In order to compute ‘Jf(z) we first decompose Y(p) into partial 
fractions: 


r<p) =^(—L -C-\ 

1 XP + P ~ JO) n ) 

Applying Eq. (74), one obtains 

<w/ 2 \ _ / 1 1 - e , “ l " rr JL_ 1 - 

2 \ ju> n z — e io ‘ nTr ^ jo)„ z — er )a * Tr / 
= 1 / 1 - e ia * Tr 1 - e~ iu " T \ 

2 \ z — e ,anTr ' z — e~/"»rr J 

= (1 — COS U n T r ) 


(78) 


(79) 


1 + z 


1 + Z 2 — 2z COS 0) n T r 

1 This pole occurs if and only if N(p) has the same degree as D(p). 

2 Observe that two different poles «i, a 2 of Y yield the same pole of if 
oti — ot 2 ~ 2tt kj/T rf where k is an integer. 
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Suppose first that oo„T r is not an integral multiple of ir; the resonant 
frequency is then not an integral multiple of half of the repetition 
frequency. The formula above shows t y(e ,a ’" JV ) = » and c y(— 1) =0. 
This means that the filter with the storage device still resonates at 
the frequency w n and in addition gives complete attenuation at one- 
half of the repetition frequency. The attenuation factor of the 
filter operating without the storage device is, of course, different 
from zero for all frequencies. In case u n T r = h r, where k is an odd 
integer, one has 

- rrr (80) 


The pulsed filter resonates in this case at half of the repetition 
frequency. All frequencies except the zero frequency are amplified, 
since |2/(z -f 1)| > 1 when \z\ = 1 and z 1. Suppose finally 
that o) n T r = kir, where k is an even number. In this case 

aj(z) = 1 for z = 1 , a|(z) = 0 for z 1 . (81) 

This means that the filter rejects all the frequencies except the zero 
frequency. In an actual physical system (which can only approxi¬ 
mate this ideal case) such a pulsed filter will act as a low-pass 
filter with an extremely sharp cutoff at a low frequency. 

We conclude this section with the following important remark. We 
have seen that to every pole a of the function Y(p) corresponds a pole 
e aTr of the function aj(z). If the real part of a is negative, the point 
e aTr is inside the unit circle, and conversely. Recalling the stability 
criteria for continuous and discontinuous filters, we conclude that if a 
filter is stable without the storage device, it will remain stable with the 
storage device, and conversely. 

6-12. Simplified Transfer Functions for \a k T r \ » 1.—The expressions 
occurring on the right in Eqs. (72) and (74) can be rewritten as follows: 


fh_. 1 - e akTr _ _ fe. 

a k z — e akTr z — 1 akTr 


Tr e akT ' - 1 

OikTr 


Oik 


Setting 

T* = e a k T r — 

and introducing the new variable 

z - 1 
V T r ’ 

one can write Eq. (72) as 

K 1 fibs 

‘y(z) = W + T r p) = ! + TtV + (TTTiy! 

k,s 


dk 


(82) 

(83) 

(84) 

(85) 
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It should be noted that the new variable p has the dimension of frequency 
whereas z was dimensionless. Observe also that by Eq. (84) the unit 
circle of the 2 -plane is transformed into the circle C of the p-plane with 
center at the point p = — 1 /T r = —f T and radius f T ; this circle is tangent 
to the imaginary axis at the origin (see Fig. 5-3). 

Let us now make the following assumptions: 

1. F(co) = 0; that is, N(p) has lower degree than D(p). 

2. All the numbers |a*!T r | corresponding to different poles of Y{p) 
are very small compared with 1. 

Physically, Assumption 2 means that all the time constants involved 
in our filter are large compared with the repetition period T r of the pulses. 
It follows from Eq. (83) that under this condition all the numbers y k 
are close to 1 and their successive derivatives (d‘y k ) / (da k ) are close to 
zero. Thus, instead of the exact Eq. (85) one may use the approximate 
formula 1 

* w - *(i + - X < 86) 

k,8 k,8 

or 

y(z) = n/( 1 + T r p) « Y{p). (87) 

If the above assumptions are valid, then the transfer function of the 
pulsed filter can he identified with the transfer function of the continuous 

filter by introduction of the variable p defined by 
Eq. (84). This result is of great practical im¬ 
portance, since, under the conditions specified 
above, the transfer function of the pulsed filter 
can be obtained immediately from the function 
Y(p ); one thus avoids the tedious process of de¬ 
composing Y{p) into partial fractions, which 
involves the solution of the algebraical equa¬ 
tion D(p) = 0. When using this simplified 
formula one fact should always be kept in 
mind: Although the frequency response of the 
continuous filter is obtained from the values of Y{p) on the imaginary 
axis, the frequency response of the pulsed filter is computed from the 
values of F(p) along the circle C. In particular, the response corre¬ 
sponding to a given frequency co ^ 7 r f r is approximately determined by 
the value of Y(p) at a point P of the circle C, at a linear distance w from 
the origin, measured counterclockwise along the circle. If o> is small 
compared with the repetition frequency f T , then the point P is very close 

1 Since F(») =0, the constant term in the decomposition of Y(p) in partial 
fractions vanishes. 
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to the point ju> on the imaginary axis and can be identified with it. 
This is in accord with the expectation that for frequencies that are low 
compared with the repetition frequency there should be practically no 
difference between the responses of the filter with or without storage 
device. It would, however, be entirely wrong to identify the two 
responses for high frequencies. For instance, the response of the con¬ 
tinuous filter to the frequency o> = ir f r , which is one-half of the repetition 
frequency, is determined by the value Y{%jf r ), whereas the response of the 
pulsed filter to the same frequency is (approximately) determined by 
the value F( —2/ r ). This latter value is always real, corresponding to 
a phase shift of either 0 ° or 180° (see Sec. 5-5). 

The formula of Eq. (87) can be used only when T r is small compared 
with all the time constants of the filter. One might object that this con¬ 
dition can never be satisfied in a concrete physical device, since there 
always remains the possibility of small unpredictable time lags which may 
be comparable to the time period T r or even smaller. In order to meet 
this objection, let us consider the simplest filter with a single time con¬ 
stant T\, having the transfer function 


Y(p) = 


1 

T lV + 1* 


( 88 ) 


Suppose now that this filter has an additional time lag T 2 which is small 
compared with Ti. The exact transfer function is then 


Y(p) = 


1 1 
T,p + 1 T 2 p + 1 


1 ( T 1 

T ! - T 2 \T lP + 1 


T 2 \ 
T 2 p + 1/ 


(89) 


By Eq. (85) we have, exactly, 

( y(z) = ‘iKl + T r p) = jr _! t 2 j,T iV + 1 ~ T~i - T 2 T 2 T 2 p + l’ (90) 

where |yi — l| is a small number if the ratio T r /Ti is small. The num¬ 
ber 72 is not necessarily close to 1. The second term in the expression 
for 7 J( 2 ) is, however, very small compared with the first term because of 
the small coefficient T 2 /(T 1 - T 2 ); it therefore does not make any 
appreciable difference whether this term is left unchanged, simplified by 
replacing 72 by 1, or left out altogether. The same reasoning can be 
applied in the general case, where it leads to the conclusion that the 
simplified Eq. (87) can be applied without regard for “parasitic” time 
lags, provided the “essential” time constants are large compared with 

T r . 

5*13. Filters with Switches. —Instead of assuming a storage device 
that holds the pulsed-input value for the entire repetition period T r , we 
could consider a storage device that retains the pulse during only a frac- 












254 FILTERS AND SERVO SYSTEMS WITH PULSED DATA [Sec. 5-14 


tion of the repetition period. It is not hard to derive in this more gen¬ 
eral case formulas for the transfer function < y( z) that are analogous to 
those derived in Secs. 5*10 through 5-12. We shall treat in some detail 
only the extreme case in which the pulse is held for a period T, small 
compared with the repetition period T r . Such a system can best be 
visualized as a filter fed by a continuous input and supplied with a switch 
that is closed only during very short periods of length T, following each 
of the moments t = 0, T t , 2T t , • • • 

During the short period T„ we may regard as constant the finite 
weighting function W{t) of the filter without the switch. When the 
switch is in operation, the input received at the time t = 0 has the weight 
T a W ( nT r ) at the time t = nT r . In other terms, the filter with the switch, 
regarded as a pulsed filter, has the weighting sequence 

w n = T,W(nT r ) 

and the transfer function 

00 

•y(z) = T, V W(nT r )z-«. 

71 = 1 

For example, if 

Y(p) = JZT? W W = 

we have 

00 

X paTr 

pe naT 'z- n = Ts _±__. 

n = 1 

In the more general case when F(p) is a rational transfer function satisfy¬ 
ing F(oo) = 0, we have, in the notation of Eq. (72), 


(91) 

(92) 

(93) 

(94) 


„(*) = V W iTL. fcT r -. (95 , 

3 J Lt (s - i)i z - ,“ T - V ! 

k,s 

If all the numbers a k T r are small, we can replace the exponential e akTr in 
this formula by the approximation (1 + a k T r ); with the substitution of 
Eq. (84) this yields, after obvious simplifications, the approximate 
formula 

•y(*) = va + Tr V )« Y r (96) 

Except for the factor T,/T r this is the same as Eq. (87). 


SERVOS WITH PULSED INPUT 

5*14. General Theory of Pulsed Servos: Feedback Transfer Function, 
Stability. In a pulsed servo the input and the output are considered 
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only at discrete times t = nT r (n = 0, +1, +2, • • • ). We shall denote 
by di n the input and by 0 On the output at the time t = nT t . The servo 
output is activated by the pulsed error 


«n = din — don . (97) 

As in the theory of continuous servos, we shall assume that the output 
sequence ( d 0n ) is related to the error sequence (e„) as output and input of a 
linear filter. In this case, however, the filter will be a pulsed filter. The 
transfer function y(z) of this filter will be called the feedback transfer 
function of the servo. In order to obtain the relation between the output 
and the input, we shall assume that up to a certain moment both the 
input and the output are zero: 


din — o, don — 0, 

for sufficiently large negative values of n. 
Following the ideas of Sec. 5-8, we set 


i7i(z) 


l 


dlnZ 


00 



— 00 


6 n 0 , 


g*(z) 



= gi{z) - go{z). 


(98) 


(99a) 

(996) 

(99c) 


By the interpretation of the transfer function discussed in Sec. 5-8 we 
have 

go(z) = y(z)g e (z) = y(z)[gi(z) - go(z)J (100a) 

or 

= r+W) g,(z) ' (100!,) 

The relation between the sequence (dm) and the sequence (d 0n ) is thus 

the same as that between the input and output of a pulsed filter with the 
transfer function 

- rrw (101) 

‘tlo(z) is the over-all transfer function of the servo. 

Since the pulsed servo is, in effect, a pulsed filter with the transfer 
function ')jo(z), it is clear that the theory of stability of pulsed servos is 
contained in the theory of stability of pulsed filters developed in the 
preceding sections of this chapter. Hence the servo will be stable if all 
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the singular points of the over-all transfer function y 0 (z) are located inside 
the unit circle. If at least one singular point lies outside the unit circle, 
then the servo is unstable. 

We shall suppose, in what follows, that the feedback transfer function 
y(z) is a rational function of z. The singularities (poles) of the over-all 
transfer function yo(z ) are then the roots of the algebraic equation 

1 + y(z) = 0 . ( 102 ) 

The stability criterion becomes this: If all the roots of Eq. (102) are 
inside the unit circle, the servo is stable. If at least one of the roots of Eq. 
(102) lies in the exterior of the unit circle, then the servo is unstable. 

The stability criterion for pulsed servos is, of course, very similar to 
the stability criterion for continuous servos; in fact one need only replace 
the unit circle by the left half plane in order to obtain the criterion 
(see Chap. 2) for the continuous case. As in the continuous case, the 
stability criterion for the pulsed servo can be brought into geometric 
form. To this end we define the transfer locus of the pulsed servo to 
be the closed curve described by the point <y(z), as the point z describes 
the boundary of the unit circle in a counterclockwise direction. If any 
points exterior to the unit circle are mapped onto the point —1 by y(z), 
then at least one of the roots of Eq. (102) is in the exterior of the unit 
circle and the servo is unstable. In such a case, the boundary of the 
exterior of the unit circle will enclose the point — 1; this boundary is, of 
course, the transfer locus. One can, in fact, show that the number of 
roots minus the number of poles of y(z) + 1 is precisely equal to the 
number of times that the transfer locus encircles the point — 1 in a clock¬ 
wise direction. This is, of course, the analogue of the continuous case, 
except that the circumference of the unit circle is used instead of the 
imaginary axis. If, in particular, the function <y(z) has no poles outside 
the unit circle (which means that the servo is stable when the feedback 
is cut off), one can use a modified form of the Nyquist criterion: The servo 
is stable if and only if 1 the transfer locus does not surround the point —1. 
The procedure to be used when <y(z) has poles on the boundary of the 
unit circle is analogous to that developed in Chap. 2. 

If y(z) is a rational function of degree 2, Eq. (102) can be written in 
the form 

P(z) = z 2 + Az + B — 0, (103) 

where A and B are real. In this case the stability criterion, that the roots 
of Eq. (103) lie inside the unit circle, reduces to the following simple form: 
The servo is stable if and only if 

1 In this and in the remainder of the chapter if a root of Eq. (102) lies on or outside 
the circle of convergence, then the servo is considered to be unstable. 
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P( 1) = 1 + A + B > 0, | 

P(-l) = 1 — A + B > 0, } (104) 

P(0) = B < 1. J 

The last condition excludes imaginary roots of absolute value ^ 1 
and, together with the first two conditions, excludes real roots outside 
the interval — 1 < z < +1. 

Similar but more complicated criteria can be derived for equations 
of higher order. 

6*16. Servos Controlled by Filter with Clamping. —The discussion of 
the preceding section applies in particular to a servo controlled by a 
filter with clamping. Such a servo can be regarded as a continuous servo 
containing a clamping device that holds the error signal at a constant 
value during the period nT r < t < (n + 1 )P r ; the rest of the servo is 
then activated by the errors measured at the instants T r , 2 T r , 3 T r , . . . , 
instead of by the errors measured continuously. 

Let Y(p) be the feedback transfer function of the servo without 
the clamping device. If Y (p) is a rational function of p, the feedback 
transfer function *y(z) of the pulsed servo can be computed from Y{p) 
by the method developed in Secs. 5-9 through 5T2. The stability 
equation 

i + •yOO = o (102) 

can then be handled either algebraically or geometrically. 

Especially simple is the case when the time interval T r is small 
compared with all the numbers Kb 1 , the a k s being the poles of the 
function Y{p). As was pointed out in Sec. 5T2, in this case one obtains 
the approximate formula 

*y(l + T r p) « Y{p). (87) 

The variable p is related to z by 



and the unit circle in the z-plane goes over into the circle C (see Fig. 5-3), 



T r ' 


The servo will be stable if and only if all roots of the equation 


(105) 


1 + Y(p) = 0 (106) 

lie within the circle C defined by Eq. (105). It is evident that the 
graphical procedure for determining the stability of the servo consists 
in tracing the locus of the points Y(p) as the point p describes the circle 
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C in a counterclockwise direction. The number of times that this locus 
surrounds the point —1 in a clockwise direction gives the difference 
between the number of roots and the number of poles of Eq. (106) that 
lie outside the circle C. This procedure differs from the ordinary Nyquist 
procedure only in the fact that the circle C is used instead of the imaginary 
axis 

As an illustration of various methods for determining the stability 
of a servo, we may consider the simple example in which 

Y(p) = Ta+T < 107 > 

Aside from the clamping device, the controller of the servo is an expo¬ 
nential-smoothing filter with the time constant T x and the gain K. 
Substituting in Eq. (64), we obtain 

Tr 


m - X(1 -• *>. 

z — e Tl 

(108) 

First we apply the stability criterion of Sec. 5T4. 
stability equation 

The root of the 

rp 

i + 'y(z) - i + K(1 ~ e T Tl) = o 

z — e Tl 

(109) 

is numerically less than 1 if and only if 


i + •y(-i) > o, 

or 

(110) 

K < coth 2T ^; 

(HI) 


the servo is stable only when the gain is thus limited. 

The same condition can be obtained geometrically by considering the 
locus of the points *y(z), when z describes the unit circle. As has been 
shown in Sec. 5-10, this locus is the circle Which has its center on the 
real axis and cuts the real axis at the points 

‘il(l) = K, and 4)(—1) = —K tanh —(112) 

According to the geometrical-stability criterion, the servo will be stable 
if the point —1 is not contained in this circle, 1 that is, if 

-if tanh > -1. ( 113 ) 

This, of course, coincides with the stability condition derived analytically. 
1 The only pole of *)/(?) does not lie exterior to the unit circle. 
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Suppose now that T r is small compared with T i. Then we can use 
the simplified geometrical criterion, which involves drawing the locus of 


Y(p) = 


K 


Tip + 1 


for 


V + 


Tr 


_1_ 

Tr 


(107) 


(105) 


T his locus is a circle in the p-plane, symmetric in respect to the real axis 
and intersecting the real axis at the points 


7(0) = K and 


(- S) ■ 


K 


2 Ti 


(114) 


+ 1 


The point — 1 lies in the exterior of this circle when 

K<^-, 


(115) 


This is an approximate stability condition, which, for the case T r /T i « 1, 
is practically identical with the exact condition derived above, since it is 
permissible in this case to replace coth ( T r /2Ti ) by 2Ti/T r . 

5-16. Clamped Servo with Proportional Control. —We now consider 
in some detail the servo mentioned in Sec. 5T, in which the error (that 
is, the angular displacement between the input shaft and the output 
shaft) is measured at the moments T r , 2 T r , 3 T r , . . . and in which the 
corrective torque is always proportional to the error obtained at the 
immediately preceding measurement. 

If the error were measured continuously, we should have an ordinary 
servo with proportional gain control. The feedback transfer function 
of such a servo has the form 


Y(p) = 


K 

p(T m p + 1)’ 


(116) 


where T m is the motor time constant and K is the velocity-error con¬ 
stant. The equalizer of the pulsed servo can be regarded as a filter 
with the transfer function Y(p) combined with a clamping device. In 
order to compute the transfer function ‘y(z) of the equalizer (see Sec. 
5*11) we first decompose Y(p) into partial fractions: 


- f 


K 



(117) 
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It now follows from Eq. (74) that 

= KT ' 


z — e 


z — 1 

The stability equation is 

l + <y(z) = o, 


KT m (l - e a 1 -) 

Tr 


or, after clearing fractions, 


(118) 


( 102 ) 


Tr 


P(z) = (z — 1 ){z - e T '•) [1 + <y(z)] = 0. (119) 

This is a quadratic equation. According to the remark at the end of 
Sec. 5T4, the necessary and sufficient conditions for stability are 

P(l) >0, P(-1) > 0, P(0) < 1. (104) 

The first of these conditions is satisfied identically. The second 
and the third, after simple algebraic manipulations, yield, respectively, 

1.1 T„ . . T. 

( 120 ) 
( 121 ) 


KT r 

1 


> 1 - 


T m , , T r 

Tr tanh 2 TJ 


T i 

- > LH q. 1 

KTr Tr 1 - «*/'» 

In Fig. 5-4 the values of T r /T m are marked on the horizontal, the 
values of l/KT r on the vertical axis. The two curves represent the 
functions on the right-hand sides of the above inequalities; the region of 

instability is shaded. The graph 
shows that when T r « T m or 
T m « 7 1 , the relation 
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KTr <2 ( 122 ) 

is the approximate condition for 
stability. For T r /T m = 3.7, one 
has the optimum stability condi- 
For other ratios 

_ „ Tr/T m> KTr must be smaller than 

F,„. 5-4. Region of inability. a number C that varfes 2 

and 4-2. Let us consider a triple of values T r , T m> K, corresponding to 
a point on the boundary of the region of stability in Fig. 5-4. We shall 
distinguish between two cases. 


2^4 6 10 20 40 60 100 ^ RT %< ^ 

Tm 


1 . T r /T m ^ 3.7. In this case the point (l/KT r , T r /T m ) is on the 
boundary of the curve represented by the right-hand side of the 
inequality (120); that is, the second inequality in (104) is replaced 
by the equation P(— 1) = 0. In other words, the equation 
tK^) + 1 0 has the root z = — 1, and the over-all transfer func- 
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tion ^ 0 ( 2 ) is infinite at z — —1. This indicates that the servo 
resonates at the frequency i/ r . 

2. T r /T m < 3.7. In this case the third of the inequalities (104) 
is replaced by the equation P(0) = 1. It follows that the equa¬ 
tion + 1 =0 has a pair of conjugate complex roots on the 
boundary of the unit circle. The servo then resonates at the fre¬ 
quency corresponding to these roots, that is at a frequency differ¬ 
ent from i/ r . 


CHAPTER 6 

STATISTICAL PROPERTIES OF TIME-VARIABLE DATA 

By R. S. Phillips 
INTRODUCTION 

6*1. The Need for Statistical Considerations. —Up to this point we 
have limited our design criteria for servomechanisms to considerations 
of stability, of suitable damping, and of the nature of the error for a step, 
constant-velocity, or constant-acceleration input. We have not con¬ 
sidered the error that will result from the actual input that the servo¬ 
mechanism will be called upon to follow. Likewise nothing has been 
said about the effect on the servomechanism of uncontrolled load dis¬ 
turbances or of the effect of random noise sources, which are often found 
in the error-measuring device and the servoamplifier. Clearly the 
fundamental entity by which a servomechanism should be judged is 
the actual error that results from the actual input and these random 
disturbances. It is true that the design criteria already developed, 
together with ingenuity and common sense, will in most cases lead to a 
satisfactory solution of the design problem. It is, however, essential 
to come to grips with the basic problem, not only in order to obtain a 
good solution for the exceptional servo system but also to build up a 
rational and systematic science of servomechanisms. 

The actual input to a servomechanism, the uncontrolled load dis¬ 
turbances, the noise interference, and the actual servo output can, in 
general, be described only statistically. Before developing the necessary 
machinery for such a description, we shall discuss some examples of 
these quantities. 

Usually a servomechanism is required to follow many different input 
signals. If, on the contrary, the input were periodic, it would in general 
be simpler to drive the output by a cam than to use a servomechanism; 
the latter is most useful when its input is varied and to some extent 
unpredictable. The set of input signals for a single servomechanism is 
similar to the set of all messages transmitted by a single telephone in 
its lifetime. Like the telephone messages, the input signals will be 
confined to a limited frequency band but will be somewhat varied in 
detail. Furthermore, in neither case is it possible to predict the future 
with certainty on the basis of the past. On the other hand, the sounds 
in the telephone message are not completely unrelated. The remainder 
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of an uncompleted sentence could in many cases be guessed; likewise, 
the possible future values of a servo input could be predicted if the extra¬ 
polation were not carried too far into the future. Hence, despite the fact 
that the lifetime input to a given servomechanism cannot be described 
in a straightforward way as a function of time, it is clear that there is a 
great deal that can be said about it. 

As an example, consider an automatic-tracking radar system that is 
required to track all aircraft traveling through a hemisphere of radius 
20,000 yd about the system. Because of the limited acceleration to 
which aircraft and pilot can be subjected, all the aircraft trajectories 
have about the same degree of smoothness. The location of certain 
aircraft objectives near the tracking system also induces a degree of 
uniformity in the trajectories. In order to assess precisely the demands 
on the system, one would need to know the probability of occurrence 
and the strategic importance of the different possible paths. It is well 
to remark that although an exact history of the system would furnish 
the probability of occurrence of the paths, this information could be 
much more easily deduced from other sources. 

There are some servo systems, designed to follow a simple input, to 
which the above considerations apply in only a trivial sense. This is 
the case for a thermostat designed to maintain a constant temperature 
in a building; the input signal is simply a constant temperature. It is, 
however, necessary that the thermostat be a closed-cycle system in 
order that it may correct the random variations in the building tem¬ 
perature caused by fluctuations in the temperature of the atmosphere. 
This is an example of an uncontrolled load disturbance. Another 
example is the effect of a gusty wind on a heavy gun-mount servo¬ 
mechanism. It is clear that one could not hope to design an ideal thermo¬ 
stat-controlled heating system without knowing how the temperature of 
the atmosphere fluctuates; the system must be built to respond to the 
dominant frequency band of the atmospheric temperature fluctuations. 
In order to describe these fluctuations it is again necessary to use the 
language of statistics, since it is only certain probability functions of 
these fluctuations which are predictable. 

There are many other uncontrolled disturbances operating on a servo¬ 
mechanism besides the load disturbance. The most troublesome are 
those which occur where the error signal is at a low power level, as it may 
be in the error-measuring device or in the first stage of the servoamplifier. 
For example, in the first stage of the servoamplifier it sometimes happens 
that small voltage fluctuations caused by thermal agitation of electrons 
in a metal or by the erratic passage of electrons through a vacuum tube 
(shot effect) are of the same order of magnitude as the error signal. Here 
again statistical considerations are called for. 
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An example of a noise source occurring in the error-measuring device 
is found in radar tracking systems. Here the radar beam scans conically 
about the axis of the tracking system. The resulting modulation of the 
radar signal reflected from a target provides information about the error 
with which that target is being tracked. The received signal is also 
modulated by fluctuations in the over-all reflection coefficient of the air¬ 
craft, caused by propeller rotation, engine vibration, and change in the 
airplane’s aspect resulting from yaw, roll, and pitch. This type of dis¬ 
turbance is known as fading. An actual record of the fading in the 
received radar signal reflected from an aircraft in flight is shown in 
Fig. 6T. The fading is given in terms of fractional modulation and the 
mils tracking error that would produce such a modulation in the absence 
of fading. 

The performance of a servomechanism will depend both on its input 
and on these uncontrolled disturbances. Since the input can, in general, 
be expressed only in statistical terms, and since the disturbances certainly 
can be only thus expressed, it is clear that the output of the mechanism 
can be assessed only on a statistical basis. Thus what is of interest is 
not the exact performance of the mechanism but rather the average 
performance and the likely spread in performance. 

The uncontrolled factors are not necessarily uncontrollable. In 
most cases one can, by proper design, control a disturbance so completely 
that its effect is negligible. In some instances, however, it is impossible 
to do this without badly impairing the mechanism’s usefulness. For 
instance, if a filter in a telephone system is designed to transmit a mes¬ 
sage, it must of necessity transmit some of the ever-present noise; if the 
noise and the message are in about the same frequency band, one cannot 
eliminate the noise without at the same time preventing the transmission 
of the message. This same situation holds for servo systems. Here 
it is desired to follow a signal and at the same time to ignore the dis¬ 
turbances; as both are not simultaneously possible, a compromise must 
be made. It will be the purpose of the remainder of this book to present 
and discuss a method for making this compromise expediently. 

This chapter will be devoted to developing the statistical tools 
of the theory. Sections 6-2 through 6-5 furnish background material— 
a discussion of stationary random processes. Although the concept of a 
random process is basic in what follows, it is actually used in the calcula¬ 
tions only to obtain certain input examples; these sections can be omitted 
on a first reading. On the other hand, it is imperative that the reader 
understand the meaning of the autocorrelation function and the spectral 
density if he is to appreciate the developments in later chapters. The 
autocorrelation function is dealt with in Sec. 6-6; the spectral density in 
Sec. 6-7; and the relation between the two in Sec. 6-8. The spectral 
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density and autocorrelation function of the filtered signal are derived 
in terms of the filter input in Sec. 6-9. In Sec. 6-10 the autocorrelation 
function for the error of a radar automatic-tracking system is derived; 
the results compare very favorably with experiment. The remainder 
of the chapter is devoted to examples. 

6-2. Random Process and Random Series. —A random process 1 con¬ 
sists of an ensemble of functions of time having certain statistical 
properties. 

The notion of a function of time y(t ) is familiar enough. 2 An ensemble 
of such functions is simply a given set of functions of time. This concept 
is most useful when these functions are typical records of some physical 
quantity taken from a set of essentially similar systems containing some 
uncontrolled elements. The member functions of a random-process 
ensemble need not be completely random, and, in fact, we do not exclude 
cases where the functions exhibit no randomness whatever. 

In general, it will not be possible to predict the future values of a 
function of an ensemble from its past values; nor will the s imilar ity 
between the physical systems, which generate the ensemble, imply 
that one can predict the values of one function by observing another 
function of the ensemble. It is not at all obvious that one can formulate 
a theory for such an ensemble of functions. In order to do so it is, in 
fact, necessary to place restrictions on the ensemble. Only those 
ensembles which meet the requirement that there exist certain probability 
distributions for the function values.will be called random processes; the 
precise nature of these distribution functions wall be discussed in the 
next section. Random processes are then subject to statistical discus¬ 
sion; one can make statistical predictions concerning the functions of the 
ensemble and the corresponding physical systems. 

Examples of random processes are plentiful in nature. For instance, 
we can obtain a random process by recording the fluctuating voltages 
due to thermal “noise” between two points on a set of identically cut 
pieces of similar metal. The functions of another random process might 
describe the possible motions of the molecules of gas in a box. In this 
case we assume that we have a sufficiently large number of similar boxes 
of gas so that all possible initial conditions of the molecules are represented 
with equal likelihood. If we then record the position and velocity 

1 Several aspects and applications of the general theory of random processes are 
reviewed by Ming Chen Wang and G. E. Uhlenbeck, Rev. Mod. Phys. 17, 323 (1945); 
by S. 0. Rice, Bell System Tech. Jour. 23, 282 (1944) and 25, 45 (1945); and by 
S. Chandrasekhar, Rev. Mod. Phys. 15, 1 (1943). These papers include rather 
complete references to the literature. A mathematical treatment of the subject 
can be found in a paper by N. Wiener, Acta Math. 55, 118 (1930). 

1 For each value of t, y may consist of a set of numbers. In this case y(t) can be 
considered as a vector function of time. 
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of each molecule in every box for all time, we shall have an ensemble 
of functions comprising a random process. The fading record shown in 
Fig. 6T is a sample of a function belonging to a random process, generated 
by the reflected radar signals from an ensemble of airplanes in all possible 
states of motion. 

It is not difficult to devise function ensembles with the statistical 
properties of random processes. For example, consider functions that 
assume only the values 0 and 1 and are constant throughout successive 
unit intervals. We can define an ensemble containing all such functions 
by stating the probability of occurrence of every subclass of functions in 
the ensemble. For instance, we may state that— 

1. All functions differing only by a translation in time are equally 
likely. 

2. The function values 0 a,nd 1 are equally likely in each interval. 

3. The probability of a function taking on the value 0 or 1 in any 
interval does not depend on its values elsewhere. 

These conditions can be stated more concisely as follows. Let 


y*(t) = a n 


n + s^i<n + l + s| 
n = 0, +1, +2, • • • j 


( 1 ) 


where the a n ’s are independent random variables assuming the values 0 
and 1 with equal likelihood. For each set of values of the a’s ( ... , 
o-i, Oo, a\, . . . ,), let the probability that s lies in any region within the 
interval (0,1) be equal to the length of that region. Then the set of 
functions obtained by all possible choices of s and of the a’s will constitute 
the random process. It is well to note that this definition does not 
explicitly describe any member function of the ensemble as a function 
of time. It is evident that there are functions in the ensemble, such as 
y(t) = 0 or y(t) = 1, that hold no interest for us, since we are concerned 
only with average properties. Such functions are very rare; in fact the 
probability of choosing one at random is zero. 

A random, series consists of an ensemble of functions defined over all 
positive and negative integral values of an index; often the integers 
represent equally spaced instants of time. Such an ensemble is a random 
process only if it meets statistical specifications entirely parallel to those 
placed on random processes; the properties of random series are exactly 
analogous to those of random processes. 

An example of a random series can be generated by a very large group 
of men, each busily engaged in flipping his own coin. If the record of 
each man’s flips is recorded (heads as 1 and tails as — 1), then the resulting 
set of records will form a random series. The discrete random-walk 
problem in one dimension also involves a random series. Here each 
member of a large group of men takes a unit step either forward or back- 
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ward, with equal likelihood, at successive unit intervals of time; the 
record of their positions as a function of the number of steps taken is a 
random series. The series obtained by taking the first differences of the 
member functions of this random series is precisely the random series 
generated by the coin flippers. 

6-3. Probability-distribution Functions. —Before the concept of a 
random process can be fully understood it is necessary to discuss proba¬ 
bility-distribution functions. Let us consider a finite ensemble of func¬ 
tions. At a definite time t, we can determine the fraction <5i of the total 
number of functions y(t) that have a value in the interval between y\ 
and yi -f- Ayi. This will depend on the specified y 1 and t and will be 
roughly proportional to Ayi for small Ay^, that is, 

Si = Pi(yi, t ) Ay u (2) 

The function Pi{y,t) is called the "first probability distribution.” Next 
we can determine the fraction S 2 of the member functions for which y(t') 
lies in the range (y 1} yi -f- Ayi) at a given time h and also lies in the range 
( 2 / 2 , 2/2 + Ayz) at a given time t 2 . This fraction is 

S 2 = Pi{yi, h; y 2 , t 2 ) Ay\ Ay 2 ; (3) 

P 2 is called the “second probability distribution.” We can continue 
in this fashion, defining the third probability distribution in terms of 
the fraction of functions that lie in three given ranges at three respec¬ 
tively given times, and so on. 1 

The probability-distribution functions so defined must fulfill the 
following obvious conditions. 

1. P n ^ 0. 

2. P n (y 1, t\\y 2 ,tz\ * * * ; y n , t n ) is a symmetric function in the set of 
variables y 1, h; y 2 , t 2 ‘, ' * * ; y n , This is clear, since P„ is a 
joint probability. 

3. Pk(yi,h; • • • ; y k ,t k ) 

dy k +1 ' ' ' eh/nP„(yi, h; • • • ; y„, t n ); (4a) 

1 = J dyP^yJ). (4 b) 

Since each function P k can be derived from any P n with n > k, the func¬ 
tions P n describe the random process in more and more detail as n 
increases. 

Although we have defined probability-distribution functions for 

1 If y takes on only a discrete set of values, then P„ will be defined as a probability 
itself and not as a probability density. Thus Pi(y h L) will be the probability of y(l) 
taking on the value y\ at the time t if and so on. 
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finite ensembles, it is clear that the functions themselves have statistical 
meaning when applied to infinite ensembles. Thus J b dy Pi(y,t) can 

be thought of as the probability that an arbitrary member function 
y(t ) of the ensemble lies in the interval a < y < b at the time t. With 
this in mind it is now possible to define a random process precisely: 

A random process consists of an ensemble of functions of time that can 
be characterized by a complete set of probability-distribution functions. 

It is easy to see that an experimental determination of a probability- 
distribution function P n is a tedious task. Frequently one can determine 
the functions P n from statistical considerations. For example, this is 
the case for the random process described by Eq. (1). It is evident that 
at any time there is equal likelihood that y is either 0 or 1: 


P\{y,t) = i for y = 0 or 1, 
Pi(y,t) = 0 otherwise. 


Since a n is independent of a m for n j* m, it follows that 


Pi{yi, k; y 2 , t 2 ) = PiiyiJJPiiy^k) (6) 


whenever |fi — t 2 \ > 1. On the other hand, if |<i — t 2 \ ^ 1, then the 
probability that both ti and t 2 lie in the same unit interval is just 
(1 — |<i — i 2 |); the common value is then either 0 or 1 with equal likeli¬ 
hood. The probability that k and t 2 do not lie in the same unit interval 
is clearly |<i — t 2 \; in this case, as in the case described by Eq. (6), any 
of the four possible combinations of (yi,y 2 ) occur with equal frequency. 
Hence, for — t. 2 \ ^ 1, 


Pi{yi > k; y 2 , t 2 ) = -j(l — |<i — t 2 1) + \ \k — t 2 \ 
for yi = 2/2 = 0 or 1, 

= i\k - t 2 1 for ( 2 / 1 , 2 / 2 ) = (0,1) or (1,0). , 


(7) 


Thus P 2 depends on the difference between k and t 2 . The higher proba¬ 
bility distributions can be discussed in the same way. 

To take another example, consider the previously mentioned discrete 
random-walk problem in one dimension. Let us suppose that in all 
experiments the walker remains stationary at the origin for n ^ 0 and 
thereafter takes a unit step either forward or backward with equal 
likelihood at successive unit intervals of time. Because of this initial 
condition we need to consider only n > 0. For this case it can be shown 1 


1 See, for example, Ming Chen Wang and G. E. Uhlenbeck, Rev. Mod. Phys. 17, 
327 (1945). The conditional probability is usually derived in the literature. This ie 
the probability that an individual will be at y at t — n if it is known that at t *■» 0 
he was at the origin. Because of our initial condition, this conditional probability 
is precisely our Pi(y,n ) for n Si 0. 
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that 

Pl(y ’ n) = ©' (8) 

if n and y are even or odd integers together; otherwise, Pi{y,n) = 0. It 
can likewise be shown for this problem that P* can be written in terms of 
Pi; for instance, 

Pi(y i, np, j/ 2 , n 2 ) = P 1 ( 3 / 1 ,«i)Pi[( 2/2 - yi), (n 2 - ni)], (9) 

where n 2 > n 1 . In words, the probability that an individual is at 3/1 
after ni steps and then at 3/2 after n 2 steps is equal to the probability 
that he first walks to 3/1 in n x steps, times the probability that he thereafter 
walks a distance ( 3/2 — 3 / 1 ) in (n 2 — ni) steps. 

HARMONIC ANALYSIS FOR STATIONARY RANDOM PROCESSES 

6’4. Stationary Random Process.— In most applications the under¬ 
lying mechanism that generates the random process does not change in 
time. In addition, one is usually interested only in the steady T -state 
output that occurs after the initial transients have died down. When 
this is the case, the basic probability distributions are invariant under 
shifts in time. 

A random process characterized by probability r -distribution functions 
that are invariant under a change in the origin in time is said to be a 
stationary random process. Such a process is described in increasing 
detail by the distribution functions: 

Pi( 3 / 1 ) dyi = probability of finding a value of a member of the ensemble 
between 3/1 and 3/1 + dy 1 . 

P*foi, (ti + r ) j 2 / 2 , (<2 + t)] dyidy 2 = joint probability of finding a 
pair of values of a member of the ensemble in the ranges ( 3 / 1 , 
3 /i + dyi) and ( 3 / 2 , y 2 + dy 2 ) at respective times h + r and t 2 + r. 
This function will be independent of r; it will be convenient to 
abbreviate it as P 2 (yi, 3 / 2 , t), where t = t 2 — t x . 

PAy\, {h + t) ; 3/2, (h> + t) ; 3/3, (tz + r)] dy 1 dy 2 dyz = joint probability 
of finding values of a member of the ensemble in the ranges 
(Vh V 1 + dyi), (3/2, 3/2 + dy 2 ), (3/3, 3/3 + dyz), at the respective times 
ti + t, t 2 -f- r, ^3 + r; and so on. 

This and all similar P’s will be independent of r. 

The thermal motion of free electrons in a metal at constant tempera¬ 
ture and the Brownian motion of molecules of gas in a box at constant 
temperature each generates a stationary random process. The random 
process described by Eq. ( 1 ) is also stationary. 
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The discrete random-walk problem, formulated at the end of the 
previous section, does not generate a stationary random series, since the 
set of possible positions continually increases with n; the.dependence of 
P i upon n is shown explicitly in Eq. (8). On the other hand, the series 
produced by the coin flippers is stationary; in this case 

Pk[y i, (fti + to); • • • ; y k , ( n k + m)] = (£)* for \ 

Vi = ±l(i= 1, • • • , *), (10) 

P k — 0 otherwise. ) 

As has already been noted, the first difference of the series obtained by 
the discrete random-walk problem in one dimension is essentially the 
series produced by the coin flippers. Some of the servomechanism 
inputs to be considered later are similar to the random-walk series in 
that they are not themselves stationary random processes whereas their 
time derivatives are. 

6-6. Time Averages and Ensemble Averages.—In dealing with sta¬ 
tionary random processes it is usually assumed that time averages are 
equivalent to ensemble averages. This is the so-called “ergodic hypo¬ 
thesis” of statistical mechanics. It is usually applicable only to sta¬ 
tionary random processes that are (or might be) generated by an ensemble 
of systems for which the uncontrolled elements of any one system 
approach arbitrarily near to every possible configuration in the course of 
time. In such cases it is expected that any one system can be taken as 
representative of a properly defined ensemble, not only as regards the 
nature of the possible configurations but also as regards the probability 
that any given set of configurations will be observed. In other words, 
since the nature of the underlying mechanism does not change with 
time, it is expected that a large number of observations made on a 
single system at randomly chosen times will have the same statistical 
properties as the same number of observations made on randomly chosen 
systems at the same time. A rigorous mathematical proof of the ergodic 
hypothesis has been found for very few systems. 

A simple example will serve to clarify the meaning of this assumption. 
Consider an idealized billiard table with perfectly reflecting cushions 
and a mass point as a billiard ball. Once started, the idealized ball will 
maintain its speed forever and, except for certain special initial positions 
and directions, will eventually approach arbitrarily near to any given 
point on the table. Now let us define an ensemble of trajectories 
starting from all possible positions and directions with the probability 
of starting in any given region and in any given angular range being 
proportional to the area of that region times the magnitude of the angular 
range. The ergodic hypothesis will then state that the ensemble average 
of any physical quantity defined by position and direction of a trajectory 
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will be equal to the time average for any one of the nonperiodic trajec¬ 
tories. For instance, the average time spent by any nonperiodic trajec¬ 
tory in a given region of the table is proportional to the area of that 
region; for this is certainly true of an average over the ensemble at the 
time when the ensemble is set up and likewise at any other time. In 
making an ensemble average in this case it is actually not necessary to 
exclude periodic trajectories from the ensemble, since they occur, in any 
case, with zero probability. 

The ergodic hypothesis can be given a more formal statement as 
follows: Let F(y h y 2 , ... , y n ) be an arbitrary function of the variables 
yi, y 2 , ... , y n , and let yi = yit + ti), y 2 = y(t + r 2 ), . . . , y n = 
y(t -j- r„), where y(t) belongs to a random process. We shall denote 
the time average of F for y» = y{t + r { ) by F, and the ensemble average 
by F. That is, by definition 

F = lim 1 r dtF[y(t + n), • • • , y(t + r„)] (11) 

2T J - T 

and 

P = / • • ■ J dyi • • • dyj'iyi, y 2 , • • • , y«) 

X P n [yi, (t + ri); • • • ; y n , (< + r„)]. (12) 

The average F is clearly independent of t; F will be independent of t 
if the process is stationary. The ergodic hypothesis states: 

If the random process is stationary , then 

F = F (13) 

with a probability of 1. 

A few examples will serve to illustrate the significance of this hypo¬ 
thesis. We can determine for any random process the ensemble average 
or mean of y, at the time from the first probability distribution Pi(y 7 t ): 

V = J dyyPi(y,t)- (14) 

From the way in which Pi is determined, it is clear that y is the mean of 
all the y(t)’s of the ensemble. For a stationary random process, P\{y,t) 
and consequently y do not depend on t. On the other hand, the time 
average , which is defined as 

V = 2 1* f T dt V ®' ^ 15 ' ) 

will, in general, differ for the various functions of an ensemble. The 
ergodic hypothesis states that for a stationary random process these two 
methods of averaging give the same result, no matter at what time the 


Sec. 6-6] 


CORRELATION FUNCTIONS 


273 


ensemble average is made or with what function (except for a choice 
of zero probability) the time average is made. That is 

y = y. (16) 

The same thing can be said for the higher moments of the distribution 
Pi, which can be determined by setting F(y ) = y n . The nth moment is 
defined as 

V* = J dy y n Pi(y,t). (17) 

For a stationary random process this is equal to the time average 

V n = lim A [ dt [y(<)] n - (18) 

The second moment is called the “mean-square” value of y, and its 

square root Vy* is called the “root-mean-square” (abbreviated rms) 
value of y. From the first and second moments one can derive the 
variance 

(y - y ) 2 = y 2 - ( V ) 2 

= J dy (y - y) 2 Pi(y,t), (19) 

which is a measure of the width of the distribution P i(y,i) about its aver¬ 
age value y. 

6-6. Correlation Functions.— The autocorrelation function of a func¬ 
tion y{t) is defined as the time average of y{t)y(t -f- r). It is a func¬ 
tion of the time interval r and of the function y. It will be denoted by 
R v {r) or, where this is not ambiguous, by R(r). By definition, therefore, 

R(t) = y(t)y(t T t) = lim ^ [ dt y(t)y(t + r). (20) 

T~> so L1 J - T 

As we have seen in the previous section, in the case of a stationary 
random process R(t) will not (except for a choice of zero probability) 
depend on the member of the ensemble on which the time average is 
performed. Furthermore, the time average of y(t)y(t + r) will be equal 
to the ensemble average 

// dyi dyi yiyiPiiy^y^r) (21) 

with probability 1. Thus one can define an autocorrelation function 
for a stationary random process as well as for a single function. This 
function gives a measure of the correlation between y(ti) and yitf ), where 
t 2 - ti = r. In case y(h) and y{U) are independent of each other, 

Piiyi, ti) yi> in) = Pi(yith)Pi(y*h) 


( 22 ) 
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R(t 2 - h) = y(ti)y(t 2 ) = y{ti) y(t 2 ). (23) 

For noise this situation is approximated when the time interval r is 
sufficiently large. 

Some of the properties of R(r) are fairly evident. 

1 . 

R( 0) = y 2 . (24) 

2. R(t) is an even function of r, since 


R(r) = y{t)y{t + r) = y{t - r)y{t) = - r) = R(-t). (25) 

3. \R(t)\ ^ R( 0). This results from the inequality 

0 ^ [y(t) + y{t + r)] 2 = y\t) + y*(t + r) ± 2 y(t)y(t + r). (26) 

Hence 

±2 y{t)y{t + r) ^ y*(t) + y*(t + r). (27) 

Averaging both sides of this equation gives 

+ 2 R(t) £ tf(t) + y\t + T ) = 2A(0). (28) 

4. Given any set of r’s (ti, t 2 , , t»), the determinant 


fi(ri - rx) A(n - r 2 ) .fl(Ti - r n ) 

R(r 2 — ri) A(t 2 — r 2 ).7 ?(t 2 — r„) 

. (29) 


— ti) i?(r„ — r 2 ) .A(r n — r„) 


is symmetric and nonnegative in value. It can be shown that con¬ 
dition (4) is a necessary and sufficient condition that R(t) be an auto¬ 
correlation function. 1 


It is sometimes convenient to work with the function 


p ( T ) = [y(0 ~ MM + T ) ~ y] t 


(30) 


which will be called the normalized autocorrelation function. It is evident 
that p(0) = 1 and that for noise p(j ) —> 0 as r —> oo. 

The autocorrelation function for a random series is defined as 


N 

R(m) = 2VTT E (31) 

n-~-N 

It is clear that R(m) has properties analogous to those of R(t). 

1 A. Khintchine, 11 Ivorrelationsthcorie der Stationaren Stochastischen Prozesse,” 
Math. Ann. 109, 608 (1934). 
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Examples .—It will be instructive to consider a few examples. In the 
case of the purely incoherent stationary random series generated by the 
coin flippers one would expect R (m) to decrease very rapidly with 
increasing m. As was seen in Sec. 6-4, Pi(yi) = £ and Pi(yi,y 2 ,m) = t> 
where y i and y 2 take on the values +1. It follows from Eq. (21) that 

R{ 0) = ^ y 2 iPi(Vi) = l 2 X * + (- l) 2 X i = 1, (32) 


and that for m ^ 0 


R(m) = 2^ yiyi p z(yi>yi> m )- 

= (i)(iH + (i)(-i)i + (—i)(i)i + (-i)(-i)i 
= 0 . 


(33) 


The other extreme is represented by the function y(t) = 1, for which 


R(r) 


= lim 2^ f 

T-> « J- T 


dtlX 1st 


(34) 


let 

Then 


If y(t) is periodic, then the periodicity persists in R(t). For example, 

y(t) = A sin (orf + <£). (35) 


__ 1 r t 

R(r) = y{t)y(t + r) = lim ^ I dt A sin (cot + <f>)A sin (wt + oyr + <j >) 

T—y vo “I J —T 

1 f T A 2 

= lim / dt-fr [cos wt — cos (2ut + or + 2<fi)] 

J 1 —>00 J ^ J> * 


= lim 

T—> 00 


COS COT — 


1 sin (2 coT 4" tor 4" 2<£) 
2T 2co 

1 sin (2coT — wr — 2$) 
2T 2u> 


= -g- COS wr. 


(36) 


Although R(t) has the period of y(t), it is an even function independent 
of the phase <f> of y(t). For the function 


y(t) = Ao + ^ Ak sin (c okt + 4>k), 
where «„ X w m for n j* m, the autocorrelation function is 

R(t) = Al + ^ ^ cos UkT - 


(37) 


( 38 ) 
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Here again the periods of y are present in R(t), but the phase relations 
have been lost. If an apparently random function contains hidden 
periodicities, R(t) will approach asymptotically an oscillating function 
like that in Eq. (38). 

In the case of the stationary random process described by Eq. (1), 
we can obtain the autocorrelation as an ensemble average by means of 
Eq. (21). The second probability distribution P 2 is given in Eqs. (6) 
and (7). If r = ti — U is greater in absolute value than 1, then, applying 
Eq. (6), we obtain 

R { t ) — ^ 2/12/2^2(2/1, ti ‘, y - di ) 

= x(0X0 + 0Xl + lX0 + lXl)=i (39) 

On the other hand, if |r| ^ 1, we make use of Eq. (7): 

I) + i|r|](0 X 0 + 1 X 1) + t|t|(0 X 1 + 1 X 0) 

(40) 

It follows from Eq. (5) that y — ? = y 2 . Hence the normalized auto¬ 
correlation function is 


R(r) = [i(l - \t 
- * - 


p(r) = 0 for |r| > 1, 1 

= 1 — |t| for jrj ^ 1. j 


(41) 


To obtain an autocorrelation function from experimental data, one 
of necessity starts with a record y(t) of finite length: 0 ^ t ^ T. If the 
data are not discrete, it is possible to consider them as such by using only 
the values at times t = nA (n = 1, 2, • • • , N = T/A). The time 
interval A should be chosen so small that the function y(t) does not vary 
significantly in any interval A. If y(t) is to be used as an input to some 
mechanism, it is sufficient that A be small with respect to the system 
time constants. Setting y n = y(nA), then 


R(m) 



N-m 


l 

4 “ 1 


2/n2/n+mj 


for m 0. 


(42) 


Equation (42) loses its reliability for very large m. For, as can be seen 
from Eq. (36), in working with a finite interval T a relative fractional 
error of about 1 /asT is introduced for each periodicity present. The 
error in determining the contribution of a period P to the autocorrelation 
function will be less than 2 per cent if 2 ir[(N — m)A/P] ^ 50. Hence 
for this purpose T = NA should be about 10P, and m should not exceed 
\T/ A. 

The normalized autocorrelation function of the fading data shown 
in Fig. 6T was obtained by use of Eq. (42). The period of observation 
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was T — 20 sec. The value of A was chosen to be tts sec. The resulting 
function p(r), calculated over the range 0 £* r ^ 1.28 sec, is shown in 
Fig. 6-2. As can be seen, there is very little correlation between data 
more than 0.1 sec apart. It follows from this that a very conservative 
choice of T was made; 2 or 3 sec would have been adequate. 



T in sec 

Fig. 6*2.—Normalized autocorrelation function for fading record. The rms value is 10.3 

mils. 

Correlation Matrix. —If y is a two-dimensional vector (u,v), one defines 
a correlation matrix instead of a correlation function. For a stationary 
random process, the ergodic hypothesis gives 


| / w(i) , u(i + r) 

u(t)v(t + r)J _ 

u(t)u(t + r) 

u(t)v(t + r)l 

|v(<)w(i + r) 

v(t)v(t + t)| 

v(t)u(t + r) 

v(t)v(t + t)| 


(43) 


The function of r, u(t)v(t + r), is called the cross-correlation function 
and will be designated as R uv (j). 

The cross-correlation function is not symmetric, nor can one inter¬ 
change the order of u and v without changing its value. There does, 
however, exist the relationship 

Ruv(t) = RU~r). (44) 

By using the inequality 

0 4 ± (45) 

L Vu 2 Vv 2 J 

and averaging over time, one finds that 


A U v( t ) 1 = VW) \/-R v (0) • 

R U v(r) is a measure of the coherence between u(t) and v(t + r). 


( 46 ) 
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6’7. Spectral Density. —We shall have occasion to consider the effect 
of a filter on the functions of a random process. It is natural, therefore, 
to attempt to resolve the functions of a stationary random process into 
their Fourier components. Such an attempt will, in turn, lead us to 
the concept of the spectral density G(f) of a function y(t) and of a 
stationary random process to which y{t ) belongs. If y(t) is the voltage 
across a unit resistance, then G(f ) df is the average power dissipated 
in the resistance in the frequency interval (/, / + df). If y(t) is the input 
to a linear filter with transfer function Y (2 trjf), then, as will be shown in 
Sec. 6*9, the output has the spectral density \Y(2Trjf)\ 2 G(J). 

The spectral density of a function y(t) is defined in the following way. 
Let 

Vr(t) = y(t) for -T ^ t g T, 

= 0 elsewhere. 



The Fourier transform of yr{t) always exists and is by definition 


Artf) 


I dt y T (t)e~ 2T,ft 



dt y(t)e~- T!ft . 


(48) 


If A* denotes the complex conjugate of A, then, since yr is real valued, 

Ar(f) = (49) 

The average power density for y T (f ) at the frequency / is[ \A T (f)\ 2 ]/2T-, 
both positive and negative / must be. taken into account. Since 
\At(J)\ = \A t {— j 0 |, one can limit attention to positive values of/ 
and take the average power density to be [|A r (/)| 2 ]/T'. The spectral 
density of the function y(t) is defined as the limit of this quantity as T 
goes to infinity; 

(?(/) = lim i |A r (/)| 2 . (50) 

T —> 00 A 


As should be expected, one can obtain the average power in y by 
integrating the average power density (?(/) over all positive frequencies. 
In symbols 

¥ = j* df Gif). (51) 

This can be proved as follows. From Eqs. (48) and (49) 

Ar(-f) J dt y T (t)e- 2T3 ' ft 

Interchanging the order of integration gives 

/_ M d f\ Ar W = J_ x dt {^ r W[/ df A r (-/)e- 2 */ ( jj. (53) 

It follows from the Fourier integral theorem (see Chap. 2) that the 



f“jf\A T (f)\ 2 = f”jf[ 
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Hence 


quantity inside the brackets is just yr(t). 
J”jtyUt) = j T _ T dty\t) = f*Jf\A T (f )\ 2 


-// 


df\A T (f)\\ (54) 


Dividing through by 2 T and passing to the limit give 

‘ T 


y 


2 = lim 


J_ f 1 

2 T ]_ 


dt y 2 (t) = lim 

T J 7 —> oc 


r/o 


df |A r (/)| 2 . (55) 


If we now interchange the order of limits, inserting G(f) for its equiva¬ 
lent, the proof of Eq. (51) is complete. 

The above discussion of the spectral resolution of the function y(t) 
has dealt with the power; as a consequence, all information concerning 
the phase relationships of y has been lost. It is well to remark on the 
difficulties encountered in attempting to deal more directly with the 
Fourier transform of y. The Fourier transform itself will exist only if y(t) 
approaches zero as t becomes infinite. For functions such as those found 
in stationary random processes, A t (j ) will, in general, either oscillate 
or grow without bound as T becomes infinite. Even a mean Fourier 

transform such as lim (l/2T)A T (f) or lim [1/ (2T)^]A T (f) will oscillate 
T —>« 7 1 —>« 

rather than approach a limit if y is, for example, a “periodic function” 
with a suitably varying phase. 

Cross-spectral Density .—It is possible to define a cross-spectral density 
for two functions ( u,v ) as follows. Let 

/ T 

dt u(t)e~' l '* in 

and y (56) 


Bt(J) 


/ T 
-T 


dtv(t)e 




The cross-spectral density is then defined as 


(57) 


G uv (f) = I™ yp A*(f)B T (f). 

00 1 

From the relations A T (f) = A$(-f) and B T (f) = B*(-f ) one obtains 

G uv (f) = GU-f) = G vu (~f)- (58) 

Hidden Periodicities .—The spectral density G(f) may contain singular 
peaks of the type associated with the Dirac delta function. 1 This will 
•i The Dirac delta function has the following properties: 

f 0 * dy 8(y ) = dy 8(y) = | for all e > 0 


and 


i(y ) = 0 for y t 6 0. 
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be the case if the mean value of y is not zero or if y contains hidden 

periodicities. The peaks occur at frequencies at which (1/7 7 )|^4r(/)| 2 

becomes infinite with T\ the coefficient of the delta function at such a 

frequency is given by lim (l/2T 2 )\Ar(f)\ 2 . We should therefore redefine 

T—> oo 

G(f) as follows: 


G(f) = [ton ±- 2 M^C/OI 2 ] Kf ~ fi) 

G(f) = lim i | A r (/) | 2 otherwise. 
1 


except where this 
is zero, 


(59) 


If the mean of y(t) is not zero, then G(J) will have a singularity 
at the origin: 

Gif) = 2(y)H(f) + Gi(f). ( 60 ) 

For pure noise the peak at / = 0, corresponding to the d-c term, will 
usually be the only peak, and Gi(f), defined by Eq. (60), will be a 
regular function representing the continuous spectrum. In this case 
it is sometimes convenient to introduce the normalized spectral density: 

S(f) = - (61) 

/ 0 dfGr(f) 

This quantity has the dimension of time, since / has the dimension 
(time) -1 . The denominator in Eq. (61) is simply the variance of y: 

(y - yY = ¥ - y 2 = f“ dfG 1 (f). (62) 

If y(t) is a trigonometric polynomial 

y(t) = A 0 + ^ A k sin (2ir J k t + <t> k ), f k ^ 0, (63) 

then the spectral density is 

Gif) = 2 Atfif) 5(/ “ I/*D- (64) 

In the general case of noise with hidden periodicities the spectral density 
will consist of a continuous part and a number of peaks at discrete 
frequencies. 

Spectral Density of a Stationary Random Process. —The member func¬ 
tions of a stationary random process will (except for a choice of zero 
probability) have the same spectral density. This, then, may be called 
the “spectral density of the stationary random process.” In computing 
it, one can deal with any typical function of the ensemble or, as desired, 
can carry out averages over the ensemble. 
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As a further example, let us obtain the spectral density of the sta¬ 
tionary random process described by Eq. (1). Since the functions are 
given only in statistical terms, it will be necessary to obtain the ensemble 
average of the spectral density. Since, however, the process is sta¬ 
tionary, this will be the spectral density for the individual functions except 
for a set of probability zero. Since s serves only to shift the time axis 
and since the spectral density is independent of phase, it is clear that we 
can suppose s to be zero. To simplify the calculations let us subtract 
out the mean at the very start. We have then 

y(t) = a n — \ for n ^ t < n + 1, (65) 

where the a n ’s are independent random variables and take on the values 
0 and 1 with equal likelihood. By Eq. (48), 


a n (/) = V (an - 0 J n dt e ~ iTiU 

n=-N ^ 


( 66 ) 


n~-N 


Squaring the absolute value of A N (f) and dividing by N give 


^X < 67 > 

n,m ~ —N 

We now take the ensemble average of Eq. (67). Since 


it follows that 



( 68 ) 

(69) 


Taking the 
density: 


limit as N becomes infinite, we obtain the average spectral 

Gjf) = ( 70 ) 


Spectral Density of a Random Series .—The spectral density for a 
stationary random series is defined in an analogous way. Given the time 
series y n , consisting of data recorded at uniform intervals of length TV we 
define, in analogy to Eq. (48), 

N 

A N (f) = T r ^ y n e-™' nT '. (71) 

n=-N 


1 The quantity TV is the same as the repetition period of Chap. 5. 
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This function is periodic in / with period 1/T’rj it is completely determined 
by its values in the range ( —1/27V, 1/2 T r ). Since the y n are real, 
A N (f) = We then define the spectral density of the time 

series, in analogy to Eqs. (59), as 

G(J) = j^im^ 2 (jv + iy T 2 lW| 8 (f ~ 

except where the quantity in the bracket is zero, and as > (72) 

G(f) = lim m 1 ■ |A^(/)| 2 elsewhere. ) 

iV->- M (J\ A- s)-i r I 

It follows from the periodicity of A N (f) and the orthogonality of the 
functions e~ 2 * ifnTr that 

N 

i fi/2T r 2 ri/2T r 

\ y l = Y r 2Tr df |A ^ (/)|2 = ¥ r Jo d f\ A »W\ 2 - (73) 

r 1/2 Tr r o 

Hence 

N 

? - 2-fVt x h= r aiGu) ■ p4) 


The spectral density of a stationary random series is, of course, defined 
as the spectral density of any typical series from that ensemble. 



Spectral Density for Experimental Data .—There are several procedures 
whereby one can obtain the spectral density from experimental data. 
The best method is to calculate the spectral density as the Fourier trans- 
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form of the autocorrelation function. This will be explained in detail 
in the following section. Figure 6-3 shows the spectral density obtained 
in this way for the radar fading record shown in Fig. 6T. 

It is, of course, possible to obtain the Fourier coefficients for a finite 
length T of data and then to compute G(f) by means of Eq. (50), 
with the limit process omitted. Numerical-integration methods require 
that the data be discrete. From N pieces of data it is possible to obtain 
N/2 harmonics. This is, however, a very tedious task even when one 
takes advantage of short cuts. 1 Various machines have been devised 
to obtain the Fourier coefficients; one such is the Coradi harmonic 
analyzer, which performs the required integration, harmonic by harmonic, 
as the apparatus is driven so as to follow the curve representing the data. 
It is also possible to have a voltage follow the data and send the voltage 
through a wave analyzer. 

6-8. The Relation between the Correlation Functions and the Spectral 
Density. —Both the autocorrelation function and the spectral density 
depend on the product of the function y(t) by itself. Both functions 
likewise depend on the periodicities in the message but are independent 
of the relative phases of the Fourier components. It is therefore not 
surprising to find that they are Fourier transforms of each other. 2 In 
fact, as will be proved later 

R(t) = J df G{f) cos 2 tt/t 

and 

G(f) =4 I dr R(t) COS 2i r/r. 

Jo 

Similar relations hold for the normalized functions p(r) and S(f); for 
instance 

S(f) = 4 j dr p(r ) oos 2i r/r. (765) 

This intimate relationship between the spectral density and the auto¬ 
correlation function sheds more light on the interpretation of each. For 
example, a delta-function singularity in the spectral density at the 
frequency fi corresponds to a cos 2nf \t term in the autocorrelation 
function. An exponential-decay autocorrelation function, such as is 

1 There exist short-cut methods for the cases N = 12 and N = 24. See, for 
instance, E. T. Whittaker and G. Robinson, The Calculus of Observations, Blackie, 
Glasgow, 1929, pp. 260-284. 

2 This relation is contained in a paper by N. Wiener, Acta Math. 66 , (1930). The 
reader will find in this reference a rigorous treatment of the subject matter of the 
present chapter, which, incidentally, avoids use of the delta function by working 
with the indefinite integral of the spectrum G(f). 


(75) 

(76a) 
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sometimes associated with noise, 



R(r) 

= 

(77) 

has the spectral density 



G(f) = 

4/3 

/3 2 + (2tt /) 2 

(78) 


This function is bell-shaped, decreasing to half its zero-frequency ampli¬ 
tude at / = (3/2 ir. 

Aside from their theoretical importance, Eqs. (76) are extremely 
useful as an aid in the calculation of the spectral density. It is often 
simpler to compute the autocorrelation function first and then the 
spectral density by means of Eqs. (76) than to compute the spectral 
density directly. This is, for instance, the case with the stationary 
random process described in Eq. ( 1 ). The autocorrelation function 
[Eqs. (39) and (40)] is easily computed as an ensemble average. On 
subtraction of the contribution due to the square of the mean, this 
becomes 

^i( T ) = i(l — M) for |t| ^ 1 , | ,_ Q . 

= 0 elsewhere. J ' 

Applying Eqs. (76), one obtains very simply the spectral density that 
was derived in Sec. 6-7 by a rather involved argument: 

<?,0) = 5 (^)’- (70) 

A second example is provided by the normalized spectral density 
(Fig. 6-3) of the radar fading record shown in Fig. 6 T. This was obtained 
by means of Eqs. (76) from an approximation to the normalized auto¬ 
correlation function of Fig. 6 - 2 : 

p(r) = c -24lrl cos 4Or. (80) 

This function is plotted, along with the experimentally obtained auto¬ 
correlation function, in Fig. 6-4; it has all of the properties of an 
autocorrelation function. On comparing the spectral density and auto¬ 
correlation function, one sees that the peak in the spectral density occurs 
at the frequency of the damped oscillation of the autocorrelation function. 

If the Fourier coefficients were to be obtained directly from Eqs. (76) 
by some method of numerical integration, use could be made of the fact 
that the autocorrelation function vanishes for all practical purposes for 
T — 0.2 sec. On the other hand, in order to obtain the spectral density 
directly one would be forced to work with 20 sec of data. This is no 
easy matter when the frequencies of interest are as high as 30 cps. One 
could, however, argue that it is no easy matter to obtain the autocorrela- 
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tion function. It is not difficult to calculate the number of computa¬ 
tions involved in both methods. To obtain N/2 harmonics (sine and 
cosine) from N pieces of data, N 2 multiplications and N 2 additions are 
necessary. To compute N /4 values of the autocorrelation function from 
N pieces of data N 2 multiplications and -fa N 2 additions are necessary. 
The work needed to obtain the spectral density from the autocorrelation 
depends upon the autocorrelation function. In general, for a random 



series the autocorrelation function is effectively zero after the (aA r )th 
lag, where a « 1. In the case of the radar fading record a was xicr- 
Computation of the Fourier cosine transform then involves only (aN ) 2 /2 
additional multiplications and (aN) 2 /2 additions; the ratio of the 
number of operations in the two methods of calculation is 1 to 

(A + «V2). , . . . 

Even when the autocorrelation function does not vamsh for the 
larger values of r, it is still of advantage to compute it first. Its usefulness 
lies in the fact that one can compute the indefinite integral of the nor¬ 
malized spectral density [see Eq. (61)] directly from the normalized 
autocorrelation function [see Eq. (30)]: 

I(fo) = J df S(f) = ~ J 0 dr ^ sin 2tt/ot. (81) 

[Equation (81) is obtained on integrating Eq. (76b) with respect to /.] 
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The integral equals the fractional power in the message below the fre¬ 
quency fo, except for the d-c component. If — /(/i)| is much 

less than 1 [note that J(«) = 1 ], then the values of S(J) in the interval 
(/i,/ 2 ) are negligibly small and need not be computed. By computing 
I(j) for several values of / one can therefore make a quick survey of the 
regions in which S{f) is significantly different from zero. The advantage 
of knowing the important frequency regions of the spectrum needs ho 
further emphasis. 

We now return to the proof of Eqs. (75) and (76). It is convenient 
to work with the auxiliary function 

Ct(t) = 2 7p J dt y T (t)y T {t + r), (82) 

where yr is defined by Eq. (47). It is clear that the autocorrelation 
function is the limit of Ct(t) as T becomes infinite: 


R(t) = lim Ct(t). 
T->«> 


(83) 


The Fourier transform of Ct can be rewritten as follows: 

/ dr Cr(T)e~ 2wlfT = ^7 J dr j d/e _2T3 ’ /(1+T) e 2,r,/ ‘i/j’(f)i/r(<+T). (84) 

Interchange of the order of integration and introduction of s = t + r 
as one of the variables of integration give 


/: 


dr C T (r)e 2,rj/r 


J_ f " 

2T J_ 


/: 


dt yr(t)e 2T,ft / ds yr^e 2 ^’ 


= 2 j;A T (f)A*(f), 


(85) 


where A T (f) is defined in Eq. (48). Finally, making use of the fact that 
Ct(t) is an even function and passing to the limit, we obtain Eq. (76a): 

G(f) = lim L |/i r (/)| 2 = lim 4 f dr Ct(t) cos 27r/r 
T T-*x J 0 

= 4 J dr R(t) COS 2 t r/r. 

Since the function lim (l/T)|A r (/)| 2 is even, Eq. (75) can be obtained 
T—± 00 

directly from Eq. (76 a) by means of the Fourier integral theorem (see 
Chap. 2 ). 
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When y(t ) has a nonzero mean and contains periodic terms, its auto¬ 
correlation function has corresponding constant and cosine terms. In 
evaluating Eqs. (76) use must then be made of the following relations: 1 


/; 


/; 


dr cos 2irfr = 2 5(f), 


(87) 


dr cos 27t/ot cos 2i rfr = 5(f — |/o[), 


where fo ^ 0. It is very easy to show that Eqs. (76) and (76) properly 
relate the autocorrelation function [Eq. (38)] and the spectral density 
[Eq. (64)] for a trigonometric polynomial. 

Relations similar to Eqs. (75) and (76) exist between the cross¬ 
correlation function and the cross-spectral density. If y is a two- 
dimensional function ( u,v), then the following theorem holds: 


Ruv(t) = u{t)v{t + r) 


Guv(f) 


1 . 


-if: 


df G uv (f)e 2rifT , 


dr R U v{j)e 2x,/t , 


( 88 ) 

(89) 


where (?„„(/) is defined as in Eq. (67). 

In the case of discrete data taken at successive instants of time T r 
sec apart, the analogues of Eqs. (75) and (76a) are 


and 


R(m) = 



df G{f) cos 2irfT r m 


(90) 


Gif) = 4 T r 


r «(Q) 


+ X R(m) cos 2-irfT, 


r m j • 


(91) 


The proof of these results is similar to that for the continuous case. 
In evaluating Eq. (91) when y has a nonzero mean or contains periodic 
terms, use must be made of the following relations: 

1 If in the spectral density the entire frequency range were used instead of the 
(0, «) interval, Eq. (87) could be rewritten as 

4 J dr COS 2 ir/r = $ (J) 

4 j dr COS 2 ir/or COS 27 r/r = 4 [ 5 (/ — /o) + S(f +/o)], 
in which case the second equation could be derived from the first. 
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00 

4Tr G + 1/ C ° S ^ Trm ) = 25(/) ’ 

771—1 

oo 

47V ^ (-l) m cos 27r/7\.mj = 25 (} - 

m = l 

00 

' 0 + ^ cos %tjoT r m cos 2nfT r m ^ = 6(/ — |/o|). 

771 = 1 


(92) 


6-9. Spectral Density and Autocorrelation Function of the Filtered 
Signal. —The discussion up to this point has dealt with certain useful 
statistical properties of time-variable data in general. These ideas 
apply equally well to the input and the output of a servomechanism. 
It is the purpose of this section to study the response of a servomechanism 
to an input of which only certain statistical properties are known. We 
shall suppose that only the spectral density of the input (or its time 
equivalent, the autocorrelation function) is known. If the mechanism 
is linear and does not change with time, it is then easy to determine the 
spectral density of the output. Therein lies the principal usefulness of 
the spectral density. 

The theorem is simply stated: If Y (2ir jf) is the transfer function of a 
linear time-invariant mechanism and (?/(/) is the spectral density of 
the input, then the output spectral density G 0 (f) is 


Go(f) = \Y (2irjf)\ 2 Gi(f). 


(93) 


One would certainly expect a theorem of this type to be true; but 
because of the way in which we have been forced to define the spectral 
density, the proof itself is not straightforward. The spectral density 
has been defined as'a limit involving the Fourier transform A T (f) of y T , 
which vanishes outside the interval ( — T,T). Although Y(2irjf)A T {f) 
is the Fourier transform of the output under these conditions, it is not 
the Fourier transform of a function that vanishes outside any finite 
interval. For this reason the proof of Eq. (93) which follows has its 
starting point in the time representation of the linear system. 

It was shown in Chap. 2 that any stable linear time-invariant mecha¬ 
nism which acts only in the past 1 can be represented by a weighting 
function on the past of the input y(t). Let the weighting function be 
written as IP(f). Then 

1 For the purposes of this discussion it is not necessary that the operator act only 
in the past. 
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W{t) = 0 for t < 0, 


and 


L 


(94) 


dt |T7(0| < 


The weighting function may contain Dirac delta functions. The output 
z(t) is then 


z(t) 


=/: 


ds y(t — s)W(s) 




ds y{t — s)TT(s). 


(95) 


The autocorrelation function of the output can be written in terms of 
the input as follows: 

R z {t) = lim Jm f dt [ f ds y(t - s)W(s) 

00 ^ J-T LJ — * 


x 


/: 


dry(t + t - r)W(r)[ (96) 


Interchanging the order of integration gives 

R z (r) = lim [ ds f drW(s) 

T -* ^ J — CO j — « 


X 


W: 


dt y{t — s)y(t + r — r) 


X JE(r). (97) 


The limit, as T becomes infinite, of the quantity inside the brackets is 

R v (t -(- s — r) — lim f dt y(t)y(t -t~ r -|- S r). (98) 

T—+ °o ^ J—T 

Passing to the limit, therefore, gives 


R z {r) 


-/>/: 


dr IF(s).Rj,(t + s — r) W (r). 


(99) 


This is the time equivalent of Eq. (93). The mean-square value of 
the output i 5 , obtained from Eq. (99) by setting r = 0, is 




dr W(s)R v (s - r)W(r). 


( 100 ) 


Equation (93) can now be proved by taking the Fourier transform 
of Eq. (99). Thus 

dr R z (r)e- 2r ’ fT = 2 j dr j ds j ^ dr e -*w/<T+»-r) 

e ui/> e - 2 ri/rR v (j + s — r)JE(s)JE(r). (101) 
On change of the variable of integration r to (r + s — r), the volume 


Go(f) 
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integral breaks up into the product of three independent integrals: 


Go(/) = |7(2xiO| 2 G,(/), (93) 

where 


Y(2-irjf) = J dt W(t)e~ iTift , (102) 

as in Chap. 2. 

We shall be interested in a case slightly more complicated than the 
problem just considered. Suppose that the input consists of two parts 
—signal and noise. To use the terminology of Sec. 6-2, the random 
process y, which describes the input, has two components (u,v), where 
u is the signal record and v the noise record. It frequently happens that 
the signal and noise enter the mechanism at different points or in different 
forms. In such a case, the mechanism will operate on these two compo¬ 
nent functions differently. Let the weighting function operating on u 
be Wi and that operating on v be W 2 , where both TFi and W 2 satisfy 
the condition of Eq. (94). The output is then 


2(0 = J o ds u(t — s)IFi(s) + ^ dsv(t - s)I7 2 (s). (103) 

Applying the same reasoning as before, we obtain 


Rz(t) 




dr [ITi(s)5„(r + s - r)ITi(r) 


+ W %{s)R v {t + s — r)W 2 {r) + IFi(s)7?„ r (r + s — r)W 2 (r) 

+ TFi(r)fi,.(r + s - r)IF 2 (s)], (104) 

where R vv (t) = u{t)v(t + r). The Fourier transform of this equation is 


GoU) = |F 1 (2 ttj/)| 2 (?„(/) + | Y 2(27rj/)| 2 G t ,(/) 

+ Yf (2irjf)G uv (f)Y 2 (2irjf) + Y 1 (2rjf)G vu (f)Y*(2irjf), (105) 

where G uv (f) is the cross-spectral density defined as in Eq. (57). 

We shall conclude this section with a resum 6 of the analogous results 
for the case of a random series. If the filter is stable, linear, and time 
invariant, it can be represented as a weighting function w m , where 


w m = 0 for m < 0, 

CO 

^ |u> m | < CO. 

7TC = 0 

For an input series [y(iri)\, the output series is then 


( 106 ) 
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The transfer function for w is 

oo 

Y(2irjf) = ^ w m e~ 2 *i fTrm . (108) 

m = 0 

The output spectrum is again related to the input spectrum by Eq. (93), 
and the output autocorrelation formula is 


Rz(vt) — 


22 

71 — 0 1 — 0 


w n R y (m + n — l)wi. 


(109) 


EXAMPLES 

6*10. Radar Automatic-tracking Example. —It will be instructive to 
derive the error spectral density and autocorrelation function for a gyro- 
stabilized automatic-tracking radar mechanism on which a great deal 
of experimental data are available and to study the effect of fading in the 
reflected radar signal in causing tracking errors. In order to simplify 
the discussion it will be assumed that the aircraft being tracked is flying 
a radial course directly away from the tracking system. In this case 
the problem of following the maneuvers of the plane is trivial, and the 
only source of error will be the fading. 

An abbreviated description of the tracking system will now be given. 
A measure of the difference between the direction to a target and the radar 
reflector axis is obtained by conically scanning a pulsed r-f beam. The 
received signal is first amplified and rectified. The resulting envelope 
is a modulated signal of the form 

cr[l + e(£) sin (2-irfst -f- (110) 

where a is proportional to reflection coefficient of the plane, e(t) is propor¬ 
tional to the magnitude of the angular error in tracking, and f 8 is the 
scan frequency (30 cps). The phase angle <f> determines the direction 
of the error relative to the reflector axis; <f> — 0 corresponds to an error 
in traverse only. 1 Random variations of the reflection coefficient of the 
plane cause the signal envelope to be of the form 

[1 + ?(0][1 + «(0 sin (27 rf s t + <£)]. (Ill) 

A typical record of g{t) is that shown in Fig. 6T. 

The signal is then sent through a high-pass AC-coupling transformer 
which serves to take out the d-c term. The resulting signal is next 

1 The traverse angle is measured from the line of sight in a plane containing the 
line of sight and a horizontal line perpendicular to the line of sight. The error in 
azimuth is roughly equal to the error in traverse multiplied by the secant of the 
elevation angle. 
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commutated in order to determine the phase <t> of the error proper. The 
commutator produces two signals, one equal to the input multiplied by 
2 sin 2irf,t, the second equal to the input multiplied by 2 cos 2 irf t t. [The 
normalizing factor 2 is introduced to make the peak value of the incoming 
signal «(/) sin (2irf,t + <t>) equal the resultant of the mean values of the 
output signals e{t) cos <j> and «(/) sin <f>.] The first of these signals, the 
traverse error signal, is then used as input to a servoamplifier that 
controls the azimuth of the antenna axis, whereas the second is used as 
input to another servoamplifier that controls the elevation of that axis. 
The traverse and elevation signals are thereafter handled similarly. 
The commutated signal is sent through a low-pass filter in order to 
eliminate the 60-cycle ripple. The resultant signal goes into a servo¬ 
amplifier with equalizing circuit having a transfer function (see Chap. 2) 

r(p) -*-r2rrr (n2) 

where p is the complex variable of the Laplace transform and 


T i = 0.36 sec, 1 
Tv = 16 sec, 

K v = 80 sec -1 . t 


(113) 


The equalizer was chosen to have a large velocity-error constant K v and 
to cut off rapidly above frequencies common in tracking. In Chap. 4 
this was called “proportional-plus-integral control.” 

A current proportional to the output voltages is used to excite the 
traverse and elevation torque motors, which, in turn, precess a free- 
floating line-of-sight gyro. The rate of precession is proportional to 
the currents through the torque motors. Finally, the reflector is slave 
to the gyro. The servo that performs this task is so much faster than 
the equalizing circuit that for purposes of this calculation it can be 
assumed perfect. The net effect is to drive the output 6 0 , so that in 
terms of Laplace transforms (see Chap. 2) 


_ £<M __ K,(T,p + 1) 

£(commutated error signal) p(Ttp + 1) ’ 

where all proportionality constants have been absorbed in K v . When 
the system is in proper adjustment, there is no interaction between the 
elevation and traverse control systems. This permits us to limit the 
discussion to a single component of the error, the traverse component. 

Let us begin our analysis with the received signal [Eq. (111)]. It is 
found in practice that |t(/)| remains less than 0.05 and that the rms value 
of g is approximately 0.25. To a first approximation it is therefore pos- 
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sible to neglect the cross-product term; the received signal can be written 
as 

si(t) = 1 + g(t) + *(«) sin (2 wf,t + <t>). (115) 

In discussing the behavior of the azimuth servomechanism we can set 
<p = 0, provided we allow t(t) to assume positive and negative values; 
e is then, strictly speaking, the difference between the traverse input 0/ 
and the traverse output do. That is, 

e = 0! - Oo. (116) 


The principal effect of the high-pass .RC'-coupling transformer on the 
signal Si(<) of Eq. (115) is to remove the d-c term; its output is essentially 

s 2 (t) = g(t) + (0/ — do) sin 2wf s t. (117) 


It is convenient at this point to convert g, 0/, and do to angular mils. 
The conversion factor is determined by and varies inversely with the 
fractional modulation in signal intensity caused by moving the reflector 
axis a given angle away from the target. 

The signal s 2 (t) now goes through the commutator, which converts it to 

s 3 (t) = [g(t) + (0/ — do) sin 2 t rf.t] 2 sin 2-irf B t 

= 2g(t) sin 27 rf B t + (0/ — do) — ( 0/ — do) cos 47 rf,t. (118) 


This commutated signal is then sent through a low-pass filter which 
eliminates the 60-cycle ripple term (0/ - do) cos 4 t rf,t. The low-pass 
filter has no effect on (0/ — do), since most of the spectrum of (0/ — d 0 ) 
lies below 2 cps. In the case of 2 g(t) sin 2rf,t it serves to attenuate that 
part of the spectral density which lies above 10 cps. Let us designate 
by d N (t) that part of the filter output due to the input 2g(t) sin 2irf s t. The 
net effect of the low-pass filter is then to change the commutated signal 
s 3 (t ) into 

Si(t) = 0jv + (0/ - do). (119) 


This signal is the input to the network with transfer function given 
by Eq. (114). Therefore 


£(d 0 ) 


K v (Tip + 1 ) 
p(T 2 p + 1 ) 


<£(0# + 0/ — 0o). 


( 120 ) 


Rearrangement of Eq. (120) gives 


£(«) = 


£(*/) 

: , ir,(7> + 1) 

p(T 2 p + 1 ) 


K v (T lP + 1 ) 
p(T 2 p + 1 ) 


£(0v) 


1 + 


K v (T lP ± 1 ) 

p(T 2 p + 1 ) 


( 121 ) 


We are now in a position to apply the theory developed in Sec. 6*9. 
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In terms of the quantities in Eq. (105), we have 


Y 1 (2Tjf) 

Ytfrcjf) 


u = di, I 

v = e N , > 

Output = e, J 

(T*2*tf + l)2rjf 

TtfirjfY + (1 + K v T 1 )2irjf + K: 

K v (T i2irjf + 1 ) 

Tz(2irjf) 2 + (1 + K V T i)2-k jf + K v ' 


( 122 ) 


(123) 


Spectral Densities of the Input and Noise .—In general, the trajectory 
of the airplane has zero correlation with the fading, which is caused by 
fluctuations in the airplane reflection coefficient due to the erratic part 
of the plane’s motion. For this reason the function G vv (f) = G vu (—f ) 
vanishes identically. 

When consideration is limited, as it is here, to a plane flying a radial 
course, the only source of error is the fading itself. The input angle dj 
is a constant; we may take it to be unity, and 


Gu(f) = 28(f). (124) 

As Yi(2irff) contains / as a factor, the quantity \Y 1 (2irjf)\‘ 1 G u (f) vanishes 
identically. The error spectrum G t (f) consequently reduces to 

G t (f) = \Y 2 (2irjf)\*G v (f). (125) 

There remains the determination of G v (f). Since v = 9 x (t) was 
obtained by sending the signal 2 g(t) sin 2irf s t through the low-pass filter, 
we shall first obtain the autocorrelation function and then the spectral 
density for the function 2 g(t) sin 2 wf s t. As we have seen 


R(t) = 4 g(t)g(t + r) sin 2 wfd sin 2 ivf s (t + r). (126) 

Since the fading is independent of the position of the beam in a scan, 
a particular time series g(t) is associated in the ensemble with all possible 
phases of the commutator. Hence all traverse error signals 2 g(t) sin 2ir f,t, 
differing only by a translation in time of g(t) or a translation in phase <j> 
of the commutator, are equally likely. We therefore replace Eq. (126) by 

R(r) = 4F(0Rr+7Tsm(127) 

Averaging the sinusoidal factor over all possible commutator phases 
gives 

1 [ 2 * 1 

2^ Jo d<t> Sm + ^ Sin + T ) + $ = \ cos (128) 

It follows that 


R(t) = 2 cos 2irf 9 t g(t)g(t + r) = 2(cos 2-Kf sT )R g (T). (129) 
The normalized autocorrelation function Pb (t) = [ft e (r)]/[E ff (0)], com- 
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puted from the fading record of Fig. 6-1, is shown in Fig. 6-2. Figure 
6-3 gives the normalized spectral density S g (f) of git), computed as the 
Fourier transform of 2 p s {t). It is a simple matter to go from the Fourier 



Frequency in cps 


Fig. 6-5. —Normalized spectral density of the commutated fading record. 


transform of p„(r) to that of p g ij) cos 2irf a T, which is, of course, the nor¬ 
malized spectral density of 2 g(t) sin 2irf s t', this is easily shown to be 

8(f) = i[S g (f - /.) + 8 e (f + /.)]• (130) 

The normalized spectral density of the commutated fading record is 
plotted in Fig. 6-5; it is quite flat out to about 10 cps, after which it rises 
to a double peak. 

In order to obtain G v (f) we must multiply S(J) by 

B( 0) = 2R g (0) = 212 mil 2 (131) 

and by the square of the absolute value of the transfer function of the 
low-pass filter. The latter will not affect the low frequencies but will 
attenuate the higher frequencies, flattening out the peaks in Fig. 6-5. 
It will therefore be satisfactory to approximate G v (f) as a constant 
equal to G v (0) for frequencies up to 5 cps; beyond this it does not matter 
since the servoamplifier is insensitive to frequencies above about 5 cps. 
We therefore set 


G v (f) m (0.0030) (212) = 0.636 
The final equation for G,(f) is 

KAT&rjl + 1 ) _ 

T^jf)* + (1 + K v T l )2ivjf + K v 


mu 2 sec. 


G'(f) - 


G v ( 0) 


(132) 

(133) 
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The normalized error spectral density S,(f) — G,(f)/ G,(f) df is 

plotted in Fig. 6-6 for special choice of constants given in Eq. (113). 



By means of the integration tables in the appendix (see Sec. 7-6), it is 
easy to show for these constant values that 

J o dfG'(f) = 0.703 mil 2 . (134) 

The normalized autocorrelation function can be computed from 
£»(/) by means of Eq. (75). The computed normalized function is, 
for the choice of constants given in Eq. (113), 

[p(r) = e -0 - 93lrl (cos 2T + 0.106 sin 2|t|). (135) 

Equation (135), which is the final result of this theoretical argument, 
is plotted in Fig. 6-7 along with an experimentally obtained normalized 
autocorrelation function of the traverse tracking error for a receding 
plane. The experimental data from which the latter was obtained are 
shown in Fig. 6-8. The theoretical rms error was 0.84 mil, and the experi¬ 
mental value was 1.04 mil. The close correspondence between theory 
and experiment gives a good indication of the reliability of the method 
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t in sec 

Fig. 6-7. —Theoretical and experimental normalized autocorrelation functions of traverse 

tracking error. 



Fig. 6-8.—Traverse tracking data, outgoing radial course. 
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in predicting the behavior of a servomechanism with given design 
constants. It will be the purpose of the remaining chapters in this book 
to exploit these ideas further in developing design criteria for 
servomechanisms. 

641. Purely Random Processes. —A stationary random process hav¬ 
ing a constant spectrum is called a purely random process. In finding 
the output of a servomechanism with a noise input it is often convenient 
to treat the noise as though it were a purely random process. This can 
be done because the noise usually has a flat spectrum that extends far 
beyond the cutoff frequency of the servomechanism; the change in 
amplitude at the high frequencies does not affect the output of the device. 
This was the case in the example treated in the last section. It is evident, 
however, that no such noise can ever be found in nature, since the 

average power of a purely random process f " df G(f) is infinite. It will 

be instructive to determine some of the other properties of purely random 
processes. 

A constant spectrum can be obtained as a limit from a variety of 
processes. A case in point is a modification of the stationary random 
process described by Eq. (1). 

Let 


V,{t) = On, 


(n + s) A ^ t < (n + 1 + s) A, 
n = 0, +1, +2, • • • , 

A > 0, 


(136) 


where (1) a„ = + s/WjVA with equal likelihood; (2) a n is independent 
of a m for m ^ n; and (3) for each set of a n ’s, the probability that s lies 
in any region within the interval (0,A) is proportional to the length of 
that region. Following the argument by which Eq. (41) was obtained, 
one can easily derive 


Ra{t) = 5 a( 1 ~ a) for |t| = A >| 

= 0 elsewhere, j 


(137) 


As before, the spectral density can be obtained by means of Eqs. (76): 


<?a(/) 


- * m 


Passing to the limit as A —> 0, one has 


G 0 (f) = lim <? A (/) == N. 

A—*0 


(138) 


(139) 


The limiting process is thus a purely random process. 

As A approaches zero, the autocorrelation functions R&(r) approach 
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a delta function. Since the area under each curve R&(r) is equal to 
N/2, this must be true of the limit curve. Thus 

R(r) = lim £ a (t) = ^ S(t). (140) 

A— >0 Z 

If the relation in Eqs. (76) is to remain valid, this must certainly be the 
case. 

Finally, the member functions of the process of Eq. (136) become 
increasingly wild as A approaches zero. In the limit the functions are 
made up of an infinitely dense sequence of independent delta functions; 
the values of the functions at any two different times are completely 
uncorrelated. Hence in the limit 

Pz(y i, 2 / 2 ,t) = Pi(yi)Pi(y s ) for T 5^ 0. (141) 

If purely random noise of constant spectral amplitude N is sent 
through a linear mechanism with transfer function Y(2irjf), then the 
output spectrum will be, by Eq. (93), 

Go(f) = N\Y(2irjf)\*. (142) 

If W{t) is the weighting function corresponding to Y(2rjf) [Eq. (102)], 
then by Eq. (99) the output autocorrelation function is 

R 0 (t) = — J ds j dr TF(s)5(t + s — r)W(r) 

ds W(s)W(t + s). (143) 

Consideration of this expression suggests another example of a purely 
random process. Since W(t) is the response of the mechanism to a single 
impulse, one can easily show by direct calculation that Eq. (143) is the 
autocorrelation function of the output when the input consists of any 
sequence of independent delta functions having a zero average value, a 
mean-square value of 2V/(2/3), and a random distribution in time with 
density j3. Furthermore, any stationary random-process input that gives 
an output with autocorrelation function that of Eq. (143), whatever 
the form of the weighting functions, must have a constant spectrum. 
Hence another example of a purely random process can be defined as 
follows: 

y(t) = ^ a n 8(t - Q, (144) 

where the a n ’s are independent random variables all having the same 
distribution with zero mean and the intervals (t n - t n -i) are likewise 
independent random variables all having the same distribution with 
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mean value 1/0. If a 2 = N/(2(3), then the spectral density will have the 
constant value N. The corresponding output of a linear mechanism 
will be 

z(t) = ^ a n W(t - Q. (145) 

A purely random series is defined analogously as a stationary random 
series having a constant spectrum. Any such series can be represented by 

y n = a n , n = 0, +1, ±2, • • • , (146) 

where the n’s are independent random variables all having the same 
distribution, with 

« = 0, a 2 = (147) 

T r being the time between successive values of n (the repetition interval). 
It is clear that in this case 

N 

R(m) = g Y r for to = 0, I 

= 0 for m 0. 

The spectrum obtained by means of Eq. (91) is simply 

G(f) = N. (149) 

The series produced by the coin flippers (Sec. 6-2) is an example of a 
purely random series. 

6*12. A Typical Servomechanism Input. —This section will be devoted 
to an example of a servomechanism input that is appropriate for an 
automatic-tracking radar system. This example has been used in the 
following chapters. An automatic-tracking radar system is required 
to track all aircraft traveling through a hemisphere, say of radius 20,000 
yd, about the system. As a first approximation, one may treat the 
angular rate of the airplane as constant through extended intervals, 
with abrupt changes from one value to another value independent of 
the first, etc. The angular displacement about the tracking system would 
then vary as indicated in Fig. 0-9a. The changes in angular velocity 
might correspond to the maneuvers of the aircraft. This type of input 
should not be confused with an input having a constant angular rate 
through extended intervals, with the changes in rate random and inde¬ 
pendent; in our example it is the rates themselves that are random and 
independent. 

A better approximation than that of Fig. 6-9o to the trajectory of a 
maneuvering aircraft could be obtained by rounding off the corners 
so that within each interval the angular rate of the aircraft approaches a 
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constant value asymptotically, with exponential decay of the difference. 
Such a trajectory is shown in Fig. 6-9f>. If y(t) is the first-mentioned 
trajectory, then the smoothed trajectory will be 

z(t) = v J dsy{t — s)e~ ra , (150) 

where v is the reciprocal of the time constant for the exponential decay. 
The weighting function 

W(t) = ve (151) 

has for its transfer function 

r < 2 ^> = Jr*? (152) 

If G v (f) is the spectral density of y, the spectral density of z will then be 
[Eq. (93)] 

<?.(/) = - 8 +-( M) ^ »(/)- ( 153 ) 

Our problem is therefore to determine the spectrum of y. Unfor¬ 
tunately, the function y wanders 
without bound in the course of its 
history and cannot be considered 
as a member of a stationary ran¬ 
dom process. On the other hand, 
in the applications to be made we 
shall be interested not so much in 
y as in its derivative. The de¬ 
rivative of y, which will be des¬ 
ignated by x, does belong to a 
stationary process; it is plotted 
in Fig. 6-9c. The function x(t) is 
of constant value over successive 
intervals, and its values over any 
two intervals are independent but 
have the same distribution. We 
shall proceed to determine the autocorrelation function and then the 
spectral density for x. 

A precise definition of the stationary random process follows: 

^r(f) = ct«, for tn ^ t ^ tn- j-i, 

n = 0, ±1, ±2, • • • , 

where the o„’s are independent random variables having the same dis' 
tribution and the interval lengths 




Fig. 6-9.—(a) Typical servo input; (6) expo¬ 
nentially smoothed input; (c) input velocity, 


(^n-fl ^n) 


(155) 
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are likewise independent random variables having the same probability 
distribution H(l). 

The times . . . , i_ 2 , t-i, to, ti, U, ... , may, for example, have the 
Poisson distribution of shots on a line. In Poisson’s problem each shot 
is independently placed on the line until the resultant set has a mean 
density of /3 shots per unit length t. The probability that any given 
interval of length A contains a shot of the set is approximately /3A; the 
probability that this interval does not contain a shot is (1 — /3A). These 
expressions become exact as A —>0. To determine H(T) in this case we 
start at an arbitrary shot and determine the probability that the closest 
shot lies within an interval A at a distance l to the right. Subdividing 
the interval of length l into subintervals of lengths A, it follows that the 
probability of no shot lying within any of the first [ (7/A) — l]-subintervals 
is (1 — /3A) whereas the probability of a shot lying within the last 

subinterval is j8A. Hence the probability that both of these conditions 
are fulfilled is 

H(l)A « (1 - /3A)<*/ a >-i/3A. (156) 

Passing to the limit as A = dl approaches zero, one obtains for the Poisson 
distribution 

H(l) dl = Pe~P l dl. (157) 

In order to determine the autocorrelation function it is necessary to 
know the probability Q(r) that x(t) and x(t + r) lie in the same defining 
interval. The probability Q(r) is equal to the sum over intervals of all 

lengths of the probability that t is in an interval of length between l 

and l + dl multiplied by the probability that this interval includes both 
t and t + r. The probability that an artibraiy point t lies in an interval 
of length between l and l + dl can be found as follows. Consider a long 
section of the time axis containing, say, K intervals. The total number of 
intervals in this section having lengths between l and l + dl is KH(l ) dl, 
and their aggregate length is IKH(1) dl. The total length of the section 

is K i; dl IH{1). The desired probability is equal to that fraction of 
the section filled with intervals of length between l and l + dl: 


where 


jH(l) dl, 


I = dl IH(1) 


(158) 

(159) 


is the average interval length. The probability that an arbitrary interval 
of length l contains both t and t + r is (1 — r/l), if t < l. It follows that 


( 160 ) 
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Z = ^ and Q(t) = (161) 

It is now an easy matter to determine the autocorrelation function 
for x. For a given function of the ensemble 

x(t)x(t + r) = a 2 or a n a n+k , (162) 

according as t and t + t lie in the same interval or in two different inter¬ 
vals. For a given distribution of Z n ’s we first average over the a„’s. 
Because a n is independent of a n+k , we get a 2 or a 2 respectively for the above 
cases. Since the probability that t and t + t lie in the same interval is 
just Q(t), averaging over all distributions of the t n ’ s gives 


R(t) = x{t)x(t + t) 

= 7 2 Q(t) + a 2 [l - Q(t)]. 

The spectrum can now be computed by means of Eq. (76a): 


(163) 


<?«(/) = 4(a s 


" 3!) /. 


dr Q(r) cos 2wfr + 2a 2 S(/). (164) 


If H rather than Q is given, the integral on the right of Eq. (164) can be 
expressed as 


/; 


dr Q(r) COS 27 rfr 


Setting 

this becomes 


-/»*/ 

=l' di i 

= \ J 0 “ dlH ® 

m = j” 


dl ^ ^ H(l) cos 2x/r, 

(1 ~ r) 


l 


H(l) cos 27 rfr, (165) 


(1 — cos 2 tt/Z) 


(W 

dl H(l ) cos 2 t rfl, 


/; 


dr Q(t) cos 27t/t 


i - m 

( 2 *fyi 


(166) 

(167) 


In the case of the Poisson distribution of points ( t n ), with a = 0, we 
obtain 


^(/) £2 +^(27t/)2‘ ( 168 ) 

Substitution of this into Eqs. (164) and (167) gives 

Gx(f) = a 2 — 2 + ( 2 ^) 2 ' ( 169 ) 


in agreement with Eq. (78). 
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The stationary random process described by Eq. (1) is another special 
case of the process described by Eq. (154). In this case 

H(l) = 5(1 - 1), a = i a* = i (170) 

The reader can readily verify that in this case the continuous part of 
Eq. (164) checks with Eq. (70). 

In order to apply Eq. (169) in an aircraft example it will be necessary 
to have values for <8 and a 2 . Under present conditions j3“ l , the average 



Fig. 6-10.—Probability distribution of angular velocity. 

duration of a straight run by an attacking plane may range from 10 to 
30 sec. An estimate of o 2 has been made by considering the distribution 
of angular velocities for all straight-line paths in a plane traversed at 150 
yd/sec. Only those paths were considered for which the minimum dis¬ 
tance to the origin was less than 1500 yd; for these paths only that part 
from 9000 yd before crossover 1 to 9000 yd after crossover was used. Any 
part of a path in which the angular velocity exceeded £ radian/sec was 
omitted. Aside from these restrictions, portions of paths included in like 
areas in the plane were weighted equally. The resulting probability 
distribution M (0) is plottexl in Fig. 6T0. For this distribution the mean- 
square angular velocity a 2 is 2.62 X 10 3 (mils/sec) 2 ; the rms angular 
velocity is 51 mils/sec. 

1 Crossover is that point on a straight-line path for which the distance to the 
origin is a minimum. 
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6*13. Potentiometer Noise. —It sometimes happens that the input to 
a servo is a voltage determined by a potentiometer setting; for instance, 
the automatic-tracking radar system output may drive a potentiometer, 
the output voltage of which is used as the input to a computer servo¬ 
mechanism. The transmitted voltage would be a faithful reproduction 
of the tracking-servo output if it were not for the finite granulation of the 
potentiometer, which introduces into a signal the type of noise that will 
be considered in this section. 

We shall suppose that the input to the tracking servomechanism is 
the input discussed in the previous section and that the errors in follow¬ 
ing by the tracking servomechanism are negligible compared with the 
potentiometer resolution; the input to the potentiometer will then be 
precisely the original tracking-servomechanism input. 

It will be convenient to make a few idealizations which will not 
appreciably affect the results. In the first place, since the input is 
unbounded, let us suppose that the potentiometer is an infinite helical 
potentiometer. Let us suppose further that the winding steps are uni¬ 
formly A mils apart and that when the velocity of the input is a mils/sec, 
the potentiometer output differs from the input by a sinusoid of fre¬ 
quency a /A cps and amplitude A/2 mils. 

The potentiometer input has already been discussed in the previous 
section. Its velocity, given by Eq. (154), assumes independent constant 
values over a sequence of intervals. Let the probability distribution for 
these angular velocities be denoted by M(a) and let 

o = 0. (171) 

The potentiometer output will be the original input plus sections of 
sinusoids, all of amplitude A/2. In fact, if 0/ is the original input, then 
the noise term in the output will be precisely 

z(t) = ^ sin 2 tt ~ (172) 

The functions z(t ) constitute a stationary random process. It is evident 
that the phases of adjacent segments of sinusoids are related, since z is 
continuous. For intervals long compared with the sinusoid period 
A/a, this correlation of phases will have little effect; therefore in obtaining 
the autocorrelation function we shall assume that the phases of adjoining 
sinusoidal segments are indepedent. 

The autocorrelation function of the noise is the ensemble average of 

z(t)z(t + t) = -j- sin (2rfit + 4>i ) sin [2rf2(t + t) + (fob (173) 

Here <f>i = <f> 2 and /i = f 2 = o/A if t and t + r are in the same segment, 

and fi is independent of f 2 and 4n is independent of <f> 2 if t and t + r lie in 
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different segments. Cases for which t and t + r lie in different segments 
do not contribute to the autocorrelation function as one sees by averaging 
<t>i and independently. When t and t + r lie in the same segment, one 
can average over all phases 4> for a given frequency f = f 1 = ft to get 
(A 2 /8) cos 2 t/t. Averaging over all frequencies then gives 

(A 8 /8) J_\ df M (A/) cos 2 tt/t. 

To obtain the autocorrelation function this must now be multiplied by 
the probability that t and t + r lie in the same interval: 

R(r) = ~ Q(t) j_ " df M (A/) COS 2ir/r, (174) 


where Q is defined as in Eq. (160). 

We can now obtain the spectral density by applying Eqs. (76): 


GJf) =4 J o dr COS % t/t Q(t) I " df M(Af ') COS 2 7 rfrj- (175) 


This can be rewritten as 


<?*(/) 


■if: 


dr e~ 2T,yT Q(r) 




df M (A/) cos 2ir/r 


(176) 


The function G z (f) is the Fourier transform of the product of two functions 
and is therefore equal to the convolution of their transforms. The proof 
of this statement is similar to that of the convolution theorem for the 
Laplace transform given in Chap. 2. If we now assume M (A/) to be an 
even function, then 

/ » f “ 

dr e~" wifT / df M(Af) cos 2wfr. (177) 

— 00 J - 00 


We thus find 


where 


G,(f) 


A_ 3 f m 
2 

™ - /o' 


dsK(s)M[A(f-s)], 


dr Q(r) cos 2 it/t. 


(178) 

(179) 


For purposes of illustration, let us suppose that (1) the potentiometer 
is wound in steps of A = 1 mil, (2) the probability distribution of angular 
velocities M(d) is the distribution plotted in Fig. 6T0, and (3) the set of 
points where a change in velocity of the input occurs is the Poisson dis¬ 
tribution of shots on a line. As we have seen in the previous section, 
Q(t) = e~^ T \ where /3 is the mean density of shots. It follows that 


K(f) = 


g 

/3 2 + (2tt/) 2 ' 


(180) 
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Applying Eq. (178), we see that (?*(/) is a weighted average of M (A/). 
The total weight for this averaging process is 

(181) 

If /3 = 0.1 sec -1 , K(f) attenuates very rapidly; in fact half of its area is 
in a frequency band of 0.032 cps about the origin. Hence its action as a 
weighting function on M(Af) is much like that of a delta function when A 
is less than 1 mil. For such A, 

<?*(/) « ^ M(Af). (182) 

For A = 1 mil, the distribution function M(Af) is sufficiently fiat, for 
frequencies less than 5 cps, for G z (f) to be treated as a spectral density of 
a purely random process in servomechanism problems (see Sec. 6T1). 

In order to complete this study of potentiometer noise it will be 
necessary to eompute the cross-correlation function. In the usual 
servomechanism application the error depends on the noise and the 
derivative of the input signal. (See, for instance, the example of Sec. 
6T0.) It will therefore be sufficient to find the cross-correlation function 
between the derivative of the input and the noise. This has the advan¬ 
tage of enabling us to work with stationary random processes. 

The derivative of the input, 6 h has been carefully defined in Eq. (154). 
For purposes of the present calculation we must be equally precise about. 
61 itself. In order that z(t ) be a stationary random process it is necessary 
that all possible functions z(t ) be represented in the ensemble. This 
will be so if to a definite 6i, defined by a given set of constants . . . , 

ffl-i, ao, fli, a 2 , . . . and a given sequence of times . . . , t-i, to, t\ y 

t 2 , , there corresponds a set of inputs 6i defined by 

0/(0 = ds 6,(8) + 4>, (183) 

Jo 

where the “phase angle” 4> takes on all of the values in the interval 
(0, A) with equal likelihood. 

The cross-correlation function is the ensemble average of the quan¬ 
tities 

z(t)6i(t + t) = g ^sin 2 tt 6i(t + r). (184) 

If one averages over all inputs 6 } that correspond to a definite 6i, that is. 

over all phase angles <f>, it is clear that the average will vanish. The 
ensemble average is then the average of this zero average over all possi¬ 
ble dr, the cross-correlation function therefore vanishes identically. 


CHAPTER 7 

RMS-ERROR CRITERION IN SERVOMECHANISM DESIGN 

By R. S. Phillips 

7*1. Preliminary Discussion of the Method. —The servomechanism 
design procedure 1 developed in the present chapter may be considered 
as a quantitative extension of the steady-state methods of Chap. 4. 
The bases for the steady-state analysis have been the requirements of 
fidelity in the low-frequency response and of stability; a servo has been 
considered to be sufficiently stable if the transfer function for the entire 
system has an amplification of less than l-j or 2 at all frequencies. It is 
clear that such a criterion is qualitatively correct. If, however, certain 
frequencies are present only to a negligible extent in the servo input or 
noise sources, it will not be objectionable for the system to be under¬ 
damped at these frequencies; they will in any case seldom be excited. 
In general, it is desirable to weight the error transfer function at each 
frequency according to its probability of occurrence and then to minimize 
the total weighted error. In this way the design of a servo can be 
adapted to the requirements of its particular application more completely 
than is possible with steady-state methods. This is the basis of the rms- 
error approach. 

The characteristics of a particular servomechanism should be deter¬ 
mined by the actual input, the actual uncontrolled disturbances acting 
on the system, and the actual output requirements. It is clearly not 
sufficient to assume the input to be a step in displacement or velocity, 
nor is it sufficient to require only that the transient response be well 
damped and that the velocity lag be small. It is true, however, that an 
experienced servomechanist can arrive at many valid qualitative con¬ 
clusions by examining these transient responses. It is equally true that 
one cannot by this method get beyond the conclusions of the steady- 
state analysis of Chap 4. In general, the actual input and noise as well 
as the output requirements need a statistical description of the kind dis¬ 
cussed in Chap. 6. One can, of course, conceive of specialized servo 
problems in which the input is a displacement step and in which the 
requirements are based on the transient response; this situation, how¬ 
ever, is the exception rather than the rule. 

1 Chapter 7 is a revision of a paper by the author entitled "Servomechanisms” 
which was published as RL Report No. 372, May 11, 1943. 
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We now come to the question of what kind of output is desirable for 
the servo. If it were not for the presence of uncontrolled disturbances 
in the input, our goal would be to make the output follow the input 
perfectly. In the presence of these disturbances, however, perfect 
following of the input involves at least good, if not perfect, following of the 
noise. It is apparent that a compromise must be made between faithfully 
following the input signal and ignoring the noise. 

Since a compromise must be made, it is necessary that we have a 
criterion of goodness or figure of merit for any given design. In order 
to be of use, such a figure of merit must be in reasonable accord with 
practical requirements, it must be of general applicability, and it must 
not be difficult to apply. The wide variety of servo problems precludes 
a criterion of goodness that is universally applicable. Even when a 
criterion is not strictly applicable, design methods based upon it can 
often furnish useful information. A further requirement for the figure 
of merit is that it be unaffected by unlikely short-lived aberrations from 
the mean or shifts in the time axis; instead, it should be a measure of the 
average behavior of the servo. This is in accordance with the statistical 
nature of the actual input and of the noise. We shall here limit ourselves 
to a single figure of merit, the rms error in following. If 0/ is the input 
signal to be followed, if d 0 is the output, and if e = di — 9 0 is the error in 

following, then the rms error is V^ 2 , where 



( 1 ) 


We shall consider that servo best which minimizes the rms error. 

The rms figure of merit has been used in many types of problem. 
Its use in this chapter was inspired by N. Wiener’s work on the extrapola¬ 
tion, interpolation, and smoothing of stationary time series. 1 The idea 
of applying the integrated-square-error criterion to servo design has also 
been considered by A. C. Hall. 2 One of the reasons for the wide usage 
of the rms criterion stems from its mathematical convenience; there is a 
highly developed body of mathematical knowledge that has been built 
around the notion of a mean-square value—the harmonic analysis 
described in Chap. 6. 

The rms-error criterion weights the undesirability of an error accord¬ 
ing to the square of its magnitude, as indicated in Fig. 7-la, and this 
independently of the time at which the error occurs. In general such a 
weighting is adequate whenever the undesirability of an error grows 

1 N. Wiener, The Extrapolation, Interpolation, and Smoothing of Stationary Time 
Series, NDRC Report, Cambridge, Mass., 1942. 

2 A. C. Hall, The Analysis and Synthesis of Linear Servomechanisms, Massa¬ 
chusetts Institute of Technology Press, Cambridge, Mass., 1943, pp. 19-25. 
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with its magnitude. There are, however, cases where this weighting 
would not be suitable. If, for example, all sufficiently large errors were 
equally bad, it would be necessary to have a weighting similar to that 
shown in Fig. 7T b. Nor is it always true that the undesirability of an 
error is independent of the time at which that error occurs. For instance, 

an error during a transition from 
one mode of operation to another 
may be more or less desirable than 
an error during a given mode of 
operation. 1 

When applicable, a figure of 
merit such as the rms error is ex¬ 
ceedingly useful. By means of it 
one can determine the "best” sys¬ 
tem possible under suitably re¬ 
strictive conditions. Thus if the 
only limitation is that the system 
be a linear filter, one can find the best such filter by a method developed 
by Wiener. 2 Even if such a filter cannot be realized in the form of a servo, 
it will still be of great interest to know how well the rms error of the 
realized servo approximates the rms error of the ideally best filter. 

As we have seen, the servo must compromise between following the 
signal and smoothing out the noise. Furthermore, the output is always 
powered by a source external to the input. It is reasonable to ask why 
these two operations, smoothing and following with increased power, 
could not be done in series. That is, why not first send the input through 
a filter that separates the signal from the noise? If the only source of 
noise is in the input signal, this is indeed feasible. If, however, the dis¬ 
turbances arise in the loading or at an interior point of the servomecha¬ 
nism, then the smoothing must be done in the servo itself. There is 
still another difficulty with filtering the signal first. In practice there is a 
limit to the accuracy with w r hich a filter can be made. In particular, if 
the input range is excessive, the output of the filter will not be sufficiently 
accurate. Nevertheless, wherever possible, it is well to purify the input 
by first sending it through a filter. Since the servo wall in any case act 
as a filter, its characteristics will have to be taken into account in the 
prefiltering. 

The design procedure to be described in this chapter is basically 
simple and straightforward. In practice it is difficult to realize a given 

1 Transients can be treated in a manner similar to the procedure used for the 
mean-square error. In this case the integrated-square error in the transient is 
computed (see footnote on p. 314). 

2 See Wiener, op. cit. 




Fig. 7-1.—(a) Square-error weighting; 

( b ) nonsquare-error weighting. 
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weighting function as an electrical network, to say nothing of realizing 
it as a servomechanism. It is much more practical to start with a servo 
of a given type having certain adjustable parameters. The mean-square 
error can then be computed as the integral of the error spectral density 
directly from integral tables. This mean-square error will, of course, 
depend on the adjustable parameters of the servo; the best servo of the 
given type is then determined by finding the parameter values that 
minimize the mean-square error. 

It is worth remarking that the method proposed for finding the rms 
error does not involve solving for the roots of the characteristic equation of the 
differential equation describing the servo. As a result, this method has a 
great advantage over the familiar transient analysis approach, which 
requires the use of a differential analyzer to handle effectively problems 
that have characteristic equations of degree five or higher. Most of the 
discussion is concerned with reducing the error spectral density to a form 
suitable for the use of the integral tables. The error spectral density is 
first expressed as a function of the error-signal transfer function, the 
error-noise transfer function, and the elements of the signal-noise spectral- 
density matrix. Since the servo is a stable lumped-constant system, the 
transfer functions are rational functions of the frequency. Now use of 
the integral tables requires that the error spectral density be expressed 
as the sum of squares of absolute values of rational functions. This, in 
turn, requires tha.t the elements of the spectral-density matrix be approxi¬ 
mated by rational functions. It is shown in Sec. 7-4 that the spectral- 
density matrix elements can always be so approximated. 

The use of the integration tables is straightforward, and there are 
standard procedures for minimizing the resulting expression with respect 
to the servo parameters. The method is illustrated by two servo¬ 
mechanisms, one of which was independently designed by experimental 
methods. The results of the theoretical and experimental procedures 
are in good agreement. A final section of the chapter is devoted to the 
method used in deriving the table of integrals. 

Although the present discussion deals only with servomechanisms 
with a continuous flow of data, it will be evident to the reader that servo¬ 
mechanisms with’ pulsed data can be treated similarly. The necessary 
machinery for the discussion of pulsed servos has already been developed 
in Chaps. 5 and 6. 1 

It is well to add a word about the disadvantages of the method pro¬ 
posed in this chapter. In the first place, it is assumed that the mathe¬ 
matical representations of the different parts of the servo system are 

1 In applying the rms-error criterion to the pulsed servo it is convenient to work 
with the complex variable z = e liri/Tr on the unit circle rather than with the real 
variable / in the interval ( —1/2TV, 1/2TV). 
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known. In practice it may be difficult to determine the constants 
required for such a representation. The steady-state analysis of Chap. 4 
does not require a knowledge of these values, requiring instead only that 
measurements be made on the steady-state response of the system. 
Another difficulty lies in the fact that it is necessary to start with a proper 
type of equalizer. The steady-state design principles of Chap. 4 can be 
employed in the choice of a good type of equalizer; the rms-error analysis 
can then be used to make the final adjustments of the constants. Lastly, 
one might complain that this procedure works only with the rms error 
and furnishes no insight into what goes on in the mechanism when 
the equalizer and input parameters are varied. On the other hand there 
is nothing to prevent one from studying the decibel-log-frequency dia¬ 
grams as a function of these parameters; this, in fact, has been done for 
two common servo types in Chap. 8. 

7-2. Mathematical Formulation of the RMS Error. —In this section 
we shall obtain an expression for the rms error in terms of the transfer 
functions characterizing the servomechanism and the spectral densities 
characterizing the input signal and noise. We shall start with the 
assumption that the servomechanism is a linear filter and that the error 
can be represented as the sum of a linear operator acting on the input 
signal plus a linear operator acting on the noise. In symbols, this 
assumption takes the form 


e(t) = 



ds 6,(t - 8)Wi(a) + 



ds e N {t — s)ir 2 ( s ), 


( 2 ) 


where d N (t) is the noise record and, as in Chap. 2, the Wi(t) (i — 1 , 2) are 
stable weighting functions satisfying the conditions. 


Wi(t) = 0 for t < 0, 1 

/ dt |W<(0| < «>, 

Jo- 


(3) 


This is the usual linear assumption; it will be valid provided that such 
nonlinear effects as saturation, backlash, and stiction are negligible, and 
provided that there is no interaction between input and noise. 

The two weighting functions Wi and W 2 will generally be different 
and will depend on the way in which the input and noise enter the system. 
If the input and noise enter the system at the same point, then the output 
depends in the same way on both. In this case if W{t) is the weighting 
function for the over-all system, then 


0o(t) 


=/„: 


ds - S) + d N (t - s)]IF(s). 


(4) 
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It follows that 

r oq 



e(t) = 0/(f) — 

J ds di(t — 

C 00 

s)W(s) - / dsd N (t - s)W(s). 

(5) 

Hence, in this case, 

W i(0 = 

5(0 - W(t), \ 

(6) 


w 2 (0 = 

— W(t). j 


If the servo is subject to a random load disturbance, then still a different 
relation will exist between W 1 and W 2 . 

We shall now make use of the harmonic analysis developed in Chap. 6. 
We set 

/ T 

dt e(t)e-W‘ (7) 

and similarly define B T (f) and C T (J) to be the Fourier transforms of 
6i(t) and d N (t), respectively, over the limited range ( — T,T). Then, as 
in Sec. 6-7, the spectral density of e is defined as 

G,(f) = lim i \A T (f)\\ (8) 

T-* co 1 

Similar definitions hold for Gi(f) and the spectral densities of 

di and On, respectively. The cross-spectral density is defined as 

GiN(f) = lim ±B*(f)Cr(f), (9) 

T-+ 00 1 

from which it follows that 


GMf) = G*j(f) = Gf N (-f). 

Finally the input-noise spectral-density matrix is defined as 

r ,,, _ (Gi(f) GMf )1 
U) [Gm(f) GnU) 

It is evident that 1 

GO) = G *(f) = G*(-f). 


( 10 ) 


( 11 ) 

( 12 ) 


It was shown in Sec. 6-7 that the mean-square value of the error can 
be computed as the integral of its spectral density over all nonnegative 
frequencies. Since the spectral density is an even function of frequency, 
we may write 

? = 1 J_ M dfG ( (f). (13) 


Thus our problem is reduced to that of obtaining a suitable expression 
for the error spectral density. 

1 The symbol 5 denotes the transpose of the matrix G. 
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Taking the Fourier transform of both sides of Eq. (2) with functions 
81 and d N , which vanish outside the interval (— T, T), we obtain, ap¬ 
proximately, 

A t (J) « Y^jf)B T (J) + Y t (2*jf)Cr(f). (14) 

Here the transfer functions F» are, of course, the Fourier transforms of 
the weighting functions Wo 

Yifrjf) = J o _dt Wi(t)e~ Uift , (i = 1, 2). (15) 

To obtain the error spectral density we need only take 1 /T times the 
absolute value squared of 4 r (/), given in Eq. (14): 

<?«(/)= lim hY 1 (2^jf)B T (J) + Y 2 {2*jf)C T (f)\\ (16) 

T-*oo I 

This equation can be rewritten in terms of the elements of the spectral- 
density matrix as follows: 

<?.(/) = |F 1 (2xj/)|U(/) + \Y^jf)\^G N (f) 

+ + Y^jf)G NI (f)Y*(2Trjf). (17) 

As shown in Sec. 6-9, this result can be derived by a more rigorous argu¬ 
ment. It is worth remarking that for sufficiently large T the expression 
on the right-hand side of Eq. (16) approximates closely to G e (f). Hence, 
Eq. (16) without the limit symbol can be used to compute G t (f ) when 8i 
and On are obtained experimentally. 

Combining Eqs. (13) and (17), we now have an expression for the 
mean-square error in terms of the transfer functions, characterizing the 
servo system, and the elements of the input-noise spectral-density matrix, 
characterizing the inputs. 1 The transfer functions will usually be 
related. For instance, Yi — 1 + Y 2 , in accordance with Eq. (6), when 
the signal and the noise enter the system at the same point. Our next 
problem is to find the transfer functions that minimize the mean-square 
error, allowing, of course, for the interdependence of the F’s. 

It is interesting to see the physical significance of this minimization 
problem. The quantity on the right of Eq. (17), the integral of which 
we wish to minimize, weights the frequency-transfer functions at a given 

1 The integrated-square error can be given in a form similar to the mean-square 
error. Suppose, for instance, that the input and noise vanish for / < 0 and that 
their Laplace transforms are 0/(p) and 9 N (p), respectively. Then 

J o dt [«(<)]* = f_ a> df |Ti (2irjf)Qi + Y t (2wjf)Q N (2wjfW. 

The integrated-square error is a measure of the transient response if the input is, 
for example, a step function and noise is not present. 
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frequency according to the relative importance of that frequency in the 
signal and noise. This is precisely the kind of relation which is needed 
for a quantitative extension of the steady-state design methods of Chap. 4. 
Furthermore we have an experimental check on the reliability of Eq. (17), 
for in the example of Sec. 6 TO we were able to compare an experimentally 
obtained autocorrelation function with one determined by Eq. (17). 

7*3. Nature of the Transfer Function. —In minimizing the rms error 
it is, of course, possible to seek the ideal transfer functions. This 
involves a rather long computation; even when one has determined the 
ideal transfer functions, there remains the difficult task of realizing them. 
In practice it is more convenient to choose a suitable type of filter with 
certain adjustable elements and then to determine the best possible 
adjustment of these elements. We shall therefore start with a given 
family of transfer functions and find that transfer function of this set 
which minimizes the mean-square error. 

This filter will consist of a network of lumped elements, some of which 
are adjustable. Such a filter can always be represented by a differential 
equation of the form 


A 0 e (n) + A ie (n-1) + • • • + A n e - B 0 9^ m) + B + • • • + B m 6i 

+ Cq9$ + C X 9«~ X) + • • • + Ci9s, 

(18) 


where m, l ^ n; y (k) denotes the frth derivative of y with respect to time t. 
The numerical coefficients A, B, C are all real and depend on the adjust¬ 
able parameters. For any given servomechanism, each of the com¬ 
ponents can be represented by a differential equation with certain driving 
functions. By combining these equations one can eliminate all functions 
except e, 9i, and 9 N . The resulting differential equation will be of the 
form of Eq. (18). As shown in Chap. 2, the transfer functions for the 
weighting functions Wi and Wt, described in the previous section, are 


Y x (2rjf) 


Yt&rjf) 



(19) 


If the performance of a filter is to be at all satisfactory, it must be 
stable. This, of course, is assured if the filter contains only passive ele- 
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ments. The servo, on the other hand, is a special kind of filter, contain¬ 
ing active elements and a feedback; it is therefore possible for a servo 
system to become unstable and oscillate. Whether or not the system is 
unstable will usually depend on the adjustment of certain quantities in 
the equalizer, such as the amplifier gain, and the magnitudes of certain 
of the resistances and capacitances. For some values of these parameters 
the system will oscillate, but for others it will not oscillate. The set of 
all values of the parameters for which the system does not oscillate will 
be called the region of stability. 

As was shown in Chap. 2, the system will be stable if, and only if, the 
roots of the polynomial 

n 

H(f ) = ^ Ai(2irjf) n - i ( 20 ) 

» = o 

lie in the upper half plane. Now the roots are continuous functions of 
the coefficients A k of H(f). Hence, as the coefficients are continuously 
varied, the system can go from a stable to an unstable state if, and only 
if, at least one root assumes a value on the real axis. Since the coefficients 
are continuous functions of the parameters, the above statement is like¬ 
wise true of these parameters. It follows that in the space of parameters 
the region of stability will be bounded by those values of the parameters 
for which the roots of the polynomial H (/) lie on the real axis. 

In the polynomial H(f), A k , the coefficient of (2irjf) n - k , is real. Con¬ 
sequently the roots of H(f) = 0 are symmetrically situated about the 
imaginary axis. That is, they are either pure imaginaries or occur in 
conjugate pairs of the type (jv + u), where v and u are real. If a root r k 
lies on the real axis, there are two possibilities: Either r k = 0, or there is 
a second real root r,- such that r,- = — r k . If r k — 0, then the product of 
all roots will vanish and we will have A n = 0. If r k is real and nonzero, 

then the product of sums of all pairs of roots, n ( ri + r k ), will vanish. 

i <k 

It follows that the boundary of the region of stability is contained in the 
surface defined by 

A n J~J (r< + r k ) = 0. (21) 

i <k 

An explicit expression for this surface in terms of the coefficients of H(f) 
can be found by the methods of Sec. 7-9 [see Eqs. (104) and (105)]. 

Not all points on this surface are boundary points of the region of 
stability, since (r< + r k ) can vanish without r< being real. It remains to 
be determined which of the bounded regions are actually regions of 
stability. It is clear that either all points in each such bounded domain 
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correspond to stable states of the system or all points correspond to 
unstable states. The stability of each domain is therefore determined 
by the stability of a single point in that domain. Each domain can thus 
be tested at a single point by means of the Routh criterion or the Nyquist 
criterion (see Chap. 2). 

7*4. Reduction of the Error Spectral Density to a Convenient Form.— 

As we have seen, the mean-square error can be expressed as the integral 
of the error spectral density. Our next step is to put G ( (f) into a form 
amenable to computation. We shall make use of Eq. (17), in which 
G t (f) is given in terms of the transfer functions and the elements of the 
input-noise spectral-density matrix. Since we have limited ourselves 
to filters of lumped elements, the transfer functions will be of the form 
shown in Eq. (19); each Y is a rational function with poles in the upper 
half plane, symmetrically placed about the imaginary axis. 1 It is there¬ 
fore convenient and natural to attempt to express G t (f) as the square 
of the absolute value of such a rational function in / or as the sum of such 
expressions. It will be shown in Sec. 7-6 that this is, in fact, a convenient 
form for the integration. 

In many problems the elements of the spectral-density matrix will 
be known rational functions. In such cases it is relatively easy to bring 
G' c into the desired form. When, however, the matrix elements are not 
rational functions or are known only experimentally, approximations 
will be required in the treatment. We shall now discuss each of these 
cases in detail. 

Reduction when the Elements of G Are Rational Functions .—Suppose 
first that the elements of the spectral-density matrix are rational func¬ 
tions. We shall show how to express G ( as a sum of terms, each of which 
is the absolute value squared of a rational function with all poles in the 
upper half plane, symmetrically placed about the imaginary axis. 

Since Gi(f) is rational, it can be expressed as the product of two 
rational factors Xn(/) and Zu(f) such that Xu has for its zeros and 
poles those of Gi in the upper half plane and Zu has for its zeros and poles 
those of Gi in the lower half plane. 

Gi(f) = Xu(/)Zu(/). (22) 

Since Gi(f) is real valued for real/, both its zeros and poles must be sym¬ 
metric in pairs with respect to the real axis; since it is an even function of 
/, both its zeros and poles must be symmetrically placed about the 
imaginary axis. The zeros and poles of Xu will also be symmetrically 
placed about the imaginary axis. Furthermore, by properly choosing 

1 The poles of Y will be symmetrically placed about the imaginary axis if, and 
only if, the coefficients A* of H(f) [see Eq. (20)] are real valued. 
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constant factors one can write 


X n(f) = ZUJ) = XU-f) (23) 

for real values of /. Then 

G:(f) = |X U (/)1*. (24) 

Thus the first term of G t , namely, \ Yi(2rjrjf )\ 2 Gi(f), has the desired form. 
Similarly, one can write 

G»(f) = l^ 22 (/)l 2 , (25) 

with the zeros and poles of X 22 in the upper half plane, symmetrically 
placed about the imaginary axis. 

It remains to show that the last two terms of G () namely, 

Y;(2*jf)G IN (f)Y 2 (2rjf) + Yi(%rjf)G m (f)Y*(2rrjf), 

can be brought into the desired form. We shall treat these cross-spectral 
terms together. In the first place, it is evident from Eq. (6-89) that 
GiM) is the Fourier transform of a real-valued function, the cross¬ 
correlation function Ri N (t). It follows that both the zeros and the poles 
of Gi N (f ) are symmetrically placed about the imaginary axis. Let us now 
factor Gi N (f) into two rational factors Xi 2 (f) and Z 12 (f) such that A' 12 has 
for its zeros and poles those of G lN in the upper half plane, and Z 12 has 
for its zeros and poles those of Gin in the lower half plane: 

Gih(S) = Xi 2 (f)Z n(f). (26) 

For each factor, both the zeros and the poles will likewise be symmetri¬ 
cally placed about the imaginary axis. We can similarly define the 
rational factors X 2 i and Z 2 1 of Gni- 


G Nl(f) — X 2l(f)Z 2l(f). 

From Eq. (6-44) 

. Rin(t) = Rni(—T ); 

it follows that 

Gin(u + jv) = 2 J dr Rin(t)c~ 2t >( u +M 

= 2 J dr R NI (T)e 2r ^ u+) ' v ' >T 
= G*,(u - jv). 


(27) 

(28) 


(29) 


Hence the zeros and the poles of Gw(f) are the complex conjugates of 
the zeros and the poles of GNi(f). Furthermore we can therefore con¬ 
clude from Eq. (29) that 


X12 (u + jv) = Z*i(u — jv) 


and 


(30a) 
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Zn(u +jv) = X^(u - jv). (306) 

Hence, for real values of /, 

<h*U) = XMXUf) = (31) 

Finally, we note that the poles for each expression Yi(2wjf)Xn(f) 
and F 2 (2iri/)X 2 i(/) lie in the upper half plane and are symmetrically 
placed about the imaginary axis. We can therefore express G t (f ) in the 
desired form as 

G t (f) = |FiXu| 2 + |F 2 Z 22 |2 

+ ilFxXu + F 2 Z 21 |2 - i| Y 1 X 1 * - F 2 X 21 1*. (32) 

Reduction when G Is Given by Experimental Data .—A reasonably 
simple method is available for reducing the error spectral density to the 
desired form when the spectral densities are obtained from experimental 
data. As is mentioned in Sec. 7-2, in this case the error spectral density 
can be written as 

G t (f) = ^ |Fi(2*tf)£ r (/). + YWf)C T {f)\\ (3) 

To suit the needs of the following method of approximation, let us suppose 
that di(t) and OnG) have been determined for the time range (0,2 T) and 
that the limits of the integrals defining B T and C T [Eq. (7)] are 0 and 2 T. 
It will be our purpose to obtain rational-function approximations for B T 
and Ct, with poles all in the upper half plane and symmetrically placed 
about the imaginary axis. It is clear that by substituting these approxi¬ 
mations into Eq. (33) We will bring G t into the desired form. 

The usual technique in making such an approximation is to approxi¬ 
mate the function by a finite partial expansion in terms of a complete 
orthonormal set of functions. The Fourier transforms of the Laguerre 
functions 1 is a suitable set of orthonormal functions. The A'th Laguerre 
function can be written as 


L k (t) = e-' 


2 k+ 'At k k 2 h ~ i 'H k ~ 1 


+ 


k\ (k — 1)! 

The Fourier transform of L k is simply 


k\ 2k-i+Hfk-i 

_|- ( — iy‘ . . 

' [(fr — f)!] 2 f! ' } 


i m — \/2 ^ ~ 

h(f) - V 2 (1 + 2 7T jf) k+l 


(34) 

(35) 


This function has its only pole in the upper half plane and on the imagi¬ 
nary axis; it is thus satisfactory for our purposes. Furthermore, since 
the Laguerre functions form a complete orthonormal set for functions 
that vanish for t < 0, it follows that their transforms can approximate 

1 N. Wiener, op. cit. 
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to any desired accuracy the transforms of such functions. Hence we can 
approximate B T (f) by 

N 

®T(f) = ^ Ckh(f), (36) 

o 

where 

Ck = /_" M dfBr(mif). (37) 

A similar approximation may be used for C T (f). Another, and perhaps 
a more convenient, way of obtaining the coefficients c* follows from the 
fact that the bilinear form of Eq. (37) does not change its value if the 
functions are replaced by their Fourier transforms. Hence 

(•2T 

c k = I dt e,(t)L k (t). (38) 

It is evident that the series of Eq. (36) will not converge rapidly unless 
the time scale is so adjusted that T is of the order of 1; even then the 
convergence may be slow. 

General Reduction of G.—If the elements of the spectral-density 
matrix are not rational functions, one tries to obtain a suitable rational- 
function approximation for these elements and thus reduce the general 
case to the rational-function case already considered. For instance, 
when the elements are analytic except for poles, one can frequently get 
such an approximation by taking the sum of the principal parts of each 
matrix element at a finite set of poles symmetrically placed about the 
imaginary axis. 

Another method for accomplishing this end involves factoring the 
spectal-density matrix G into two factors X and Z: 

G = Xz - (39) 

The elements of X are analytic and bounded in the lower half plane, 
whereas those of Z are analytic and bounded in the upper half plane. In 
addition, for real values of / 

X(/) = X*(-f ) (40) 

and 

m = z *(/)• (41) 

By Eq. (41) 

G = XX* ( 42 ) 

for real values of/. It is sufficient, therefore, to obtain suitable rational- 
function approximations for the elements of X. Because the elements 
of X are analytic and bounded in the lower half plane and because 
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of the condition expressed by Eq. (40), it is possible to make these 
approximations. 


Factoring the spectral-density matrix is unfortunately a very tedious 
and, for most engineering applications, an impractical task. For details 
of this factoring process the reader is referred to the previously cited 
memoir by Wiener. 

7-5. A Simple Servo Problem. —It will be instructive to apply these 
ideas to a simple servomechanism to be used in driving a heavy gun mount 
in train. We shall suppose that the targets are essentially stationary 
but that the gun is required to slew rapidly from one target to the next 
closest. The input will be a series of step displacements through random 
angles, occurring in some random fashion in time. The input can then 
be expressed as 




mo = y 

h 

Cjcltit tjc) y 

where u(t) is a unit-step function: 

u(t ) = 0 

for t < 0, 

= 1 

for t ^ 0. 


(43) 


(44) 


The intervals (4 — 4-i) are independent random variables all having the 
same distribution, and the c’s are likewise independent random variables 
all having the same distribution. 

It is clear that 8i defines a random process. Its derivative is, in fact, 
one of the purely random stationary processes discussed in Sec. 6T1 and 
was shown there to have the spectral density 


Gx{f) = 2f3a, 


(45) 


where /3 is the mean density of the t’s and a is the mean-square value of 
the c’s. (We here assume that the mean value of the c’s is zero.) We 
shall see in the present problem that we need to know the spectral density 
for the input derivative [Eq. (45)], rather than the spectral density of 
the input itself. The subscript I denotes the input derivative in this 
section. 

Let us now suppose that there is a noise source within the error-meas¬ 
uring device, such that the output of the differential is ( 6i — 8o + 6n), 
where 0*r is the noise function. For purposes of simplicity we shall 
assume that On is a purely random stationary process having a spectral 
density 

Gh(J) = N. (46) 


Finally, we shall assume that the noise and the derivative of the signal 
are uncorrelated: 


GwU) = 0. 


(47) 
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In the design of this servomechanism we shall limit ourselves to an 
equalizer with a fixed time delay T 1 and an adjustable gain K x . The 
output voltage V of the equalizer is then determined by 

Ti^ + V = K x (e + (48) 


As was shown in Chap. 3, the equation of motion of the motor is 


d 2 do 

dt 2 


+ K,%-K.r, 


(49) 


where J is the rotor-plus-output inertia, K 2 is the back-emf and viscous- 
damping factor, and K 3 is the output torque per volt input. If we now 
set T 2 = J/Kz and combine Eqs. (48) and (49), we obtain 


r 1 T 2 g+(T 1 + T 2 )g 


+ 


de 

dt 


.KxKi 

H-77- € 


K* 


= TiT 2 + (T x + 


rp s d 2 91 ddi 

l2) dt 2 + dt 


K X K 3 

k 2 


(50) 


This, then, is the differential equation of the servo. The only adjustable 
parameter is K x . 

It will be noted that the servo differential equation depends only 
upon the noise and the derivative of the input. Hence the spectral density 
of the input derivative and the associated transfer function take the 
place in our analysis of the usual input spectral density and its transfer 
function. Equation (17) can then be Avritten as 


where 

Yifrdf) 

and 

Y^jf) 


G t (f) = |F 1 (2^)|^ 1 (/) + \ Y 2 {2-Kjf)\ 2 G N {f), (51) 

+ (7\ + r 2 )(2^jy) + 1 _\ 

TiTtiW + (T x + T 2 )(2rjf) 2 + ( 2 * jf) + ^ ) 

_ k x k 3 / (52 ) 

_ Kz _ V 

TiTiVkjf)' + (T x + T 2 )(2njf) 2 + (2irjf) + 


Thus G f (f) is already in the desired form, being the sum of two expres¬ 
sions, each of which is the absolute value squared of a rational function 
with all poles in the upper half plane, symmetrically placed about the 
imaginary axis. 

The transfer functions can be put into a more convenient form by a 
change of variable. Let 
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T = 
x = 

a = 


T 1 + T tt 

WT, 

rjiK, K 3 

t ~kT’ 


A = 


T1T2 

y»2 


(53) 


The value of A is fixed and less than or equal to -j- for all positive T\, T 2 ; 
a represents the adjustable gain. It then follows from Eq. (13) that the 
mean-square error is 



dx 


AV + (1 - 2A)s 2 + 1 

\A(jx) s + (jxy + jx + a\ 2 P<T 

, J_ [” , __ N_ 

^ 2r /_ » I A(jx) 3 + (jx) 2 + jx + at 2 2 T 


(54) 


7*6. Integration of the Error Spectral Density. —We have shown that 
the mean-square error can be expressed as the integral of the error 
spectral density and that G t can be expressed as the square of the absolute 
value of a rational function, or the sum of such terms, with poles all in the 
upper half plane, symmetrically placed about the imaginary axis. We 
shall now see how to obtain a numerical value for the mean-square error 
by means of the table of integrals given in the appendix. 

Any rational function can be written as the quotient of two poly¬ 
nomials: N(f)/D(f). The above condition on the poles of the rational 
function is equivalent to the condition that the roots of D(f) all lie in the 
upper half plane and be symmetrically placed about the imaginary axis. 
We can therefore express D(f) in factored form as follows: 


D(f) = o 0 J^[ (J - u k - jv k ) (/ + u k - jvic ) ][J (/ - jvi), 


(55) 


where do, the coefficient of the highest power in/, can be assumed to be a 
real number. The u’s and the t>’s are likewise real numbers. If D(f) is 
of degree n, then for real values of / 


D(-f) 


( — 1 ) n a 0 ]~~J (f + Uk + jvk ) J^[ (/ — u k + jv k ) J^[ (/ + Pi) 
k k i 

(—l) n D*(f). (56) 


We can therefore write the square of the absolute value of our rational 
function as 


N(f) 2 _ (—lmcoi 2 
D(f) D(f)D(-f) ’ 


(57) 


for any real f. 
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We have in this fashion reduced the problem of computing the mean- 
square error to that of obtaining the integral of Eq. (57) over all fre¬ 
quencies. The numerator ( — l) n |fV(/)| 2 is, of course, a polynomial in/. 
The contribution of any odd-power term in the numerator to this integral 
is zero, since the denominator is an even function of /. We need therefore 
consider only the even powers in the numerator. Finally, if the mean- 
square error is finite, the degree of the numerator N (/) must be less than 
the degree of the denominator D(f). It follows that our problem is 
solved if we can evaluate integrals of the form 


where 


In = 


j_ r nf g - (/) 

2wj J- . J hn(f)hn(-fy 


h n (/) — dof n + dif n 1 + • • • + a n , 

g»(f) = bo / 2 "- 2 + bl / 2 "- 4 + • • • + bn—1, 


(58) 


and the roots of h n (f ) all lie in the upper half plane. Explicit formulas 
for all integrals of this type for which h n is of degree seven or less are 
given in the appendix. The method by which these integrals Were 
evaluated is presented in Sec. 7-9. 

For purposes of illustration, let us now evaluate the mean-square 
error for the servo used as an example in the previous section. As can 
be seen in Eq. (54), this involves two integrals of the type shown in Eq. 
(58). The denominator polynomial is in each case 


h(x) = —Ajx 3 — x 2 + jx + a, (59) 

the denominator of the transfer functions. 

Let us first determine under what conditions the roots of h(x) he in 
the upper half plane. The roots are clearly of the form 


n = js, 

r-i = jv + u, 

r 3 = jv — u, j 

where s, v, and u are real numbers. Since 


(60) 


Jj = n r * = -js(v 2 + u 2 ), (61) 

it follows that if rj is to lie in the upper half plane (that is, if s > 0), then 
a/A > 0 and hence a > 0. On the other hand, by Eq. (104) 

-2M(s + vy + u 2 ] = (r k + n) = — ■ (62) 

k<l 

Consequently if r 2 and r 3 are to lie in the upper half plane (that is, if 
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v > 0), it is necessary that a < 1/A. The region of stability for this 
servo is therefore 

0 < a < (63) 


Only when a is within this region of stability can one make use of the 
table in the appendix to determine the mean-square error; when a is out¬ 
side the region of stability, the mean-square error is infinite. 

The integral table is very easy to use. For instance, in evaluating 
the first of the integrals in Eq. (54), one substitutes in the formula for 
1 3 , setting 


One finds that 


Uo 

= -Aj, 

o 

II 

A 2 , 

<*i 

= -1, 

bi = 

1 - 2A 

CL% 

= J, 

& 2 = 

1, 

a 3 

= a. 




S-h 

CQ. 

II 

ns* 

1 + a(l 
2a (1 - 

- A) 

- Aa) 


(64) 


(65) 


This would be the mean-square error in following the input signal in the 
absence of noise. It is evident that e 2 becomes infinite on the boundaries 
of the region of stability. In a similar fashion the second integral can 
be evaluated; the contribution of the noise to the mean-square error is 


N a 

% 2 T 2(1 - Aa) 


( 66 ) 


The mean-square error itself is the sum of these two components: 

(67) 

( 68 ) 

In general the polynominal h n (f) will be the product of two poly¬ 
nomials, one from the signal or noise spectra and the other from the 
transfer function. The signal or noise polynomial is fixed once for all; 
its roots lie in the upper half plane. On the other hand, the transfer- 
function polynomial varies as we vary the equalizer parameters. Its 
roots will lie in the upper half plane if, and only if, these parameters lie in 
the region of stability. 

7*7. Minimizing the Mean-square Error. —We have now obtained an 
explicit formula for the mean-square error as a rational function of the 
equalizer parameters for values of these parameters inside the region of 
stability. The next step is, of course, to obtain the values of the equalizer 


e 2 = (3<tT 


1 + a(l — A) + La 2 


where 


L = 


2a(l - Aa) 
N 


2(3<tT 2 
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parameters that minimize the mean-square error. These “best" values 
can be determined by setting equal to zero the partial derivatives of 
the mean-square error with respect to the parameters and solving for 
the values of the parameters. Sometimes this process becomes very 
involved; in such cases it is simpler to locate the minimum by direct 
exploratory calculations of mean-square-error values. We are also in a 
position to study various other properties of the servo. We can, for 
instance, determine how sensitive the mean-square error is to small 
deviations of the equalizer parameters from their best values. Since it 
is often possible to eliminate some of the noise at its source by sufficiently 
elaborate filters, it is of interest to see how the minimal mean-square 
error varies with the noise level. We can also draw any desired decibel- 
log-frequency diagram; this will be of help to the experimentalist whose 
principal method of adjustment makes use of the servo steady-state 
response. 

It will be instructive to apply some of these ideas to the example dis¬ 
cussed in Secs. 7-5 and 7-6. In the previous section we obtained an 
expression [Eq. (67)] for the mean-square error: 


e 2 = frT 


1 + a(l - A) + La 2 
2a(l - A a) 


(67) 


In order to find the minimum mean-square error, we differentiate T 2 with 
respect to the gain parameter a and set the derivative equal to zero. The 
resulting equation is quadratic in a. Only one of its two roots, 


= A + VA+i < 69 > 

lies in the region of stability. Substituting a m into Eq. (67), one obtains 
the minimal mean-square error, 


el = (A + 2 \/A + L + 1). 


(70) 


Figure 7-2 shows plots of a m and e 2 JpcrT, as functions of L, for 
A = i (that is, for T\ = J , 2 ). As was to be expected, the “best" gain 
value decreases as the noise level increases. For no noise whatever (that 
is, L = 0) and A = i the best value of the gain is £. For this minimal 
condition, the roots of the characteristic equation are 

/-3.276 -0.362 + 1.224A 

\~Y~> - T -/ ( 71 ) 

The logarithmic decrement for the complex roots is 8 m = 1.85. A graph 
of the error response to a unit-step function is shown in Fig. 7’3. Accord¬ 
ing to the usual standards, one would say that the system is a bit under- 
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damped. It must be remembered, however, that in this case L = 0. 
As L increases (A remaining equal to -j-), the roots of the optimal-condi- 



L 

Fig. 7*2.—Optimal values of mean-square error, gain, and logarithmic decrement. A — 



T 

Fig. 7-3.—Error response to unit-step input. A = 1, L =0. 

tion characteristic equation vary in the following way: The real root 
decreases slightly in magnitude until for L = 1 it is —(2.99 /T); the real 
part of the complex roots increases slightly while the imaginary part 
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decreases until for L = 1 the complex roots are ( — 0.50 + 0.8 5j)/T. Thus 
as L increases, the system becomes more damped. A graph of the 
logarithmic decrement as a function of L for the optimal conditions is 
shown in Fig. 7-2. 

7*8. Radar Automatic-tracking Example. —It will be the purpose of 
the present section to apply the rms-error criterion to the practical prob¬ 
lem of radar automatic tracking. We shall determine the “best” values 
of the equalizer parameters for the gyrostabilized tracking mechanism 
described in Sec. 6T0. This system has actually been built and put into 
operation. The techniques used in the design of the system were those 
described in Chap. 4; the final adjustment of the parameters was made 
by trial-and-error methods. As we shall see, the resulting values are 
very close to the best values as determined by the rms criterion if certain 
restrictions imposed by the mount power drive are taken into account. 
This, in effect, furnishes us with an example of the validity of the design 
method proposed in this chapter. 

In this example, as in that of Sec. 7-5, we may focus attention on the 
derivative of the input rather than on the input itself. In Eqs. (6T22) 
and (6T23), the input is 0 7 , and the factor 2-irjf appears in Yi. The 
presence of this factor calls our attention to the fact that the servo differ¬ 
ential equation does not involve 0/ itself but only derivatives of 0 7 . Now, 
a transfer function Y operating on the derivative of 0/ gives the same 
result as the transfer function 2vjfY acting on 0/. It follows that in the 
error spectral density 


G.(f) - | Yi(2irjf)\‘ 2 Gi(f) + \Y,(2rjf)\*G„(f) 

+ Y*(2Trjf)G, N (f)Y 2 (2irjf) + Y i{2irjf)G m {f) Yfifrrjf), (17) 


we can take Gi(f) as the spectral density of the derivative of 0/ andGm(f) 
as the cross-spectral density between the derivative of 0/ and the noise if at 
the same time we drop the factor 2 wjf from Y x as previously defined, 
writing 


Ytfirjf) = 
Y&wjf) = 


_ (T t 2 vjf + 1) _ 

2 + (1 + K v T i)2vjf + AV 

+ 1 ) 

T,( 2*#)* + (1 + + A r ' 


(72a) 
(72 b) 


This is a necessary change in the point of view because the 0/ that we 
propose to use does not have a well-defined spectral density whereas its 
derivative does. 

Let us first determine the region of stability for the transfer function 
of this servomechanism. This is the set of all parameter values (T h 
T 2 , K v ) for which the roots of 


H(f) = T i{2irjf) 2 + (1 + K V T i) (2irjf) + K v 


(73) 
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lie in the upper half plane, 
defined by the inequalities 


It will be found that the region of stability is 


K v > 0,' 


1 + K v Ti > 0, 

T* > 0 . , 


(74) 


Although the region defined by reversing all these inequalities would also 
lead to roots of H(f) in the upper half plane, such a region is ruled out of 
consideration by the physical nature of the parameters. We see then that 
the system will be stable for all of the inherently positive values of the 
parameters. Furthermore, the system does not tend to become unstable 
as the gain K v is increased. (In any actual system, however, one finds 
that as the gain is increased, this second-order idealization of the servo 
breaks down because of nonlinear effects and time lags that are no longer 
negligible.) 

The principal source of noise in radar tracking is fading. It was 
shown in Sec. 6T0 that one can approximate the noise spectral density 
by a constant, 

G»U) = N, (75) 

where, as in Eq. (6T32), 


N = 0.636 mil 2 sec. (76) 

The trajectory of the airplane will, in general, have zero correlation with 
the fading. Hence we shall assume that Gm(f) and Gm(f ) vanish 
identically. 

Finally, for the servo input we shall use an input of the type studied 
in Sec. 6T2 and pictured in Fig. 6-96. We shall suppose that the time 
axis is divided into intervals with end points . . . , t- 2 , f_i, t 0 , t\, U, . . . , 
that satisfy the conditions for a Poisson distribution with mean density /3. 
Within each interval the angular velocity approaches a new value 
exponentially, with time constant l/v. The values approached do not 
depend on any of the previous or subsequent interval values and have a 
zero mean and a mean-square value equal to a 2 . Combining Eqs. 
(6T53) and (6-169), we see that 

r m _ y2 _ w 

v 2 + (2 irf) 2 (3 2 + (2 tt/) 2 

We shall take 

= 0.04 sec -1 
— 0.10 sec -1 

7 2 = 2.62 X 10 3 (mils/sec) 2 j 


(77) 

(78) 


for reasons discussed at the end of Sec. 6-12. 

In this case the spectral-density matrix consists only of diagonal 
terms. The spectral density Gn, being a constant, is already in the form 






330 RMS-ERROR CRITERION IN SERVOMECHANISM DESIGN [Sec. 7-8 


required by Sec. 7-4. It is also an easy matter to factor Gi, for, as can 
be seen by inspection, 

Gi(f) = |*n(/)| 2 , (79) 

where 


Y m = 2r V/fo 2 

UU) O' + 27rif)(/3 + %rjf)' 


(80) 


The poles of Xu lie in the upper half plane on the imaginary axis. 

We are now in a position to compute the mean-square error. Since 
the cross-spectral density vanishes identically, the mean-square-error 
integral becomes the sum of two integrals—one part due to the signal, 
€?, and another part due to the noise, e 2 N . The component integrals can be 
written as follows: 


4 = \ /_ ^ 

= 1 [” . TW + 

where we have introduced the variable x = % r/; and 


TW + 1 _ 4ft p 2 a 2 _ 

H H (- —\ ^ 


(81) 


r 

N 2 J_ 

1 f ^ 

= ^J-, 


d}\Y 2 {%rjf)\'G N (f) 
dx _KliTW+J) t 


77 


©»(- 


-V 

2tt/ 


(82) 


The integral in Eq. (81) can be brought into the form of Eq. (58) by 
taking 

h(x) = [ — TW + (1 + K v Ti)jx + A\,][(j* + v)(jx + ft)] 

= TW ~ j(a + T 2 S)x* - (K v + + T 2 P)x 2 

+ j(K v S + aP)x + KW, (83) 

where 

a=l + K v T h ' 

S — ft + p, ■ (84) 

P = &v. 

The evaluation of the integrals [Eqs. (81) and (82)] by means of the 
appendix table is then straightforward and leads to the result 


_ _ £ Pv aT l + T * S + Yj> («^* + + aTiS 2 + TISP) 


4 = 


aS [(K v - TiPy + (a + T 2 S)(K V S + aP)} 
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« 2 = «? + €%. (86) 

There remains the formidable problem of finding positive values of 
(a, T 2 , K v ) that minimize the mean-square error. Since a direct analytic 
solution of the equations obtained by setting the derivatives of e 2 equal 
to zero is impracticable in this case, one is forced to invent another 
approach. 

We can gain some insight into the nature of e 2 by studying the 
asymptotic behavior as the parameters become infinite. If we set 


a = a iX, 

K v = Kix, 
Ti = x, 




(87) 


and take the limit as x becomes infinite, we obtain a much simpler expres¬ 
sion for e 2 : 


T = + S _ N a\ + Kr 

“ aiS (K 1 - py + ( ai + S)(K 1 S + aj>) + 4 ai ' ^ 

It is not difficult to obtain the minimum of « 2 by semiempirical methods. 
Table 7T gives the optimal values of (ai, K i), together with deviations 
from these values which cause a 10 per cent increase in e^. As can be 


Table 7T.—Asymptotic Behavior of e 2 



Oi] 

K ! 


2 

4 

Optimal values. 

2.54 
f 1.50 
4.20 
2.54 
, 2.54 

6.10 

6.10 

6.10 

4.05 

9.75 

0.199 

0.218 

0.194 

0.438 

0.080 

0.786 

0.875 

0.896 

0.652 

1.012 

0.985 

1.093 

1.090 

1.090 

1.092 

Nonoptimal values. 



seen, the values of e 2 are not very sensitive to variations in (ai, Ki) 
about their optimal values. 

We shall now determine how t 2 varies with x, for ai = 2.54 and 
Ki = 6.10. This is easy, as e 2 is of second degree in (1/a:); in fact 



aiKi + «?S + «pS 2 + SP JV I /lV f . 

S {Kx - py + (ai + S)(K,S + ai P) ^ 4aJ \xj ' 

A graph of e 2 as a function of x is shown in Fig. 7-4. There is a very shal¬ 
low minimum which occurs at 

Xm = 314.5 (a = 800, K v = 1918, T 2 = 314.5). 


+ 


[ a}v 
LcnK! 



















332 RMS-ERROR CRITERION IN SERVOMECHANISM DESIGN [Sec. 7-8 
At this point 

? = 0.1991 + 0.7846 = 0.9837 mil 2 . (90) 

The graph rises rapidly as x decreases past 50. 

For x = x m , the (l/x) 2 -term in Eq. (89) is only 0.05 per cent of e 2 . 
It is evident that this term does not vary rapidly with au or Kc, we must 
therefore expect the absolute minimum of e 2 to be close to its minimum 
along the line (ai = 2.54a;, Ki = 6.10a;, T 2 = x). This, in fact, is the case, 
and for all practical purposes the absolute minimum can be considered to 
be at the above determined point. To obtain an estimate of the variation 



0 50 100 150 200 250 300 350 

X 

Fig. 7-4.—Variation of e 2 along the line (a = 2.54i, K v = 6.lx, T 2 = x). 


of e 2 with a and K V) one need only substitute a = 314.5 ai for a h and 
K v = 314.5 K 1 for K x in Table 7-1. 

Table 7-2.—t 2 for K v = 80 sec -1 



K v 

T , 

a 

A 

A, 

e 2 

Optimal values. 


80 

13 

33.0 

0.486 

0.765 

1.251 

Experimental values... 


80 

16 

29.8 

0.593 

0.703 

1.296 



r so 

13 

49.0 

0.477 

0.835 

1.312 

Nonoptimal values.... 


80 

13 

22.0 

0.495 

0.823 

1.318 



80 

17 

33.0 

0.629 

0.676 

1.305 



80 

9 

33.0 

0.382 

0.934 

1.316 


In the actual tracking system it was found that if K v was increased 
beyond the value 80 sec -1 , one could no longer ignore the effect of the 
mount power servo and the system performance rapidly deteriorated. 
With this limitation in mind, the best parameter values for a and T 2 
were determined for K v = 80 sec -1 . Listed in Table 7’2 are the mean- 
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square errors for these optimal values, for the actual experimental values 
[see Eq. (6.113)], and finally for values that give a 6 per cent increase in 
the mean-square error. We see from Table 7-2 that limiting K„ to 80 
sec -1 increases the mean-square error only 25 per cent above its absolute 
minimum. This results in a 12 per cent increase in the rms error, which 
is quite acceptable. The experimentally determined parameter values 
give a mean-square error extremely close to the restricted minimum value 
and, in a sense, confirm the arguments of this chapter. 

7-9. Evaluation of the Integrals. —It remains to show how the 
integrals in the appendix have been evaluated. These integrals are of 
the form 

I = — [ dx 2 (tm 

” 2vj J _„ dX h n (x)h n (-x)’ (yi) 

where 

h n (x) = a 0 x n + Oix 71 - 1 + • • + a n , 

g n (x) = boX 2n ~ 2 + fux 271 - 4 + • • • + b n - 1, 


and the roots of h n (x) all lie in the upper half plane. No greater generality 
would be achieved by allowing g to 
contain odd powers of x, since the con¬ 
tribution of such terms to the integral 
would be zero. 

We now apply the method of resi¬ 
dues 1 to the integral in Eq. (91). In 
the present application this method 
requires that the value of the integral 
taken along a semicircle C R of radius 
R, which has its center at the origin 
and lies in the upper half plane (see 
Fig. 7-5), approach zero as R becomes 

infinite. This condition is clearly satisfied, since for sufficiently large R 
the integrand is less in absolute value than M/R 2 , for some positive 
constant M. It follows that 


ro 

•I 1 

ra 

E 

CC-plane 

c 

i 

h 


-R 

R Real 


Fig. 75.—Path of integration. 


§3(/-„ + /J dX <92) 

The integral about the closed path [( —E, R) + C R \ is independent of 
R for sufficiently large E’s and is, in fact, equal to the sum of the residues 
at the poles of the integrand contained within this closed path. 

In the further developments, the n may be omitted as a subscript 
where this cannot lead to confusion. 

Since the roots of h(x) all lie in the upper half plane, the roots of h( — x) 
lie in the lower half plane. Consequently for sufficiently large R the poles 

1 See E. C. Titchmarsh, The Theory of Functions, Oxford, New York, 1932. 
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of the integrand contained in the closed path of integration [(— R, R ) + Cb ] 
will be precisely the roots of h(x). Therefore I is equal to the sum of the 
residues taken at the roots of h{x). It will be assumed for the moment 
that these roots are all simple; it will be shown later that the stated result 
holds even when some of the roots are multiple roots. 

Since each residue is a rational function of a root of h(x ) and since all 
roots are treated alike, the integral is a symmetric rational function of 
the roots of h(x). It follows that I can be expressed rationally in terms of 
the coefficients of h and g. 1 It will be the purpose of this section to derive 
such an expression. 

Let xi, xs, , x n be the roots of h(x), assumed distinct. Writing 
7 as the sum of residues in the upper half plane, one has 


7 X h'(x 9 k )h(-x k )’ (93) 

k = 1 

where h f (x) is the derivative of h(x) with respect to x . 

By the factor theorem, 

n 

h{x) = a 0 (x — Xi). (94) 

* = 1 

Hence 

h(—x k ) = 2a 0 (—l) n x k ]^[ (x k + Xi). (95) 

t k 

The least common multiple of the factors (x k + xi) is the product of all 
sums of pairs of roots, n (x m + xi). Equation (93) can now be written 

l <m 


as 


i = 


(-i)” 


2a'o [] (®m + Xl) 


n 

Z 


g(x k ) 


\ j 7* k 

(.Xi + Xi). 


(96) 


l <m 


3 <i 


The evaluation of Eq. (96) for n = 2 is simple enough, but a systema¬ 
tized approach is required when n > 2. The following procedure con¬ 
sists of two parts. First an expression is obtained for the product of all 
sums of pairs of roots of a polynomial in terms of its coefficients. This is 

clearly necessary for the term n C x m + xi) and will also be useful in 

l <m 

iJj*k 

evaluating the expression f] (xi + x t ), which is the product of all pairs 

3 <i 

1 See L. E. Dickson, First Course in the Theory of Equations , Wiley, New York, 
1922, Chap. 9. 
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of roots of the polynomial 

nix') 

/»(*) = — — = flox n_1 + (etc#* + ai)x n ~ 2 

+ (ooxj + aix* + a-i)x n ~ % • • • + (aozr 1 + • • • + an-i). (97) 

The resulting expression is, in this case, a polynomial in Xk with coefficients 
that are algebraic functions of the coefficients of h(x). The problem will 
then be reduced to evaluating symmetric functions of the form 


n 



k= 1 


(Z= -1, 0, 1, 2, • • • ). 


(98) 


This will be accomplished in the second part. 

Let us now obtain an expression for the product of all sums of pairs of 
roots of an arbitrary polynomial, 


N 

Q(z) = ^ AjZ N ~\ 

Suppose Q(z) has the roots Z\, z 2 , . . . , Zn, all distinct, 
two roots Zk and Zi, let 

Zl + Zk 
01 ~ 2 


(99) 

Then, given the 
( 100 ) 


It will be noted that Q(a — y) and Q(a + y), considered as polynomials 
in the variable y, have a common root y = {zi — Zk)/2, since 

(zi - Zk\ . I (zi - Zk\ _ _ 

a - y—J— ) = Zk > a + y 2 / “ 

and 

Q(Zk) = 0 = Q(zi). 

Adding and subtracting the equations 

Q(a — y) = 0, 

Q(a + y) = 0, (102) 

one obtains two equations in y 2 which have the common root (Si — Zk)/2. 
The resultant 1 found by eliminating y 2 from these two equations must 
therefore vanish for a given by Eq. (100). On setting the resultant equal 
to zero, one gets an equation of degree [N(N — l)]/2 in a. It is clear 

that all sums of the type (zi + z*)/ 2 w iU satisfy this equation. Since 

there are precisely [N(N - l)]/2 such sums, all roots are of this type; 
that is, there is a one-to-one correspondence between the roots of this 
equation and the terms (Zi + z*)/ 2 for all possible choices of l and k. It 
follows that the constant term of this equation, divided by the coefficient 
of highest power in a, is precisely 

1 See for instance L, E. Dickson, op , cit. t Chap. 10. 
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(_2)[AT<*-»]/ 2 


(** + Zi). 


(103) 


l<k 


The actual computation of this ratio is tedious but none the less straight¬ 
forward. The result is that for 


N odd, 

]"J (Zk + Zl) 

(_ l)[(AT-l)(AT-3)]/8 


l<k 


| AT— 1 


A o A 2 A 4 
0 Aq A 2 


An— 1 0 '— 0 

An— 3 An— 1 — 0 


A\ Az As — An 0 — 0 

0 Ai A 3 — An —2 An — 0 


T 

N - 1 


rows 

i 


N - 1 
2 

rows 

1 


N even, 

]^J (Zk + zi) 


Aq A 2 Aa 
0 Aq A 2 


Z<* 


A N ~ 1 
^-0 


Aa^_2 A# 0 - 0 

An— 4 An —2 A,v — 0 


Ai A 3 A 5 

0 Ai A 3 


A at —1 0 0 — 0 

An —3 A N—i 0 — 0 


T 

£-1 

2 

rows 

i 


jV 

2 

rows 

I 


(104) 


(105) 


As one might expect, these determinants appear in Routh’s criterion. 

As has already been mentioned, this result is used in two ways in the 
evaluation of the expression in Eq. (96). In order to obtain 


(^Tfn “1“ %l), 

l <m 

one merely replaces Q{z) by h(x); A r is then replaced by a r , and N is 

ij y*k 

replaced by n. On the other hand, in order to obtain n (xi + Xj), one 

3 « 

replaces Q(z) by the polynomial f k (x) of Eq. (97); A r is replaced by 

{OoXl -f- d\Xk~ l + * ' ' + a r), 

and N by (n — 1). In the latter case it is evident that the determinants 
become polynomials in x k , say A(x k ), with coefficients that are rational 
functions of the coefficients of h. Equation (96) therefore assumes the 

form 
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I = 


(- 1 )" 


n 

2 


g(x k ) A(siO 

Xkh'(x k ) 


(106) 


2flo jQ ( X m + Xl) 

2 < m k = i 

The product gr(x*)A(x*) is again a polynomial in x*. Since each term of 
this polynomial can be evaluated separately, it remains only to calculate 
expressions of the type 

n 

V 

4 h'(x k )’ 

k = 1 

This is the sum of all residues in the plane 1 of the function x l /[h(x)\. 
When the degree of the numerator is at least two less than the degree of 
the denominator, the sum of the residues in the plane vanishes. It 
follows that 


(l = -1,0, 1,2, 


)- 


(98) 


y_j_ 

Zy x k h’ (x k ) 


1 


it = i 


y _el= o 

4 h'(x k ) 


Hoy 

for 0 ^ l S n — 2. 


(107a) 


(1076) 


k=l 


In order to obtain the result for larger values of l, it is convenient to write 


CloX n 


X" 


1 


h{x) no*-n(i-f) 

for |x| > max|xjt|, 


h( 


1+^+1+ 

X X 1 


) 


=2 

r —0 


Tr 

X r 


(108) 


where T r is the sum of all symmetric functions of weight r : 
To = 1, 


r 3 


V a i 

/ Xk = - — > 

L -4 do 

V ,, V 

/ OlV _ 02 

/ x| + / XkXi = 

Van/ an 


/ x| + / xiX2 + 

XjcXlXm 


h <1 <m 


(109) 


-fe)' 


+ 2 


dld% d 3 


do 


as 


r« = etc. 

1 For a more complete development of this argument we refer the reader to 
W. S. Burnside and A. W. Panton, Theory of Equations, 9th ed., Vol. I, Longmans, 
London, 1928, pp. 171-179- 
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Returning to Eq. (108), we multiply through by x l ~ n and obtain for the 
sum of the residues in the plane 


for, *»- L < 107c > 

k = l 

It is possible to derive a recurrence formula for the T’s by making use 
of Eq. (108) in the following way: 


-^ 03 ) 


r = 0 


-( 


do + dl -1“ ' 2 H - 

X X 2 


+ 


r — 0 


( 110 ) 


Comparing like powers of x on both sides of Eq. (110) gives 


a 0 r m + air m _! + • • • + a m r 0 = 0. (HI) 

Here a m = 0 for m > n. One can avoid the use of the T’s by succes¬ 
sively reducing the degree of the numerator of Eq. (106) to n — 1, by 
means of the formula 


-aox\ = c iizjr 1 + a 2 x jr 2 + ■ • ■ + a n x^ n for (l ^ n). (112) 

Since Eq. (112) is merely the statement that h(xu) = 0, this substitution 
can be made at any stage of the calculation. 

When the computation is carried through as outlined above, one 
obtains I n as a rational function of the coefficients of g n (x) and h n (x). 
This expression has been shown to hold for the roots of h n (x) distinct and 
in the upper half plane. Furthermore, since the coefficients of h„(x) 
are continuous functions of the roots, both the computed expression for 
In and its integrand are continuous functions of the roots. The expres¬ 
sion for I n equals the integral as the roots approach a multiple state; it 
follows that it is equal to the integral in the l im it. 

It will be instructive to carry through the above process for J s . In 
this case 

h(x) = Oox 8 + aiz 2 + a 2 x + a 3 , 
g(x) = box* + bix 2 + b 2 , 

and the roots of h(x) are assumed to lie in the upper half plane. It follows 

from Eq. (104) that 

n (a;m +xi)= h 0 

l <m 


dO _ dQ&Z — (Z3/Z2 

ai a 3 a% 



(114) 







Sec. 7-9] EVALUATION OF THE INTEGRALS 

In this case Eq. (97) becomes 


339 


fk(x) = Ooz 2 + ( aox k + a{)x + ( a<#l + dix k + a 2 ); 
then, by Eq. (105), 


ij 7* k 


(Xi + Xj) = (aoXk + Oi). 


(115) 


(116) 


; <t 

Equation (106) can now be written as 

3 


Iz = 


2 a u 


(l 0&3 


_1_ y (boxj + bixl + b 2 ) (-aoXfc - Oi) 

- 0i0 2 \ Zj x k h'(x k ) da 

al ) *-i 


2 


2(aoa.3 — ctict 2 ) 

to5ix| + < 

x k h'(x k ) 


s , ^ ao&oai + + aofris 3 - + ai&ix| + a pbjXk + ai&2 


* = l 

By Eqs. (107), 


y_±_ 

L 4 x k h'(xjc) 


-1 


h( 0) a 3 ’ 

=0 for 0 g Z ^ 3 — 2 = 1, 

h'(x k ) 

y = E2 = 1, 

Z_/ h'(x k ) a 0 a 0 

X xj _ Ij _ _ cy 

/i'(xjt) a 0 ag’ 

y 4 _r 2 _ 1 

Z_/ h'(x k ) d 0 do LW OoJ 


(118) 


Combining these results with Eq. (117), one obtains 


/a — 


1 


dob 


2(tto&3 — did 2 ) \ do 

4" dob 

This can be arranged so as to give 


l\do/ do J \ d Q / 


+ dibo 

do/ doA 
1 ttO&2(0) + ai&2 


£))• 


— a 2 5o + a 0 fei — &2 

j __^3_^ 

3 2o 0 (o 0 O3 — ai0 2 ) 

which checks with 13 as given in the appendix. 


(119) 


( 120 ) 

















CHAPTER 8 

APPLICATIONS OF THE NEW DESIGN METHOD 


By C. H. Dowker and R. S. Phillips 1 

In the preceding chapter a method was developed by which one may 
choose the best design for a servomechanism of a given type. In order 
to make this choice, the type of servo must be decided upon in advance 
and the statistical properties of the input signal and the noise disturb¬ 
ances must be known. The best servomechanism performance is taken 
to be that which minimizes the rms error in the output. 

The usefulness of this method of servo design would be greatly 
enhanced if the optimal designs for general types of input signals and 
noise were determined once and for all. In that case one would not have 
to go through the detailed calculations for each particular application; 
instead, after computing the correlation functions for the input signal and 
noise, one could then look up the specifications for the best servomecha¬ 
nism. One Would, in addition, be able to relate these results to those of 
the steady-state analysis by translating the characteristics of the best 
servos into the language of the decibel-log-frequency diagram. 

It is the purpose of the first part of the present chapter to make a 
modest beginning on such a program. The optimal servo parameters 
for two simple servomechanisms of standard type are found for a variety 
of inputs. These results are presented by means of graphs, Nyquist 
diagrams, and decibel-log-frequency diagrams. 

In the second part of this chapter the rms-error criterion is applied to 
manual tracking of a type that has, for instance, important military 
applications. The tracking apparatus plus the human operator forms a 
servo system; the novel feature of such a system lies in the biomechanical 
link. The best time constant for the given tracking unit is determined. 

8’1. Input Signal and Noise. —We shall assume in this discussion 
spectral densities of input signal and noise that depend on three param¬ 
eters. This dependence is so flexible that many actual input spectral 
densities can be approximated by a suitable choice of these parameters; 
yet the dependence is simple enough to allow at least approximate solu¬ 
tion for the best servo parameters in terms of the input parameters. 

We shall assume that the input to the servo is 0; + d N , where 0; is 

1 Sections 8-1 through 8-9 by C. H. Dowker; Secs. 8-10 through 8-12 by R. S. 
Phillips. 
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the true input signal and d N is the noise. We shall take as our typical 
servo input the one described in Sec. 6-12. For this input the velocity is 
constant throughout extended intervals of time, changing abruptly at 
the beginning of each interval to a new value independent of any other; 
the end points of the time intervals have a Poisson distribution. The 
mean length of the time intervals is denoted by 1 //3. If a 2 is the mean- 
square value of the velocity, then the spectral density of the derivative 
of the input is [see Eq. (6T69)] 


Gr(f) = 


4/3a 2 
co 2 + W 2 ’ 


( 1 ) 


where w = 2;r/. 

The spectral density given in Eq. (1) represents at least approximately 
the spectral density for many other servomechanism inputs. As long 
as the power of the input derivative is concentrated at the low frequencies, 
Eq. (1) is an adequate representation; /3/2ir can be thought of as the cutoff 
frequency of the input derivative. 

The spectral density of d N is assumed to be of the form 


GhU) = N, (2) 

where N is a constant. In the terminology of Sec. 6T1, the noise input 
is assumed to be a purely random process. Such a spectral density can 
be considered to approximate a spectral density that is essentially con¬ 
stant for all frequencies low enough to pass through the servo without 
serious attenuation. In Sec. 6T0 this approximation was found to give 
a satisfactory representation for radar fading in the automatic-tracking 
servo system. 

We shall further assume that the cross-spectral density vanishes 
identically: 

Qi*(f) = 0. (3) 

This will, in general, be the case whenever the sources for the input signal 
and the noise are independent. 

In the particular examples of servo inputs that we shall consider the 
rms input speed VT 2 is about 50 mils/sec and 1//8 is about 10 sec (see 
Sec. 6T2). Thus Gi(0) = 4a 2 //? ~ 10 B mils 2 /sec. In addition, 

Gft(f) = N ~ 1 mil 2 sec 

as in Eq. (6T32). These comparative magnitudes will form the basis for 
approximations made in the course of the following discussion. 

When the cross-spectral density vanishes, the spectral density for 
the error (Sec. 7*2) is given by 

G<(f) = \Yi{2wjf)\Hh(f) + \Y2(2irjf)\ 2 Gtf(f), (4) 

where Y x is the transfer function for the input-signal derivative and Y x 
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is the transfer function for the noise input. The mean-square error can 
then be found as in Chap. 7 from the expression 


€ 


2 _ 



(5) 


SERVO WITH PROPORTIONAL CONTROL 

8-2. Best Control Parameter. —We begin with the simplest and best- 
known type of servomechanism—a servo with proportional control. 
This type of servo is of considerable interest in itself; it is, in addition, 
suitable for exhibiting the complete analysis of a simple problem. The 
minimum mean-square error for the proportional-control servo will also 
furnish a standard with which to compare the performance of more 
complicated types of servomechanisms. 

It will be convenient in what follows to omit the symbol £( ), 

denoting the Laplace transform of the function -within the parentheses. 
The reader should have no difficulty in differentiating between the func¬ 
tion of time and its Laplace transform by the context. 

The output do of the servo with proportional control is related to the 
input by the equation [see Eq. (4-5)] 


(T m p -f 1 )p6 0 = K v (di -f dir — do), (6) 

where K v is the velocity-error constant and T m is the motor time constant. 
Here K v is a true parameter, variable over a wide range, whereas T m can 
be changed only by replacing the motor or changing the load inertia. 

We shall show that if the motor time constant T m is too large for the 
particular servo application, the minimum mean-square error depends 
strongly on T m . If T m is less than a certain critical value, the minimum 
mean-square error and the optimal value of K v are practically inde¬ 
pendent of T m . If T m has this critical value, the peak amplifications are 
larger for the optimal servos than might be expected on the basis of the 
steady-state analysis of Chap. 4; but if T m is well below' this critical value, 
the usual peak amplifications are obtained. The decisive factor in the 
desijn of the proportional-control servo is the noise-to-signal ratio 
N/a 2 . When this ratio is small, the minimum mean-square error is 
proportional to (a 2 iV 2 )^ and the optimal K v is proportional to ( a*/N )«. 

Equation (6) of the servo can be solved for do as follows: 


do = di — 


TmJP + 1 


K v + ( T m p + l)p 


pOi + 


K v 


K v + (T m p + l)p 


dir 


(7) 


Thus do differs from di by an error e consisting of two parts—the error due 
to the failure of the servo to follow the input signal and the error resulting 
from the noise. Since the spectral density of pd, is 4/3a 2 /(w 2 -f /3 2 ), the 
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mean-square error in following the input is 
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= 1 f”, ry + i _ 

2tt Jo \K v + joi — T m u 2 \ 2 u> 2 + /3 2 


4/3o 2 


( 8 ) 


On integrating this expression by the method of Sec. 7-6 and simplifying 
the result, one obtains 


- _ o 2 1 + K v 0TI + 0 T m 
€/ K v K v + (i + pT m ' 


(9) 


Similarly, since Gn(/) = N, the mean-square error resulting from the 
noise is 




du 


Kl 


| K v + ico - TW\ 


N, 


( 10 ) 


which, when integrated, becomes 

T NK V 

4= — 


( 11 ) 


The mean-square error in following is then 


-o . T « 2 1 + K v pTl + /3T m , NK V 


+ 4 = 


K v K v + /3 + /3 2 T„ 


+ 


( 12 ) 


At this point it is convenient to make certain approximations which 
will normally be justified. The number /3, that is, the cutoff frequency 
of the input signal, is usually small; for instance, /3~ 1 is between 10 and 
30 sec in the input discussed in Sec. 6T2. The motor time constant 
T m is usually between 0.5 and 0.05 sec. Hence @T m is likely to be small 
compared with unity. If also P/K v is small compared with 1, we may 
approximate to e 2 by the formula 


s a 


Y* (1 + KvfiTl) + 


NK V 


(13) 


The computations will be simplified if we substitute for K v in terms of 
the dimensionless parameter 



•(14) 


The form of the mean-square error that we obtain is 



(15) 


We are now in a position to find the best value of K v —the value of K v 
and hence y that minimizes the mean-square error. To this end, we 
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differentiate e 2 with respect to y and equate the result to zero: 


Hence 



(16) 

(17) 


Substituting the optimal value of y into Eq. (15), we find the minimum 
mean-square error 


4. = (v - —)• 


(18) 


For each value of y ^ l 1 Eqs. (17), (18), and (14) give respectively a 
value of T m and, corresponding to this T m , the minimum 7 2 and the opti¬ 
mal value of K v . Figure 8-1 shows how the minimum e 2 and the optimal 



Fig. 8-1. —Best velocity-error constant and mean-square error of servo with propor¬ 
tional control as a function of motor time constant. Curve - 4 , y = (A',,/ 2 ) (JV/obvS; 
Curve B t e m 2 /(aW 2 )H. 


K v vary with T m . One sees that for_ large T m , e 2 m is proportional to T m . 
On the other hand, if T m is small, e 2 m is largely independent of T m ; the 
best value of K v is then approximately 2 [(o 2 /V)^]. 

If 


k -= 2 ($T’ 


then y = 1 and, by Eq. (15), 

= 3 1 /a 2 /3 3 \ 

(aW 2 )W 4^2 \ N ) 

1 V =£ 1 corresponds to the real range of T m . 


IS 


/TO 
± m* 


(19) 

( 20 ) 
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Consequently, if 


T m < 0.4 


(N\ H 

\a^J ’ 


( 21 ) 


then t 2 is less than 11 per cent above its absolute minimum value, which 
is approached as T m —»0. If we now separate the error in following the 
signal from the error due to noise, we see that 


ej _1 . 

(« 2 JV 2 )^ 4 " r 2 V N J m 

_ 4 _ _ 1 

(aW J )H 2 


(22a) 
(22 6 ) 


As !T m —> 0, the mean-square error in following the signal becomes half of 
the mean-square error due to noise. For T m < 0.4 (N the com¬ 
ponent mean-square errors are related by 


0.50t^ < ej < 0.66^. 


(23) 


These computations and the approximation [Eq. (13)] on which they 
are based are valid only if for K v near its optimal value, (3/K v is small com¬ 
pared with unity. But a 2 is normally very large compared with N, 
and thus K v = 2{a 2 /N)^ is large. In the example below [Eq. (336)] 
K v > 30 sec -1 . Hence, since /3 is usually small compared with 1 sec -1 , 
fi/K v is likely to be very small. 

8-3. Properties of the Best Servo with Proportional Control. —Let us 

now examine the properties of a servo with proportional control, when 
the best choice is made of the parameter K v . 

From Eq. (6) one sees that 


e 0 = 


(T m p + i) P € ’ 


(24) 


where e = 0i + 6 N — 6 0 is the error signal (not the error 0/ — 6 0 in fol¬ 
lowing the intended input). Hence 


O 


K v 

€ 


( T m ju + l)jw 


Thus we have the limiting relations 


Oo _ 

e u 

0o K v 

e ~ T m o) 2 ’ 


O) rp * 
■*- m 


* m 


(25) 


(26a) 

(266) 


If T m is small enough, that is, if T m < 0.4 [A7(a 2 /3 3 )] H , then, by Fig. 
81, K v can be chosen equal to 2{a 2 /N)^ independently of T m . For 
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small values of o> the loop gain will then be equal to 


do 


K* 2 
co u\Nj ' 


(27) 


Thus two decibel-log-frequency diagrams, for different small values of 
T m , will have the same asymptote at low frequencies (Fig. 8-2). 

If the feedback cutoff frequency (the frequency /<, at which the loop 
gain is unity) is much greater than l/(2xT' m ), we have 


K v 

/« 


« T m o%, 

1 i ( k , 

2tt “ c 2t \T„ 




(28a) 

(286) 


It follows from Eq. (6), with neglect of d N relative to d h that the over- 
+ 40 ,—i—pi- 1 - 1 —p-p-i-- 1 all amplifications of the servo 

\ e A K * 

+301 IX -^- I nLL„..LI- ' " I A\ » g —t -m—5- (29) 
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The peak over-all amplification is 
approximately the amplification at 
the cutoff frequency if K v T m is suf¬ 
ficiently large; for instance, if K v T m 
> 2.5, then a 5 per cent error is 
made by the approximation 


do 


K v 

di 

TT^t 

K v + joic — T m co 2 


IKt 

C0 c 


\/K v T m . 


(30) 


Fig. 8-2. —Decibel-log-frequency diagram 
for servo with proportional control. 


If the approximations of the three 
preceding paragraphs are all valid, 
the cutoff frequency is, by Eqs. (19), 
(21), and (28), 


>0 - 356 

Similarly, the peak amplification is 

= VKJ^ < 0.894 


(?)"■ 


(°L 

\N/3* 




(31) 


(32) 


It should be noted that although a 2 /N& 3 is usually a very large number, 
its twelfth root is not large. 

In the case of the radar automatic-tracking example in Secs. 6-10 and 
6-12, we have a 2 = 2620 mils 2 /sec 2 , N = 0.636 mil 2 sec, 0 = 0.1 sec" 1 . 
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If 


( N Y« 

Tm<0A {^) = 0 - 316 

sec 

(33a) 

and 



/a 2 V* 



*•-2 (ft) =32.1 

sec -1 , 

(33 b) 

then, by Eq. (20), 



? < 0.83(oW*)W = 8.46 
Ve 2 < 2.91 mil. 

mil 2 , j 

(33 c) 

The cutoff frequency is 



f c > 0.356 (jfJ* = 1-60 

cps, 

(33 d) 


and the peak amplification is 


( a -* \ M2 

< 0.894 = 3.18. (33e) 


It may be pointed out that in practice, T m is frequently chosen smaller 
than is required by Eq. (21). This gives a smaller error and a smaller 
peak amplification. If in the previous example we choose 


we find that 


T m = 0.1 sec, 


Ve 2 = 2.75 



2.85 

1.79. 



(34) 


(35) 


8*4. Servo with Proportional Control, T m = 0. —We have thus far 
been using the approximate formula of Eq. (13) for e 2 . If T m is negligible, 
however, a better approximation to Eq. (12) is 


?-«! 1 ..+*£. 
K v K v + 0 T 4 


(36) 


Assuming T m to be negligible, we shall now study the effect of noise on 
the performance of the servomechanism. The relative magnitude of 
the noise can be expressed in terms of the noise-to-signal ratio N/a 2 . 
This ratio (in sec 3 ) is usually a very small number, and its dimensionless 
product by /3 3 is a still smaller number. Hence it is convenient to intro¬ 
duce instead of the noise-to-signal ratio, the number [cf. Eq. (32)] 
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Equation (36) then becomes 

e 2 = i _i y. 

(o 2 iV 2 )^ 22/(22/ + r 4 ) " r 2' 

Now if K v and hence y are chosen so as to minimize e 2 , then 


(38) 




dy (o 2 N 2 )H 


Ay + r 4 
y\2y + r 4 ) 2 


+ 1 = 0 . 


Therefore, for optimal performance 


y 2 (y + ir 4 ) 2 = y + ir 4 . 


(39) 

(40) 


Solving for y and substituting back in Eqs. (14) and (38), one obtains 



i a 2 I 


Fig. 8*3. —Best K v and e™ 2 of servo with 
proportional control and small motor time 
constant, plotted against noise-to-signal 
parameter r. ^hirve A, ( K v / 2 )(N/a 2 )H; 
Curve B , c m 2 /[(oW 2 )H]. 


the best N* and its corresponding 
4 for each value of r. 

If r is small, we can solve Eq. 
(40) as a power series in r, 

y = 1 - ir 4 + ^r 8 

- Thrr 16 + • • * . (41) 

Substituting back in Eq. (38), we 
get 

4 = f(+W 2 )H(l - |r 4 + ^r 8 

- zniW 16 +•••)• (42) 

The optimal (K V /2)(N /o 2 )^ and 

4>/[( a2 N 2 )^] are plotted against r 
in Fig. 8-3. It is seen that for 


small values of r, e 2 m is proportional to (a 2 A r2 ) w and the optimal K v is pro¬ 
portional to (a 2 /iV)^. 

TACHOMETER FEEDBACK 
CONTROL 

8-6. Mean-square Error of 
Output.—By adding a tachom¬ 
eter-feedback loop (see Fig. 8-4) 
to the servo with proportional con¬ 
trol, one can reduce still further 
the dependence of the mean- Fia. 8-4.—Servo with tachometer-feedback 
square error on the motor time loop - 

constant T m . One thereby makes possible an increase in K v and a con¬ 
sequent decrease in the error for a constant-velocity input. 

The equation of the servo with tachometer-feedback loop is 



(T m p + 1 )p0o — K v (6i + 6n — do) — A rfr~~^r 

I aP + 1 


pOo. (43) 
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There are now three servo parameters—the velocity-error constant K v , 
the tachometer-loop gain A, and the tachometer-filter time constant 
T 0 —in addition to the limited parameter T m . 

Solving Eq. (43) for do gives 


do — dl — 


+ 


(7> + 1 )(T m p + 1) + AT aV 


K v (T aV + 1) + (T a p + 1 )(T m p + 1 )p + AT a p 2 


K v (T a p + 1) 


K v (T a p + 1) + (T a p + 1 )(T m p + l)p + AT a p 2 


pdi 


dn. 


(44) 


Since the spectral density of pdi is (4/3o 2 )/(co 2 + /3 2 ) [see Eq. (1)], the mean- 
square error in following the input is 



1 + [{Ta + T m + ATa ) 2 - 2T a T m ]co 2 + T 2 T> 4 40a 2 

I K v + ( K v T a + l)ju — ( T a + T m + AT a )<j ) 2 — T a T m ju 3 \ 2 co 2 + /3 2> 


which on integration becomes 


e? = -f KM* + 1 )(5T. + T m + AT a ) - K v T a T rn ]~ l 

X [ K v + ( K v T a + l)/3 + (T a + T m + AT a )(3 2 + T a T m (i 3 l~ l 
X {(K v T a + 1)(T. + T m + AT„) - K v T a T m + (T a + T m + AT a ) 2 f3 
+ (T a + T m + AT a )T a T n f} 2 + K v [(T a + T m + AT a ) 2 - 2T a T m ] 

X [(To + T m + AT a )0 + T a T m p 2 ] 

+ K'TITULKJ + (K v T a + l)d 2 ]}. (46) 

The spectral density of the noise is GV(/) = N [see Eq. (2)]; the mean- 
square error due to noise is therefore 



_ A!(l + ?V) _ N 

| K v + (K v T a + l)ju - (To + T m + AT a )co 2 - T.2W«*| 2 

which, when integrated and simplified, becomes 


(47) 


e 


2 

N 


NK V 1 

4 AK V T\ 

^ T a + T m + AT a + K V T 2 


(48) 


The mean-square error of the output is, of course, 

?-3 + 3 . ( 49 ) 

8*6. Ideal Case of Infinite Gain.—We shall see that if the tachometer- 
loop gain A is large enough, a servo with tachometer feedback can be 
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made to have a smaller mean-square error than a proportional-control 
servo even if the former has a large T m and the latter a small T m . 

With this end in view, let us take the limiting case where K v = CA 
and A —> <x >. In this limit, Eqs. (46) and (48) become 


e? = 


aWa 


and 


and hence 


C(C + CT a /3 + T^) 


-5 _ a 2 &T a . N 1 . N r 

6 C(C + CTJ3 + T a p) + 4T 0 + 4 0, 

It will be noted that in this limiting case e 2 is independent of T m . 
We now choose the parameters C and T a so as to minimize e 2 . 


de 2 _ a 2 /3T a (2C + 2CTJ3 + Ta/3 2 ) N 

dC C 2 (C + CTJ3 + T a p) 2 + 4 

d7 2 _ a 2 ? N _ . 

dTa ~ (C + CTaP + TaP 2 ) 2 4 T\ ~ 


(50) 

(51) 

(52) 

Then 

(53) 

(54) 


Equations^53) and (54) may be solved for C and T a as follows. Elimi¬ 
nation of a 2 between Eqs. (53) and (54) yields 


C + CTaP + Tap = 


(C 2 + P)T a 


Substitution of this expression into Eq. (54) now gives 

4 a 2 @ N 

( C 2 + p) 2 T 2 4T 2 “ U 

or 

C 2 + P = 4 (f)^ = 4 pr~*, 

where r is the parameter defined in Eq. (37). Solution for C yields 

C = p \/± r~ 6 - 1. 

Equation (55) can now be solved for T a , 


T a = 


or, by Eq. (58), 


T a = - 


2 C 

C 2 - 2C/3 - p’ 

\/4r -6 — 1 


(55) 

(56) 

(57) 

(58) 

(59) 

(60) 


j8 2r -6 - 1 - V4r~ 6 - 1 
The above procedure is valid only if it leads to real positive finite 
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values of the parameters. In particular, « 2 is a minimum for finite T a 
only if the denominator in Eq. (60) is positive, that is, only if 

r < (2 - \/2) H = 0.915. (61) 

If r satisfies this condition, both C and T a will be real and positive. 

Now, having found the optimal values of C and T a in terms of the 
parameter r, we can substitute back in Eq. (52) to get the minimum value 
of € 2 . Combining Eqs. (52) and (54), we obtain 

5 = §i 33 «? + CTj3 + TJ3‘) +1 (i + cj 

= 4 ^; (2C + 2 CTJ3 + Tj3‘‘ - CTJl + C-T,j, (62) 
which, together with Eq. (55), gives 

4 = (C*T a - CT a fi + C 2 T a ) = j (2C - / 3 ). (63) 

If we now express C in terms of r, using Eq. (58), we get 



From the definition of r it follows that 

7T = («W 3 )*. (65) 

Our final expression for is then 

4 = (a^N 3 )^ (VI - V 6 - V 3 ). (66) 

As we have already remarked, e 2 and hence 4 are independent of T m 
when there is high-gain tachometer feedback in addition to proportional 
control. In the case of a servo with proportional control only, the 
minimum mean-square error is. dependent on T m ; its smallest value, 
when T m —> 0 , is given by Eq. (42). The ratio of the minimum mean- 
square error of a servo with tachometer loop and arbitrary T m (but 
infinite A and K v ) to the minimum mean-square error of a servo with 
proportional control and negligible T m is 

with ta ehometer _ 4 VI — V 6 — V 3 

e 2 , without tachometer 3 1 — V 4 + ts r s — t315t A 6 + • • ♦ + ^ 

This ratio is shown plotted against r in Fig. 8 - 5 . It is seen that for all 
reasonable values of r the tachometer-feedback servo performs better 
than the proportional-control servo even if in the latter case T m = 0. 
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Fig. 8-5.—Ratio of minimum mean-square errors of servos with tachometer loop 
to minimum mean-square error of servo without tachometer loop plotted against 

r = (iV/5 3 /a 2 )M2. 


8-7. Best Control Parameters for Finite Amplifications.—In actual 
practice, A and K v cannot be made arbitrarily large ; the preceding treat¬ 
ment is therefore an analysis of a somewhat idealized situation. We 
shall now modify this analysis and seek an approximation to the optimal 
values of the parameters K v and T a for the case of a finite A. 

We first make some approximations to Eqs. (46) and (48). We 
assume that K v is large compared with each of the following: l/T a , 
1 /T m , T m /Tl, (3, (3 2 T m , pA. The last assumption is justified because (1) 
if A is large and r is less than i, then by Eq. (58), K v /pA ~ 2/r 3 , which is 
large relative to unity, whereas (2) if A is small it is obvious that K V ^S> PA. 
Using these approximations, Eqs. (46) and (48) become 


a1 

Kl 


1 + 


1 + PA*T, 
N 


i( 


2 + 3 T a + pT ' 


■) 


1 +PT a 


+ 


K^PTj 

1 + A 




4(1 + A) 


( K - + v} 


( 68 ) 


We now make the further assumption that p is so small that pT a « 1 
and PT m « 1. (In the examples below, these relations and approxima¬ 
tions are valid; if p is not small, the formulas below must be used with 
caution.) The formula for the mean-square error then becomes 


f|(l + 3/3A2 7 *, + M( 2 + A)T a + 


+ 


N 


4(1 + A) 


(k v + A)- 


(69) 
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Given A and T m , we now choose K v and T a so as to minimize e 2 . Then 


nr. = - [ 2 + 6I1AT - + 2 ^< 2 + w* + frr] 


N 


de 2 _ a 2 0A{2 + A) NA 

dTa Kl 4(1 + A)Tl 


+ 4(1 +A) =0 > (70a) 


= 0. 


(70 6) 


We solve Eqs. (70) for K v and T a as follows. Solution of Eq. (706) for 
K 2 V gives 


Kl = 4 


m3' 


/3 4 (1 + A) (2 + A)T 2 a . 


Elimination of a 2 by means of Eq. (37) yields K v in terms of T a 


r _ 2 V(1 + A)(2 + A)0 2 T a 

JV » — 7.6 


(71) 


(72) 


Also, substitution of Eq. (706) into Eq. (70a) gives 

1 + 3/3 AT m + 0A{2 + A)T a + \y^ f = ^K v 0(2 + A)T 2 a . (73) 

If we now make use of Eq. (72), we obtain 

V2 TT 0 3 T a T 2 m 


1 + 3/3 AT m + 0A(2 + A)T a + 


VT + I 


(2 + A) 3 A VT + A (3 3 Tl 


On substitution for T m of the dimensionless parameter z, defined by 

, 1 0 2 T 2 m 


this becomes 

1 + 3/3 AT m + 0A(2 + A)T a { 1 + z 2 ) = 


A \/2 + A y/l + A r 6 

(2 + A) 3/i Vl + A 0 z T 3 a 


In order to simplify this equation we introduce another parameter, 


X 


(1 + A){2 + A) 


A 2 


r 


0 Ta 


r 3(i + 2 2 yv 


(74) 

(75) 

(76) 

(77) 


eliminating T a , we obtain 

6 (2 + A ) 3 ] 

+ A J 


1 + 3 0AT n + 


j A 6 ( 2 


r 3 (l + z 2 ) 3 Ac 

I* A 6 (2 + A) 3 
1 + A 


r 3 (l + z 2 Y A x z , (78 a) 
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which may also be written as 

x 3 - x = (1 + 3 0AT m ) [^6( 2 "+ Jy\ r 3 (l + 2 2 )^' (786) 

This equation can now be solved for x. Finally, solving Eqs. (72) and 
(77) for K v and T a in terms of x, we have 


^ _ 2/J[4 2 (l + 4)(2 + 4)]*( 1 + z*)*x 

J\ v — ---; 


= [( 


J 


r 3 (l + 2 2 )% 

1 


(79) 

( 80 ) 


(1 + A){2 + A) 

Equations (78 b), (79), and (80) give us the optimal values of K v and T a 
for each set of values of A, T m , and the input parameters. 

_ We now may substitute into Eq. (69) to find the minimum value of 
e 2 . First, use of Eq. (706) gives 

1 + 3 pAT m + M(2 + A)T a + 

N ( K - + i) 


= 


N 


4(8(2 + 4)(1 + A)T\ 


0 


+ 


Use of Eq. (73) then gives 

N {§*•+£[ 


ei = 


1 + 


T* 2 
± m 


4(1 + A) 

But, by Eq. (72), 

K V T 2 

2-4(1 + -4)(2*+ A)T (t = 24(l + 4)(2 + 4) 
and hence, by Eq. (75), 

K v T 2 

24(i + /) (2 + 4) 


4(1 + A) 
K.Tl 


24(1 + 4) (2 + 4)7' 


d}- 


2(1 + 4)^(2 + A)»p* 


= 2 2 . 


(81) 


(82) 


(83) 


Therefore 


eL = 


(1 + * 2 ) 


]■ 


4(1 + 4) 

Substituting for K v and T a from Eqs. (79) and (80), we have 

T_ l^f4 2 (2 + 4)l» /1 , . 1\ 

" 4 r* ['(I + AT' J (1+2) ( 3l+ i/ 

Finally, by Eq. (65), 


(84) 


(a 2 /3iV 3 )^ 


1 [4 2 (2 + 4)] h 

4 L (1 + -4) 3 J 


(1 + 2 2 )H 


( 3x + j) 


(85) 
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In Fig. 8-6, t 2 m is plotted against A/(\Q + A) for T m = z = 0 and for 
three different values of r: r = 0.215, 0.368, and 0.585, or r 3 = 0.01, 
0.05, and 0.20. It can be seen that for this range of values of r, if 

A > jy (86) 


then the mean-square error is less than 5 per cent above its limiting value 
when A —» *>. 



Fig. 8-6. Fig. 8-7. 

Fig. 8-6. —Minimum mean-square error of servo with tachometer-feedback loop as a 
function of tachometer-loop gain A, when T m = 0. 

Fig. 8-7. — Minimum mean-square error of servo with tachometer-feedback loop 
as a function of tachometer-loop gain A, when r 3 = 0.05. Numbers on curves are values 

of T m (a*p*/N)W. 

Figure 8-7 shows how the minimum e 2 depends on T m . The curves 
are plotted for four different values of T m when r 3 = 0.05, that is, when 
r = 0.368. The dependence on T m becomes important only for values 
of A less than 2. 

Example. —We return to the example of Sec. 8-3 and assume that 

o 3 = 2620 mil 2 sec -2 , ^ 

N = 0.636 mil 2 sec. 
j3 = 0.1 sec -1 , 

T m = 0.316 sec. 


(87) 
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Then 


r = 0.281, 


1 = 12 - 7 . 
/ 


Taking A > 1/r 2 [see Eq. (86)], we choose 


Then we find that 


A = 14. 


z 2 = 0.009, 


x = 1.187, 


31 

II 

o 


K v = 158 

sec -1 , 

T a = 0.252 

sec, 

4 = 3.11 

mils 2 , 

V 4 = 1.76 

mils. 


( 88 ) 


(89) 


(90) 


Thus the rms error for the tachometer-feedback-loop servo is 35 per cent 
less than the rms error for the proportional-control servo. It will be 
seen from Fig. 8-7 that the choice of T m = 0.316 sec has increased the 
mean-square error only negligibly above the minimum given by T m = 0. 

8-8. Decibel-log-frequency Diagram— We now examine the form 
taken by the decibel-log-frequency curve for the sen-o with tachometer- 
feedback loop, when the best choice is made of the parameters. 

From Eq. (43) we see that 

00 ---- e- (91) 

(T - P + 1 ^ + A T^f-1* 

This may also be written as 

AT a ju> 

00 = KJJJ a + 1) + l)(T a j a + 1) 

« -AT a u* ~ AfJ,0 (92) 

Wwfc + l)(T a jco + 1) 

Now 


_ ATgju _ . 

(T m ja> + 1 )(Tajco + 1 ) ~ ATa303 ’ 

« A 
TmjJ 


if (a is small, 
if w is large. 


(93) 


Therefore, if A is large, AT a jo>/[(T m jo3 + 1 )(Tj<* + 1)] is the dominant 
term in the denominator of Eq. (92) provided that l/AT a < « < A/T n . 
Thus, if A is large, 
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(94a) 

(945) 

(94c) 

(94ei) 


The central segments of the segmented approximate decibel-log-fre¬ 
quency diagram meet at a point where co = 1/T a and |0 o /e| « ( K v T a )/A. 
This completes the general characterization to the transfer locus, it being 
assumed only that A is large. We have now to consider the effect of 
the best choice of constants, according to the theory developed above. 

If A is sufficiently large, it follows from Eq. (75) that z ~ 0 and from 
Eq. (78 b) that x ~ 1. By Eqs. 

(79) and (80), the best choice of 
constants makes 

= 2(1 + 3 2 )x 2 « 2. (95) 

Thus one should have \0 o /e\ ~ 2 
where the central segments of the 
decibel-log-frequency diagram in¬ 
tersect; in other words, the ve¬ 
locity-error constant K v should be 
so chosen that the intersection of 
the segments of the decibel-log- 
frequency diagram at co = l/T a 
will be about 6 db above feedback 
cutoff. The loop gain |0o/«| be¬ 
comes zero db in the 6-db-per-octave segment, 6 db from the above' 
mentioned intersection; by Eq. (94c) this occurs for 



i i u—i— r-MJ —M-i 
l JL Kv_ A. 

AT a T a A T m 


<0 

Fig. 8-8.—Decibel-log-frequency dia¬ 
gram for servo with tachometer-feedback 
loop. 



, IX, 1 
Je 2ir A icT a 


(96) 

(97) 


The theory, as illustrated by Fig. 8-7, has shown that the exact value of A 
does not much matter if it is only great enough. Change in A will not 
materially change the central part of the decibel-log-frequency diagram 
but only the length of the central segments; all that is required is that 
these shall be sufficiently long. [From the steady-state point of view 
it is clear that the length of the (1 /T a , A/T m )-segment controls the 
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stability of the servo.] The best filter time constant T a is determined by 
Eq. (80) or, if A is large enough, by 

T a ~ j (98) 

This theoretically derived decibel-log-frequency diagram is similar 
to that commonly believed desirable, except that the velocity-error 
constant is smaller than might have been expected; usually K v is assumed 
to be so chosen that 0 db is at or below the middle of the 6-db-per-octave 
middle segment. In practice, however, the amplifier gain is frequently 
turned down considerably below that assumed in the steady-state design 
of the servo. Thus we can claim substantial agreement with the usual 
design practice, if not with its theory. 

The approximate peak amplification is found as follows: If A is 


sufficiently large and if 

1 . . A 

AT a <u < Tj 

(99) 

then by Eq. (92) 

0o _ K v (T a ju + 1) 

€ — AT a u 2 

(100) 

and 

do 

do 6 

„ —K v (T a ju + 1) 

(101) 

^ 1 + 

do AT a oj 2 — K v (T a jo) + 1) 


€ 


This approximation is rough unless A is very large; otherwise it tends to 
underestimate the magnitude of do/6i. However, if we so approximate 
d o /0i, the square of the amplification is 


V = _ K&TW + 1) 

0/ AJT^? - 2K v AT a o: 2 + Kl + X 2 7V' ( 102 ) 

To simplify the computation we substitute the dimensionless parameters 


and obtain 


„ K v T a ) 
q = ~T’ 

X = TV, , 



1 -(- x 

2 qx + q 2 + q 2 x 


(103) 

(104) 


The peak amplification occurs for the value of x at which \d 0 /di\ 2 is 
maximum—the value of x for which 


? 2 


a 2 — 2 qx 
1 + x 


+ ? 2 


0 £ 

do 


2 


( 105 ) 
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is a minimum. This value of x is determined by 

/a: 2 — 2 qx 
\~ 


A 

dx 


or 


+ x 

solving this, we obtain 


(1 + x)(2x — 2 q) — (x 2 — 2 qx) 

(1 + x) 2 


or 


+ ?■) - 

x 2 + 2x — 2q = 0; 
x = — 1 + \A + 2 q 

0,2 = T 2 (V 


[1 + 2 


K v T a A 
-A-- 1 )' 
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0 (106o) 

(1065) 
(107a) 
(1076) 


Substituting Eq. (107a) back into Eq. (104), we find that the peak 
amplification is 




q 2 yT + 2g 


(108) 


2 + 4g + (q 2 — 2q — 2) \/l + 2q 

In Fig. 8-9 the peak amplification is shown plotted against q. This graph 
is to be used with caution, since, as mentioned above, for reasonable 
values of A the peak amplification is underestimated. If A is very large, 
q « 2 [see Eq. (95)]; the peak 
amplification is then 


1.27. 


(109) 



Q=- 


Fig. 8*9. —Peak amplification of servo 
with tachometer-feedback loop when tachom¬ 
eter-loop gain is large. 


8*9. Nyquist Diagram. —The 

form of the Nyquist diagram of 
the servo with tachometer-feed¬ 
back loop can be inferred from the 
form of the decibel-log-frequency 
diagram. However, since the 
Nyquist diagram is much used in 
servo design, it may be worth 
while to give an example of a 

Nyquist diagram of a servo designed in accordance with the rms-error 
criterion. 

Let us assume the same input signal as in the example of Sec. 8'3 or 
6T2 and assume that the noise arises only from a potentiometer wound 
with f turn per mil (see Sec. 6T3). The spectral density of the noise is 
then fairly flat out to 3 cps; we assume that it can be fairly represented 
by Oir(J) — 0.05 mil 2 sec [see Eq. (6T82)]. We choose then 

a 2 = 2620 mils 2 /sec 2 , 

N = 0.05 mil 2 sec, 


= 0.1 


sec 


,-i 


( 110 ) 
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and hence 

r = 0.227. (Ill) 

If A were zero, we should wish to take T m < 0.4r -2 [Eq. (21)]—in this 
case T m < 0.207. Since A is not to be taken as zero, we choose 

T m = 0.3 sec. (112) 

Now 

J3 = 19-4, (113) 

and we wish to choose A enough larger than this to allow for the effect 




- 27 - 

Fig. 8*10. —Nyquist diagram of servo 
with tachometer-feedback loop. The circle 
is drawn for \0o/6j\ = 1.28. 

The Nyquist diagram for this servo is shown in Fig. 8T0. The circle 
in Fig. 8T0 is the plot of 1 60 / 6 i\ = 1.28. The peak amplification is nearly 
1.28, which is larger than the value 1.22 that can be read from the approxi¬ 
mate curve of Fig. 8-9. It is noteworthy that doubling the velocity- 
error constant and thus magnifying this Nyquist plot in the ratio 2/1 
will cut down the peak amplification and thus improve stability. 

Thus we see again ( cf . Sec. 8-8) that the rms-error criterion calls for a 
lower gain than a naive examination of the Nyquist diagram would indi¬ 
cate. In actual practice a servo to be used in the presence of potentiom¬ 
eter noise is designed with the help of a Nyquist diagram, and the gain is 
thereafter arbitrarily reduced. Our theory is thus in accord wit h existing 
practice. 

MANUAL TRACKING 

840. Introduction. In manual tracking the human operator can be 
considered as part of a servo loop, in which he performs the functions of a 
power element and a servomotor (Fig. 841). The operator observes 
the misalignment between the telescope and the target and turns a hand- 
wheel in the direction that tends to reduce this misalignment. The 
handwheel drives the tracking unit, which, in turn, positions the telescope, 
thus closing the feedback loop. 



of the larger T m . We therefore 
take 

A = 25. (114) 

Then 

z 2 = 0.009, 
x = 1.162, 
q = 2.72, 

K v = 511 
T a = 0.133 

V 7 m - 0.68 

f c = 3.13 


sec -1 , 

sec, 

mil, 

cps. 


(115) 
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In the simplest type of manual-tracking system the human operator 
is the only power source in the closed loop. In more complex systems, 
where torque amplification requires the use of a driving motor, the 
human operator is a secondary servomotor. Limitations on the speed 
and torque available apply to both the power motor and the human 
operator; in addition, the performance of the human operator is governed 
by conditions of fatigue and mental and physical comfort. It is charac¬ 
teristic of the human operator that there is a time lag between the instant 
when an error is observed and the instant when corrective action on the 
part of the operator is started. 



As in any servo system, in order to obtain good performance the loop 
must have high gain and stability. The equalization is achieved by the 
judicious choice of the available parameters: the handwheel ratio, the 
optical magnification, and the tracking time constants. The present 
chapter includes a theoretical discussion of a tracking system based on 
the assumption that the human operator behaves like a linear mechanism. 
The rms-error criterion is applied to obtain the best tracking time con¬ 
stant. The theoretical results compare favorably with those found by 
experiment. The entire discussion is limited to an aided-tracking 
system with a handwheel input. 

8*11. The Aided-tracking Unit. —Aided tracking is a combination of 
displacement and rate tracking. In pure displacement tracking the 
operator has a direct connection, either mechanically or electrically, 
with the controlled member. In tracking a target moving at constant 
angular rate, the operator must turn his handwheel at a constant rate. 
If he is lagging the target, he will turn faster until the error is corrected; 
if he is leading the target, he will turn more slowly. 

In pure rate tracking it is the speed of the output that is determined by 
the position of the input handwheel; in tracking a target moving at a 
constant rate the handwheel need not be turned after the proper adjust- 
m'ent has been made. 

When these two types of tracking are combined, an error in rate and 
the resulting displacement error are corrected simultaneously; a change 
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in the handwheel position changes the rate of motion of the output at 
the same time that the displacement error is corrected. This is aided 
tracking. 

A basic design for the aided-tracking unit is shown in Fig. 8T2. The 
output of the differential do is a linear combination of the handwheel 
displacement <j> and the displacement of the variable-speed-drive output 
£ 2 ; 

do = Ki<f> + Kz$l, (116) 

where Ki and K 2 are gear ratios. The speed of the variable-speed drive 
is proportional to the handwheel displacement; 


<t> — KzQf. 


(117) 


The two foregoing equations combine to give the equation of the aided- 
tracking unit; 


where 


e ' 0 = K 1 (*' + ± A 


T a = 


k,k 3 

K, 


(118) 

(119) 


is the aided-tracking time constant. The aided-tracking time constant 
has the following physical interpretation: If a given change in the position 
of the handwheel results in changes in position and velocity of the output 
by A do and A 6 ' 0 , respectively, then 

m A do 

T ° ~ A% (120) 

In the aided-tracking unit shown in Fig. 8T2, the operator’s hand- 

wheel is connected through gear- 


i Load 


Differential M 9c 


Variable-speed 

drive 



Constant-speed 

shaft 


Fig. 8*12.—Basic mechanical design of an 
aided-tracking unit. 


ing directly to the load, as well as 
to the movable member of the 
variable-speed drive. Such an ar¬ 
rangement is satisfactory only 
when the speed and torque re¬ 
quirements at the load can be met 
without the application of high 
torques at the handwheel and it is 
mechanically convenient to gear 
directly from the handwheel input 
to the load. Frequently, how¬ 


ever, the operator’s position is remote from the load to be controlled, or the 
output torque required is high; in either case, some form of electrical 
power drive must be used. A tracking unit suitable for this purpose is 
shown in Fig. 8T3. 
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There are several common types of manual-tracking controls, (1) 
a handwheel, (2) a handle bar or some modification of a handle bar, (3) 
a joy stick. The choice of input control depends largely on the type of 
tracking to be performed, that is, whether it is tracking in one or two 
coordinates and whether the tracking is done by one or more operators. 
The choice depends also on whether the operator is in motion or is station¬ 
ary, on whether he can use one or both hands for tracking, and on the 
space available for the operator and the tracking controls. 



Fig. 8*13.—Remote-control aided-traeking unit. 

If the operator is seated at a console and tracks in only one coordinate, 
the handwheel type of input seems to be preferred. The relationship 
between handwheel speed and output should be such that the operator is 
not required to turn much more slowly than 10 rpm nor much faster than 
200 rpm. The handwheel should have sufficient inertia and be large 
enough to permit smoothness in turning but should be as free of frictional 
drag as possible to prevent tiring of the operator by long periods of 
tracking. 

The time required for an error in tracking to become perceptible, if 
the tracking is done through a telescope, can be reduced by increasing 
the magnifying power of the telescope. The optical magnification that 
can be used is limited, however, by the size of field. If the field of view 
is too small, it is very difficult to get on target; in addition, the apparent 
velocity of the target in the field of view is so great as to make tracking 
arduous. 

8-12. Application of the Rms-error Criterion in Determining the Best 
Aided-tracking Time Constant. —It will be the purpose of the present 
section 1 to give a quantitative treatment of the aided-tracking system 
with handwheel control. We shall determine the values of the aided- 
tracking time constant for which the system is stable, as well as the best 
value in the rms sense. 

For the purpose of this investigation it is assumed that the human 
operator behaves like a linear mechanism. More precisely, it is thought 
reasonable (on the basis of admittedly crude experiments) to assume that 

1 Section 8-12 is a revision of a paper by R. S. Phillips entitled "Aided Tracking, 
Part II,” which was published as RL Report No. 453, Nov. 3, 1943. 
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at all times the operator turns the handwheel at a rate proportional to the 
magnitude of the tracking error. It is well known that there is a time lag 
between the stimulus and the operator’s reaction. In fact, it seems to 
be reasonable to assume that at any time t he turns the handwheel at a 

rate proportional to the tracking 



t/L- 


Fig. 8-14.- 


error which existed at the time 
(t — L), where L is the magni¬ 
tude of the time lag. The rate of 
turning can then be expressed as 
4 >'(t) = vie(tf — L). A reasonable 
value for the time delay L w r as 
found to be 0.5 sec. 

An experienced operator might 
also anticipate the error by taking 
into account the rate of change of 
error. This would add a deriva¬ 
tive term to the above equation, 
which then becomes 

= vi e(t — L ) 

+ v#'(t - L), (121) 

where vi is the proportional-con¬ 
trol constant in (sec) -1 and v 2 is 
the derivative-control constant 
(dimensionless). The equivalent 
expression for ) in the Laplace- 


-Delayed response to a unit-step transform terminology 1 is 
function €-input. 

Vie + v 2 / pe 


( 122 ) 


For mathematical convenience, the term e Lp has been replaced by 
the expression [(Lp/3) + l] 3 . An idea of the goodness of this approxi¬ 
mation can be gained from Fig. 8T4, where there is plotted the response of 
an operator with v 2 = 0 to a unit-step function e-input, for the two 
conditions of time lag e hp and [(Lp/3) + l] 3 . The full curve gives the 
response for a reaction lag of the form [(Lp/3 + l] 3 ; this is 

y (t) = | - 1 + e~ St/L [l + 21 + | (I)’} (123) 

The dashed curve illustrates the type of response to be expected on the 
assumption that the operator does nothing until a time L after his stimu¬ 
lus and then turns at a rate proportional to the error. 

1 See Chap. 2 of this volume. 
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The equation of the aided-tracking unit [Eq. (118)] can be rewritten 
as 


pdo = K i 



The approximation to Eq. (122) that we shall use is 


(124) 



P<t> = (vi + v 2 p)e. 


Combining Eqs. (124) and (125) then gives 


(125) 



v !P > + (v, + E) p + £]«. 


(126) 


Here we have replaced Kiv\ by vi and K\v 2 by v 2 . This does not restrict 
the generality in any way, since we can only obtain conditions on the 
ratio v 2 by a linear type of theory. Finally, making use of the rela¬ 
tion do = 0 i — e, we obtain an equation relating the error and the input, 

[(if + ^ P% + VlV% + (" 1 + Ya) P + ^j € = (^ + ^ P 20/ - ( 127 ) 


The above chain of physical considerations has thus brought us to 
the aided-tracking equation. There remains the problem of determining 
the best value of the tracking constant T a and the operator parameters 
(vi,v 2 ). In order to accomplish this, the rms error will first be computed 
and then minimized; this procedure follows the method developed in 
Chap. 7. 

The input 6 i to be assumed is one of constant velocity over a sequence 
of intervals, with abrupt changes in velocity at the end of each interval. 
These changes are all independent, because in aided tracking it is the 
change in velocity, and not the angular positions, that is significant. 
Let x{i) be a unit-ramp function, 


x(t) = 0, (t ^ 0), } 

x{t) = t, (t > 0), j 


(128) 


and let the a n be independent random variables with zero means. 
0/ is defined as 


07 




(X n X (t t n ) t 


Then 


(129) 


where the t n are distributed in some random fashion with density a. A 
sample of 0/ is shown in Fig. 8T5. This type of input was chosen because 
it represents, at least roughly, the typical input in an aided-tracking 
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system, in which the operator corrects mainly for changes in the angular 
velocity of the target. 

Although 81 is not a stationary random process, its second derivative 
is a sequence of independent delta functions of the type described in 

Sec. 6-11. The spectral density of 
the second derivative has the value 
N for all frequencies, where 

N = (130) 

Since the transfer function contains 
a factor of p 2 , no difficulty results 
from working with the improper 
spectral density 

a(/) - mw (131) 

The mean-square error obtained 
by using the above input is precisely 
the same as the integrated-square error for an input \/N/2 x(t). Hence 
the answer also gives a measure of the transient response to a ramp- 
function input. 

As in Sec. 7-2, the error spectrum is simply 



t n fn+l tn+2 tn+3 

Time—— 

Fig. 8*15.—Graph of 0j. 


<?«(/) = \Y( 2 irjf)\ 2 Gi(f), 
where Y( 2 wjf) is the transfer function, 


(132) 


Y(2*jf) = 


+ i ) 3 M ) 2 


( 2ir i0 2 + "2(2 t rjf) 2 + (vi + y) 2 *jf + Y 

The mean-square error is 

? = lim ± f T 

T —> oo ** J -3 


(133) 


dt e 2 (t) 


-L 


dfG t (f). 


(134) 


This can be evaluated by the table of integrals in the appendix. One 
obtains 


= LW 
4/3 


8 + 7y - y 2 - 3a + 3/3 - + 10 X 3- 8 a/3 ~ 2 X 3~ 3 ^ 2 + 3~ 3 aj87 

8a — 8/3 + 2 X 3 -1 a/3 + 7 ay + -y/3 — 3a 2 — 3 -8 /3 2 — ay 2 ’ 


( 135 ) 
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a - vjj + v 2 YJ P = viL YJ 7 = n. (136) 

The system is stable for the set of all those control parameters 
(j'l) vo, To) which lie in the region of stability. This region is bounded by 
the surface over which the denominator of Eq. (135) vanishes. It is 
clear that the plane L/T a = 0 and the plane v\L = 0 bound the region of 
stability. Figure 8T6 is a three-dimensional sketch of this region. 



Fig. 8-16.—Stability region. 

The mean-square error, e 2 attains its minimum value 0.0825 NL 2 , at 
the point L/T a = 0.55, v\L = 2.25, Vi = 4. This means that the best 
tracking can be done with an aided-tracking constant T a = 1.8 L and 
with v<i/vi = L/ 0.56. For a time lag L of 0.5 sec this gives T a = 0.9 
sec and vt/vi = 0.9 sec; the operator should thus use about as much 
derivative control as proportional control. However, in the experiments 1 
performed the operator was not able to introduce very much derivative 
control. We therefore set v% equal to zero. 

When v 2 = 0, Eq. (135) becomes 

- 2 _ L 2 N 8 - 3a + 3/3 + 10 X 3~ V - 2 X 3~ 8 /3 2 
6 4/3 8a - 8/3 + 2 X 3-^/3 - 3a 2 - 3" 8 /3 2 ’ 

1 A. Sobczyk, “Aided Tracking,” RL Report No. 430, Sept. 17, 1943. 


( 137 ) 





































368 


APPLICATIONS OF THE NEW DESIGN METHOD [Sec. 812 


where 

a = v\L and d = v\L y-* (138) 

The region of stability becomes the area shown in Fig. 8T7. The mean- 
square error attains its minimum value l.liVL 2 for L/T a = 0.2 and 



viL = 1.7. With L = 0.5 sec, this corresponds to a value of 2.5 sec for 
the aiding constant T a . The rms error is then about 3.6 times as large 

as that obtained with optimal de¬ 
rivative control. 

The full line of Fig. 8-18 is a 
plot of the minimum value of e 2 
as a function of the aided-tracking 
constant for v 2 = 0. This curve 
of mean-square error as a function 
of the aided-tracking constant cor¬ 
responds very closely to what is 
obtained experimentally. The 
circled dots on this graph are ex¬ 
perimental average mean-square 
errors for the corresponding aided- 
tracking time constants. These 
data were obtained with a handwheel tracking unit. 1 The ordinate 
scale for the experimental points has been so adjusted that the two minima 
coincide. The theoretical optimal value for T a with r> 2 = 0 is 5L « 2.5 
sec; the optimal value as found experimentally was between 2 and 3 sec. 

1 Sobczyk, op. cit., p. 21. 



Tracking constant in units of L 

Fig. 8*18. —Aided-tracking error for a ran¬ 
dom-velocity input, vz = 0. 






















APPENDIX 

TABLE OF INTEGRALS 


The following is a table of integrals of the type 


'■-ill: 


dx 


ff»0Q 


h n (x)h n { — x)’ 

where 

+ a n , 

■ •+ bn- 1, 

and the roots of h n {x) all lie in the upper half plane. The table lists the 
integrals I n for values of n from 1 to 7 inclusive . 1 
bo 


h n (x ) = aoX n + aix n ~ l + • • 
g n (x) = boX 2n ~ 2 + bix 2n ~ 4 + 


/i 

n = 

h = 

1 4 = 

h = 


2a 0 ai 

— b 0 -\- 


aob\ 
d 2 


2a 0 ai 
— cL^bo -f- aofci — 


&0&1&2 


a 3 


2 ao(a 0 a 3 — aia 2 ) 

bo {— CL1CL4 + d2d$) — (loCtsbi + dod\b 2 ~h 


ciobs 

&4 


(&o& 3 — ^1^2) 


2 a 0 (a 0 a| + — aia 2 a 3 ) 


M 5 

2aoAg 


Afg = : bo( — dQd^d^ + &1&4 ~\~ d\d$ — G^fZsCU) + &o&l(~&2&5 + &3&4) 
+ (Zo& 2 (&0&5 — &I& 4 ) dobs{ Clods + &i& 2 ) 

+ (~a 0 aia 5 + dod\ + afau — aia 2 a 3 ) 

d& 

A 5 = aoaf — 2aoa\a\Oi — aoa^aza^ + aoa|o 4 + a\a\ + aia|as 

— d\d<2,dsd± 

Mo 


h = 


2aoA 6 


Mo = 5o( — aoa 3 a & a6 + aoGuaf — afa^ + 2aia 2 a 5 a 6 + 

— aia^as — afaf — a 2 a|a6 + c^asGuag) 

+ aofci( — (Xi^s^e ”1“ d 2 d\ d\do — dsd±d§) 

1 This table was computed by G. It. MacLane, following the method developed 
in Sec. 7-9. 
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TABLE OF INTEGRALS 


| Of'o6 2 ( d§d§ d\d z d§ | (X 

+ 0^063(^0^3^5 + O'lO'Q — &1&2&5) 

“h 0^064(^0^1(25 — aoal — d\d± -|- d\d 2 dz) 

H—~— (d o^l -(- a 0 aia 3 a 6 — 2dodid4d& — dod 2 d 3 d^ -f- ao& 3 a 4 


— d\d2de + d\d\ + aia|a 5 — aia 2 a 3 a 4 ) 

A 6 = ao a s + 3aoai<2 3 a 5 a6 — 2aoaia 4 at — d^d 2 d z d\ — a 0 a|a 6 + 
+ d\d\ — 2 afa 2 a 5 a 6 — afa 3 a 4 a 6 + a\d\d h + a X d\d\ 

Hh o,id 2 d\d§ — GtiGt 2 os 3 & 4 &5 


dod\did Z 


M 7 

I7 = 2doA 7 } w k ere ^7 = 6qm 0 + ao6imi + a 0 6 2 m 2 + • • • + a 0 6 6 m 6 . 

^0 = dQdsd 7 2ct-o(2iot|a7 2 dod2d±dy “f- aoa 2 a 5 a 6 a 7 ~f" d§d z d z d\ 

+ d$d\dbd 7 — dbd A dld% + d\d\ + 3aia 2 a 4 a 6 a 7 — 2aior 2 a 5 a 2 

— ai a 3 a 4 a| — d\d\d 7 + di a\a h as + afa? — 2a|a 3 a 6 a 7 

— d\didf>d 7 + d\d\d§ + d 2 d Z d\d 7 — a 2 a 3 a 4 a 5 a 6 + d 2 d\d\ 
m i = d$did 7 — dodzdQd 7 — aia 4 a 6 a7 + d\d$a\ — afa? + 2a 2 a 3 aea7 

+ a 2 a 4 a 5 a 7 — d 2 d\d 6 — a\a\ — d z d\d 7 + a 3 a 4 a 5 a 6 

m 2 = aoo^af — dod z ded 7 — d$didf>d 7 + d$d\d§ — d x d 2 d 3 d 7 
+ aia s a| + d\d\d 7 — did^d^dQ 

m 3 — ~ a o a ? + 2aoGtia6a 7 + aoa 3 aiai — aoa 3 a 5 ae — a\al — aia»a 4 a7 

+ did 2 d z dQ 

025025057 dodidid 7 dodidzdQ dod 2 d 3 d 7 -f- d§GL§d§ 

+ a^a 4 a 6 + d\d\d 7 — did 2 d 2 d 6 

7715 d\d z d 7 o%d\ aoaia 2 a7 — dodidzde -|- 2 dodid 4 d$ 

+ a 0 a 2 a 3 a 5 — a 0 a|a 4 + a?a 2 a 6 — a\a\ — d X d\d h + a i a 2 a 3 a 4 

r~ ( a o«i^7 2aoa 3 a 5 a7 d\d\ 2 d§d\dzd 7 + d^d\d 2 d Z d 7 


+ 3aoaia 3 a 5 a6 — 2aoaia 4 a| + aoa 2 a 2 a 7 — d^d 2 d z d\ — aoafa 6 
+ aoa 3 a 4 as + d\d\ + d\d 2 did 7 — 2 o^a 2 a B &6 “ a 2 a 3 a 4 a 6 
+ d\d\d h — d\d\d z d 7 + d x d\d\ + did 2 dld 6 — aia 2 a 3 a 4 a 6 ) 

a Q a 7 H“ ^d^d\dzd^ + ^^ 2 ^ 50^7 + 2d\d Z dAd 7 
%dldzd$dsd 7 — dld±d\d 7 + dldlds — 2>d$d\d\d 7 
“* 3a 0 aia 2 a 4 a7 + aoaia 2 a5«6«7 + 3a 0 aia 3 a B a| — aoaia 3 a 4 a 6 a 7 
+ 2aoaia|a 6 a 7 — 2a 0 aia 4 a|a 6 — d^\dzd\ + 2aoa 2 ala 6 a7 
+ aoa 2 a 3 a 4 a 5 a7 dQd 2 d z d\dz — d$d\d\ — ao0^3a 4 a7 
+ a 0 ala 4 a 5 a 6 + a?a| + 3afa 2 a 4 a 6 a 7 - 2afa 2 a 5 al 

— d\d z did\ — d\d\d 7 + d\d\d h di + aia|a| — 2a!a|a 3 a 6 a7 

- aiala 4 a 6 a 7 + a 1 ala 2 6 a 6 + d X d 2 dld\ + aia 2 a 3 a|a 7 - aia 2 a 3 a 4 a5a 6 




Index 


A 

Acceleration-error constant, 145 
definition of, 66 

Aided tracking, definition of, 361 
Aided-tracking time constant, rms-error 
criterion in determining, 363-368 
definition of, 362 
Aided-tracking unit, 361-363 
Amplidyne, 106 

Amplifier, motor and power, 103 
rotary magnetic, 106 
Amplitude, definition of, 40 
Arbitrary input, response to, 48 
Attenuation and phase diagrams, con¬ 
struction and interpretation of, 171 
Attenuation-phase analysis, 163 
Attenuation-phase relationships, 169 
Autocorrelation function, definition of, 
273 

of filtered signal, 288-291 
normalized, definition of, 274 

B 

Back-emf constant, 104 
Barnes, J\ L., 9 
Bode, EL W., 17, 169 
Braneh point, 135 
Bridge, speed-feedback, 214 
Bridge T, symmetrical, 123 
Brown, G. S., 16, 158 
Buildup time 142 
Burnside, W. S., 337 
Bush, V., 9, 208 

C 

Caldwell, S. H., 280 
Callender, A., 158 
Carslaw, EL S., 51 
Chandrasekhar, S., 266 
Clamping, 245-246 
definition of, 245 


Commutated signal, 293 
Commutator, 292 
Constant (see type of constant) 
Convergence, absolute, abscissa of, 51 
region of definition of, 51 
definition of, 233-234 
Convolution, definition of, 54 
Coradi harmonic analyzer, 283 
Correlation functions, 273-277, 283-288 
cross-, definition of, 277 
and spectral density, relation between, 
283-288 

Correlation matrix, definition of, 277 
Cross-correlation function, definition of, 
277 

Crossover, definition of, 304 

Cross-spectral density, definition of, 279 

D 

D-c servo motors, 103 
Decibel, 163 

Decibel-phase-angle diagrams, 179, 346, 
357 

Delay time, 142 
Delta function, 279 
definition of, 30 
Derivative of d\, 328 
Derivative control, 197 
Design method, new, applications of, 
340-368 

Design techniques, history of, 15 
Detectors, phase-sensitive, 111 
Dickson, L. E., 334, 335 
Differential, 134 

Differential equation analysis, 152 
Dirac delta function {see Delta function) 
Doetsch, G., 51, 151 

E 

^-transformer, 102 
Emde, F., 155 
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Ensemble, definition of, 266 
Ensemble averages, 271-273 
definition of, 272 
Equalization, integral, 203 
with subsidiary loops, 208 
Equalizer, bridged-T, 227 
frequency response of, 227 
proportional-derivative, 199 
Ergodic hypothesis, 271-273 
definition of, 272 
Error coefficients, 147 
Error-measuring element, 134 
Error-measuring systems, 77 
potentiometer, 95 
Evans, L. W., 155 

F 

Fading, definition of, 265 
Feedback, systems with, 62-75 
Feedback cutoff frequency, 160 
Feedback filter (see Filter, feedback) 
Feedback function, 134 
Feedback transfer function (see Transfer 
function, feedback) 

Feedback transfer locus, 66-68 
Ferrell, E. B., 169 
Filter, 24-30 
antihunt, use of, 215 
clamped, stability of, 251 
with clamping, 245-253 
feedback, 124 

high-pass, for d-c feedback, 126 
linear (see Linear filter) 
low-pass, ideal, 141 
lumped-constant, 24-28 

frequency-response function of, 42- 
43 

normal modes of, 26-28 
transfer function of, 59-61 
normalized, definition of, 236 
pulsed, definition of, 232 
stability of, 233-236, 242-244 
transfer function of, 240-242 
with pulsed data, 232-245 
RC, two-section high-pass, graph for 
designing, 127 
stable, 38-40 
definition of, 38 
with switches, 253-254 
transfer function of, definition of, 241 


Filter, unstable, 38-40 
definition of, 38 

Filter response to sinusoidal input, 238- 
240 

Follow-up system, 1 
Fourier integral, 43-48 
Fourier series, 43 

Fourier transform, definition of, 45 
Frequency-response characteristics, 179 
Frequency-response function, 40-51 
definition of, 41 

of lumped-constant filter, 42-43 
and weighting function, relation be¬ 
tween, 48-50 

G 

G, elements of, reduction of, as rational 
functions, 317-319 
general reduction of, 320-321 
reduction of, by experimental data, 
319-320 
G (/), 313 
G, 313 

IV, as sum of all symmetric functions, 
337-338 

Gain, antihunt, 217 
infinite, ideal case of, 349-352 
Gardner, M. F., 9 
Gear trains, 130 

various, inertia of, 133 
Generating function, 244-245 
definition of, 245 
Godet, S., 212 
Graham, R. E., 169 
Guillemin, E. A., 9, 24, 142 

H 

Hall, A. C., 16, 17, 21, 158, 163, 309 

Harris, H., 16, 195 

Hartree, D. R., 158 

Hazen, H. L., 16 

Herwald, S. W., 158 

I 

Input, arbitrary, response to, 48 
representative, response to, 138 
sinusoidal, filter response to, 238-240 
response to, 40-42 
unit-step (see Unit-step input) 
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Input-noise spectral-density matrix, defi¬ 
nition of, 313 

Input signal and noise, 340-342 
Integrals, evaluation of, 333-339 
Integrated-square error, definition of, 314 

J 

Jaeger, J. C., 51 
Jahnke, E., 155 

K 

Khintchine, A., 274 

L 

Laguerre functions, 319 
Laplace transform, 51-58 

of convolution of two functions, 54 
definition of, 51 
of derivative, 53 
of e~ at g(t) } 54 
of integral, 54 
limiting values of, 55 
use of, in solution of linear differential 
equations, 56-58 
Lauer, H., 163 
Lead, 197 
Lee, Y. W., 17 
Lesnick, R., 163 
Linear filter, 28-30 
definition of, 28 

normal response of, to arbitrary input, 
33-35 

to unit-impulse input, 30-33 
Linear function, definition of, 29 
Linville, T. M., 88 
Liu, Y. J., 155 
Loop, zero-static-error, 140 
Loop transfer function, 134 

experimental decibel-log-frequency 
plot of, 228 

Me 

MacColl, L. A., 169 
MacLane, G. R., 369 

M 

Mapping theorem, 68-70 
Marcy, H. T„, 195 


Matson, L. E., 163 
Mean-square, definition of, 273 
Mean-square error, minimizing of, 325- 
328 

Minorsky, N., 16 
Modulators, 108 
Moments, definition of, 273 
Motor and power amplifier (see Ampli¬ 
fier, motor and power) 

Multiloop servo systems (see Servo 
system, multiloop) 

N 

Network, adding, 96 
for a-c error-signal, 117 
derivative-plus-proportional, 114 
equalizing, 114 

integral-plus-proportional, 115 
phase-lag, 227 

frequency response of, 227 
Nichols, N. B., 131 
Noise, spectral density of, 294-295 
Normal modes, definition of, 27 
Normal response, definition of, 26 
Notch interval, 121 
Null devices, 101 
Nyquist, H., 16, 71 
Nyquist criterion, 70-72 
modified form of, 256 
Nyquist diagram, 66, 158 

of servo with tachometer-feedback 
loop, 359 

Nyquist test, 134, 136, 138 

0 

Output disturbances, 145 
Over-all transfer function, 62, 225 

P 

Panton, A. W., 337 
Parallel T with equal condensers, 121 
Parameters, best control, for finite am¬ 
plifications, 352-360 
Parseval theorem, 61 
Performance specifications, 17 
Periodicities, hidden, 279 
Phase, definition of, 40 
Phase angle, maximum, 199 
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Phase margin, 160 
Phillips, R. S., 21 
Plain, G. J., 212 

Poisson distribution, definition of, 302 
Porter, A., 158 

Positive sense, definition of, 69 
Potentiometer error-measuring systems, 
95 

Potentiometer noise, 305-307 
Potentiometer resolution, 98 
Probability-distribution functions, 268- 
270 

Pulsed filter (see Filter, pulsed) 

Q 

Quadratic factor, 175, 176 
R 

Radar automatic-tracking example, 291- 
298, 328-333 

Random process, 266-270 
definition of, 269 
purely, 298-300 
definition of, 298 
stationary, 270-273 
definition of, 270 
harmonic analysis for, 270-291 
Random series, 267 

Random-walk problem, discrete, 267, 269 
Re (a), 47 
Remote control, 1 

Repetition frequency, definition of, 232 
Repetition period, 281 
definition of, 232 
Residues, method of, 46-48, 333 
Rice, S. O., 266 
Rms, definition of, 273 
Rms error, definition of, 309 
mathematical formulation of, 312-315 
Rms-error criterion in servomechanism 
design, 308-339 
Robinson, G., 283 
Root-mean-square (see Rms) 

Roots, pairs of, product of all sums of, 
335-336 

S 

Scan frequency, f a , 291 

Schwartz's inequality, 61 

SCR-584 automatic-tracking loop, 212 


Servo, best, with proportional properties 
of, control, 345-347 
clamped, with proportional control, 
259-261 

controlled by filter with clamping, 
257-259 

with proportional control, 342-348 
decibel-log-frequency diagram for, 
346 

T m = 0, 347-348 

pulsed, general theory of, 254-257 
stability of, 255-257 
with pulsed input, 254-261 
with tachometer-feedback loop, deci¬ 
bel-log-frequency diagram for, 357 
with two-phase motor, 224 
Servo loops, equalization of, 196 
Servo motors, d-c, 103 
Servo system, 2 
multiloop, 73-75, 186 
three-differential, 137 
two-differential, 135 

Servomechanism design, RMS-error cri¬ 
terion on, 308-339 

Servomechanism input, typical, 300-304 
Servomechanisms, continuous-control, 7 
definition correction, 7 
relay-type, 7 
Sgn b , definition of, 235 
Sinusoidal sequence, 236-238 
definition of, 236 
Sobczyk, A., 118, 124, 367, 368 
Spectral density, 278-288 

and autocorrelation function of filtered 
signal, 288-291 
calculation of, 284-2S6 
and correlation functions, relation be¬ 
tween, 283-288 
definition of, 278 
error, integration of, 323-325 
reduction of, 317-321 
for experimental data, 282-283 
of input and noise, 294-295 
normalized, definition of, 280 
of random series, 281-282 
of stationary random process, 280-281 
Speed-voltage constant, 104 
Stability, region of, boundary of, 316 
definition of, 316 
Stand off, 113 

Symmetric functions, all, sum of, 337-338 
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Synchro, 78 

Synchro control transformers, 82 
Synchro systems, parallel, coercion in, 88 
Synchro transmitter and repeater data 
system, 79 

Synchro units for 115-volt, 60-cycle op¬ 
eration, 80 

Synchronizing circuit, 84 
T 

Tachometer, 101 

Tachometer feedback control, 348-360 
Taplin, J., 16 
Terman, F. E., 169 
Time averages, 271-273 
definition of, 272 

Time-variable data, statistical properties 
of, 262-307 

Titchmarsh, E. C., 44, 46, 61, 240-242, 
333 

Torque-current constant, 104 
Torque-error constant, 146 
Tracking, aided (see Aided tracking) 
manual, 360-368 
Transfer function, 58-62 
definition of, 58 
feedback, definition of, 62, 255 
of lumped-constant servos, 64-66 
of filter, with clamping, 246-251 
definition of, 241 
loop (see Loop transfer function) 
of lumped-constant filter, 59-61 
nature of, 315-317 
over-all, definition of, 62, 255 
of pulsed filter, 240-242 
simplified, for \akT r \ 1, 251-253 
stability criterion in terms of, 61 
of system, definition of, 62 
Transfer loci, other types of, 195 
Transfer locus, definition of, 67, 256 
Transfer-locus analysis, 158 


Transformers, rotatable, 92 
synchro control, 82 
Transient response, definition of, 27 
Transpose, definition of, 313 
Traverse, definition of, 291 

U 

Uhlenbeck, G. E., 266, 269 
Unit pulse, definition of, 233 
Unit-ramp function, 365 
definition of, 53 

Unit-step function, definition of, 37 
Unit-step input, normal response to, 37 

V 

Variance, definition of, 273 
Velocity, angular, and acceleration of 
target on straight-line course, 229 
Velocity-error constant, 145 
definition of, 65 
Vibrator, synchronous, 108 
Voltage, antistick-off, 85 

W 

Wang, Ming-Chen, 266, 269 
Watson, G N , 43 
Weighting function, 12, 30-40 
definition of, 31 

and frequency-response function, rela¬ 
tion between, 48-50 
Weighting sequence, 232-233 
definition of, 233 
Whittaker, E. T., 43, 283 
Widder, D. V., 51 

Wiener, N., 17, 266, 283, 309, 310, 319, 
321 

Woodward, J. S., 88 
Z 

Zygmund, A., 43 
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ough explanation, in everyday language, of the central core of modern mathematical physical 
theory, treating both classical and modern theoretical physics, and presenting in terms 
almost anyone can understand the equivalent of 5 years of study of mathematical physics. 
Scientifically impeccable coverage of mathematical-physical thought from the Newtonian 
system up through the electronic theories of Dirac and Heisenberg and Fermi’s statistics. 
Combines both history and exposition; provides a broad yet unified and detailed view, with 
constant comparison of classical and modern views on phenomena and theories. "A must for 
anyone doing serious study in the physical sciences," JOURNAL OF THE FRANKLIN INSTITUTE. 
"Extraordinary faculty ... to explain ideas and theories of theoretical physics in the lan¬ 
guage of daily life," ISIS. First part of set covers philosophy of science, drawing upon the 
practice of Newton, Maxwell, Poincar§, Einstein, others, discussing modes of thought, experi¬ 
ment, interpretations of causality,_ etc. Jn the second part, 100 pages explain grammar and 
vocabulary of mathematics, with discussions of functions, groups, series, Fourier series etc. 
The remainder is devoted to concrete, detailed coverage of both classical and quantum 
physics, explaining such topics as analytic mechanics, Hamilton’s principle, wave theory of 
Itght, electromagnetic waves, groups of transformations, thermodynamics, phase rule, Brownian 
movement, kinetics, special relativity, Planck's original quantum theory, Bohr's atom 
Zeeman effect, Broglie’s wave mechanics, Heisenberg’s uncertainty, Eigen-values, matrices, 
scores of other important topics. Discoveries and theories are covered for such men as Alem- 
bert, Born, Cantor, Debye Euler, Foucault, Galois, Gauss, Hadamard, Kelvin, Kepler, Laplace, 
Maxwell, Pauli Rayleigh, Volterra, Weyl, Young, more than 180 others. Indexed. 97 illustra¬ 
tions. ix + 982pp. 5/8X8. T 3 Volume 1, Paperbound $2.00 

T4 Volume 2, Paperbound $2.00 


SPINNING TOPS AND GYROSCOPIC MOTION, John Perry. Well-known classic of science still 
unsurpassed for lucid, accurate, delightful exposition. How quasi-rigidity is induced in flexible 
and fluid bodies by rapid motions; why gyrostat falls, top rises; nature and effect on climatic 
conditions of earth's precessional movement; effect of internal fluidity on rotating bodies, 
etc. Appendixes describe practical uses to which gyroscopes have been put in ships, com¬ 
passes, monorail transportation. 62 figures. 128pp. 5 3 /a x 8. T416 Paperbound $1.00 


THE UNIVERSE OF LIGHT, Sir William Bragg. No scientific training needed to read Nobel 
Prize winners expansion of his Royal Institute Christmas Lectures. Insight into nature of 
light, methods and philosophy of science. Explains lenses, reflection, color, resonance, 
polarization, x-rays, the spectrum, Newton’s work with prisms, Huygens’ with polarization, 
Crookes with cathode ray, etc. Leads into clear statement of 2 major historical theories 
of light, corpuscle and wave. Dozens of experiments you can do. 199 ill us., including 2 
full-page color plates. 293pp. 53/ e x 8. S533 Paperbound $1 85 

THE STORY OF X-RAYS FROM RONTGEN TO ISOTOPES, A. R. Bleich. Non-technical history of 
x-rays, their scientific explanation, their applications in medicine, industry, research, and 
ft, and their effect on the individual and his descendants. Includes amusing early reactions 
t? c R°ntgen s discovery, cancer therapy, detections of art and stamp forgeries, potential 
r' s A s H to ! A ,:?u d et + c * "lustrations show x-rays of flower structure, the gall 

?J.H dder Lc ge f S + w th . h| o. den defects, etc. Original Dover publication. Glossary. Bibliography 
Index. 55 photos and figures, xiv + 186pp. 53/ a x 8. T662 Paperbound $1.35 

£nn C I?°Ih S ’ AT0 M S ». me ™LS AND ALLOYS, Wm. Hume-Rothery. An introductory-level explana- 
in°H inn!? 6 0f the / fr ctromc theory t to the structure and properties ot metals 

and alloys, taking Into account the new theoretical work done by mathematical physicists 

Th a ii e r r HLrntti n ^ ed f iiL d . la > 0 8“ e -form between an "Old Metallurgist" and a "Young Scientist." 
Their discussion falls Into 4 main parts? the nature of an atom, the nature of a metal 
the nature of an alloy, and the structure of the nucleus. They cover such topics as the 

mechanics, Brlllouln zones, covalent bonds, radio- 
activity and natural disintegration, fundamental particles, structure and fission of the 
S 3 / e y S sv C ‘ ^ evlseci ’ enlar £ed edition. 177 Illustrations. Subject and name Indexes. 407pp. 
53/8 x 8Va ' SI046 Paperbound $2.25 
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TEACH YOURSELF MECHANICS, P. Abbott. The lever, centre of gravity, parallelogram of force, 
friction, acceleration, Newton's laws of motion, machines, specific gravity, gas, liquid 
pressure, much more. 280 problems, solutions. Tables. 163 illus. 271pp. 67/a x 41 / 4 . 

Clothbound $2.00 

MATTER & MOTION, James Clerk Maxwell, This excellent exposition begins with simple par¬ 
ticles and proceeds gradually to physical systems beyond complete analysis: motion, force, 
properties of centre of mass of material system, work, energy, gravitation, etc. Written with 
all Maxwell's original insights and clarity. Notes by E. Larmor. 17 diagrams. 178pp. 53/a x 8. 

S188 Paperbound $1.35 

SOAP BUBBLES, THEIR COLOURS AND THE FORCES WHICH MOULD THEM, C. V. Boys. Only com¬ 
plete edition, half again as much material as any other. Includes Boys' hints on performing 
his experiments, sources of supply. Dozens of lucid experiments show complexities of 
liquid films, surface tension, etc. Best treatment ever written. Introduction. 83 illustrations. 
Color plate. 202pp. 53/ e x 8. T542 Paperbound 950 


MATTER & LIGHT, THE NEW PHYSICS, L. de Broglie. Non-technical papers by a Nobel laureate 
explain electromagnetic theory, relativity, matter, light and radiation, wave mechanics, 
quantum physics, philosophy of science. Einstein, Planck, Bohr, others explained so easily 
that no mathematical training is needed for all but 2 of the 21 chapters. Unabridged. Index. 
300pp. 53/a x 8. T35 Paperbound $1.75 


SPACE AND TIME, Emile Borel. An entirely non-technical introduction to relativity, by world- 
renowned mathematician, Sorbonne professor. (Notes on basic mathematics are included 
separately.) This book has never been surpassed for insight, and extraordinary clarity of 

thought, as it presents scores of examples, analogies, arguments, illustrations, which ex¬ 
plain such topics as: difficulties due to motion; gravitation a force of inertia; geodesic 

lines; wave-length and difference of phase; x-rays and crystal structure; the special theory 

of relativity; and much more. Indexes. 4 appendixes. 15 figures, xvi 4- 243pp. 53/ s x 8. 

T592 Paperbound $1.45 


BOOKS EXPLAINING SCIENCE AND MATHEMATICS 

Astronomy 

THE FRIENDLY STARS, Martha Evans Martin. This engaging survey of stellar lore and science 
is a well-known classic, which has introduced thousands to the fascinating world of stars 
and other celestial bodies. Descriptions of Capella, Sirius, Arcturus, Vega, Polaris, etc.—all 
the important stars, with informative discussions of rising and setting of stars, their num¬ 
ber, names, brightness, distances, etc. in a non-technical, highly readable style. Also: 
double stars, constellations, clusters—concentrating on stars and formations visible to the 
naked eye. New edition, revised (1963) by D. H. Menzel, Director Harvard Observatory. 23 
diagrams by Prof. Ching-Sung Yu. Foreword by D. H. Menzel and W. W. Morgan. 2 Star 
Charts. Index, xii + 147pp. 53/ a x 8 V 2 . T1099 Paperbound $1.00 

AN ELEMENTARY SURVEY OF CELESTIAL MECHANICS, Y. Ryabov. Elementary exposition of 
gravitational theory and celestial mechanics. Historical introduction and coverage of basic 
principles, including: the elliptic, the orbital plane, the 2 - and 3 -body problems, the dis¬ 
covery^ of Neptune, planetary rotation, the length of the day, the shapes of galaxies, satel¬ 
lites (detailed treatment of Sputnik I), etc. First American reprinting of successful Russian 
popular exposition. Elementary algebra and trigonometry helpful, but not necessary; presenta¬ 
tion chiefly verbal. Appendix of theorem proofs. 58 figures. 165pp. 53/e^x °- perbound ?1 25 

THE SKY AND ITS MYSTERIES, E. A. Beet. One of most lucid books on mysteries of universe; 
deals with astronomy from earliest observations to latest theories of expansion of universe, 
source of stellar energy, birth of planets, origin of moon craters, possibility of life on 
other planets. Discusses effects of sunspots on weather; distances, ages of several stars; 
master plan of universe; methods and tools of astronomers; much more. Eminently readable 
book," London Times. Extensive bibliography. Over 50 diagrams. 12 full-page plates, fold-out 
star map. Introduction. Index. 5*A x 7 V 2 . T627 Clothbound $3.50 

THE REALM OF THE NEBULAE, E. Hubble. One of the great astronomers of our time records 
his formulation of the concept of "island universes," and its impact on astronomy. Such 
topics are covered as the velocity-distance relation; classification, nature, distances, general 
field of nebulae; cosmological theories; nebulae in the neighborhood of the Milky Way. 39 
photos of nebulae, nebulae clusters, spectra of nebulae, and velocity distance relations 
shown by spectrum comparison. "One of the most progressive lines of astronomical re- 
search,” y The P rimes (London). New introduction by A. Sandage. 55 '"“f^at'ons. Index iv + 
201pp. 5% x 8 . S455 Paperbound *i.au 
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OUT OF THE SKY, H. H. Nininger. A non-technical but comprehensive introduction to “me* 
teoritics”, the young science concerned with all aspects of the arrival of matter from 
outer space. Written by one of the world's experts on meteorites, this work shows how, 
despite difficulties of observation and sparseness of data, a considerable body of knowledge 
has arisen. It defines meteors and meteorites; studies fireball clusters and processions, 
meteorite composition, size, distribution, showers, explosions, origins, craters, and much 
more. A true connecting link between astronomy and geology. More than 175 photos, 22 other 
illustrations. References. Bibliography of author's publications on meteorites. Index, viii + 
336pp. 53/s x 8 . T519 Paperbound $1.85 


SATELLITES AND SCIENTIFIC RESEARCH, D. King-Hele. Non-technical account of the manmade 
satellites and the discoveries they have yielded up to the autumn of 1961. Brings together 
information hitherto published only in hard*to-get scientific journals. Includes the life history 
of a typical satellite, methods of tracking, new information on the shape of the earth, zones 
of radiation, etc. Over 60 diagrams and 6 photographs. Mathematical appendix. Bibliography 
of over 100 items. Index, xii + 180pp. 5 3 /s x 8 V 2 . T703 Paperbound $2.00 


BOOKS EXPLAINING SCIENCE AND MATHEMATICS 


Mathematics 


CHANCE, LUCK AND STATISTICS: THE SCIENCE OF CHANCE, Horace C. Levinson. Theory of 
probability and science of statistics in simple, non-technical language. Part I deals with 
theory of probability, covering odd superstitions in regard to “luck,” the meaning of bet¬ 
ting odds, the law of mathematical expectation, gambling, and applications in poker, rou- 
lette, lotteries, dice, bridge, and other games of chance. Part II discusses the misuse of 
statistics, the concept of statistical probabilities, normal and skew frequency distributions, 
and statistics applied to. various fields—birth rates, stock speculation, insurance rates, adver¬ 
tising, etc. “Presented in an easy humorous style which I consider the best kind of exposi- 
tory wnting,’’ Prof. A. C. Cohen, Industry Quality Control. Enlarged revised edition. Formerly 
titled The Science of Chance." Preface and two new appendices by the author. Index, xiv 
+ 365pp. 53/s x 8 . T1007 Paperbound $1.85 


PROBABILITIES AND LIFE, Emile Borel. Translated by M. Baudin. Non-technical, highly read¬ 
able introduction to the results of probability as applied to everyday situations. Partial con- 
tents; Fallacies About Probabilities Concerning Life After Death; Negligible Probabilities and 
the Probabilities of Everyday Life; Events of Small Probability; Application of Probabilities 
to t Certain Problems of Heredity; Probabilities of Deaths, Diseases, and Accidents; On 
Poisson s Formula. Index. 3 Appendices of statistical studies and tables, vi + 87pp. 5^ 
x 8 ^ 2, T121 Paperbound $1.00 


MEAT IDEAS OF MODERN MATHEMATICS? THEIR NATURE AND USE, Jagjit Singh. Reader with 
only high school math will understand main mathematical ideas of modern physics, astron¬ 
omy, genetics psychology, evolution, etc., better than many who use them as tools, but 
comprehend little of their basic structure. Author uses his wide knowledge of non-mathe- 
matical fields in brilliant exposition of differential equations, matrices, group theory, logic, 
statistics, problems of mathematical foundations, imaginary numbers, vectors, etc. Original 
publication. 2 appendices. 2 Indexes. 65 illustr. 322pp. 5 3 / s x 8 . S587 Paperbound $1.75 


i«M^FnH A Jh^ S K' IN . ACTIl0N » .?• Sutton * Everyone with a command of high school algebra 

fn lJi^ th 00 on D e ,r f + * he fmest P° ssible introductions to the application of mathematics 
™ ri ^ y: Lrnm Ustics, numerical analysis, waves and wavelike phenomena, Fourier 

series, group concepts, fluid flow < and aerodynamics, statistical measures, and meteorology 
HLtpinno C H S Ku d +hl lth +il. nusi i a ?L anty ' .j Somecalcu 1 us and differential equations theory is 
?nHpi° P JnI b Z 1°c the readers he| P in the more difficult sections. 88 figures, 

index, vim + 236pp. 53/ 8 x 8 . T440 ciothbound $3.50 


THE FOURTH DjMENSION SIMPLY EXPLAINED, edited by H. P. Manning. 22 essays, originally 
nf 1 THim^nSf a „ 0 fSw entries, that use a minimum of mathematics to explain aspects 
of 4-dimensional geometry: analogues to 3-dimensional space, 4-dimensional absurdities and 
curiosities (such as removing the contents of an egg without puncturing its shell) possible 
measurements and forms, etc. Introduction by the editor. Only H book of its sort on a truly 
elementary level, excellent introduction to advanced works. 82 figures. 251pp. 5 % x 8 . Y 

T711 Paperbound $1.35 
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BOOKS EXPLAINING SCIENCE AND MATHEMATICS 

Engineering, technology, applied science etc. 

TEACH YOURSELF ELECTRICITY, C. W. Wilman. Electrical resistance, inductance, capacitance, 
magnets, chemical effects of current, alternating currents, generators and motors, trans¬ 
formers, rectifiers, much more. 230 questions, answers, worked examples. List of units. 115 
illus. 194pp. 67/ 0 x 41 / 4 . Clothbound $2.00 

ELEMENTARY METALLURGY AND METALLOGRAPHY, A. M. Shrager. Basic theory and descriptions 
of most of the fundamental manufacturing processes involved in metallurgy. Partial 
contents: the structure of metals; slip, plastic deformation, and recrystalization; iron ore 
and production of pig iron; chemistry involved in the metallurgy of iron and .steel; basic 
processes such as the Bessemer treatment, open-hearth process, the electric arc furnace 
—with advantages and disadvantages of each; annealing, hardening, and tempering steel; 
copper, aluminum, magnesium, and their alloys. For freshman engineers, advanced students 
in technical high schools, etc. Index. Bibliography. 177 diagrams. 17 tables. 284 questions 
and problems. 27-page glossary, ix + 389pp. 5 3 /e x 8. S138 Paperbound $2.25 


BASIC ELECTRICITY, Prepared by the Bureau of Naval Personnel. Originally a training course 
text for U.S. Navy personnel, this book provides thorough coverage of the basic theory of 
electricity and its applications. Best book of its kind for either broad or more limited 
studies of electrical fundamentals ... for classroom use or home study. Part 1 provides 
a more limited coverage of theory: fundamental concepts, batteries, the simple circuit, 
D.C. series and parallel circuits, conductors and wiring techniques, A.C. electricity, inductance 
and capacitance, etc. Part 2 applies theory to the structure of electrical machines—genera¬ 
tors, motors, transformers, magnetic amplifiers. Also deals with more complicated instru¬ 
ments, synchros, servo-mechanisms. The concluding chapters cover electrical drawings and 
blueprints, wiring diagrams, technical manuals, and safety education. The book contains 
numerous questions for the student, with answers. Index and six appendices. 345 illustra¬ 
tions. x + 448pp, 6V2 x 9V4. S973 Paperbound $2.95 

BASIC ELECTRONICS, prepared by the U.S. Navy Training Publications Center. A thorough 
and comprehensive manual on the fundamentals of electronics. Written clearly, it is equally 
useful for self-study or course work for those with a knowledge of the principles of basic 
electricity. Partial contents: Operating Principles of the Electron Tube; Introduction to 
Transistors; Power Supplies for Electronic Equipment; Tuned Circuits; Electron-Tube Ampli¬ 
fiers; Audio Power Amplifiers; Oscillators; Transmitters; Transmission Lines; Antennas and 
Propagation; Introduction to Computers; and related topics. Appendix. Index. Hundreds of 
illustrations and diagrams, vi + 471pp. 6V2 x 9V4. S1076 Paperbound $2.75 


BASIC THEORY AND APPLICATION OF TRANSISTORS, Prepared by the U.S. Department of the 
Army. An introductory manual prepared for an army training program. One of the finest 
available surveys of theory and application of transistor design and operation. Minimal 
knowledge of physics and theory of electron tubes required. Suitable for textbook use, 
course supplement, or home study. Chapters: Introduction; fundamental theory of transistors; 
transistor amplifier fundamentals; parameters, equivalent circuits, and characteristic curves; 
bias stabilization; transistor analysis and comparison using characteristic curves and charts; 
audio amplifiers; tuned amplifiers; wide-band amplifiers; oscillators; pulse and switching 
circuits; modulation, mixing, and demodulation; and additional semiconductor devices. 
Unabridged, corrected edition. 240 schematic drawings, photographs, wiring diagrams etc 
2 Appendices. Glossary. Index. 263pp. 6V2 x 9V4. S380 Paperbound $1.25 


TEACH YOURSELF HEAT ENGINES, E. De Ville. Measurement of heat, development of steam and 
internal combustion engines, efficiency of an engine, compression-ignition engines, production 
of steam, the ideal engine, much more. 318 exercises, answers, worked examples. Tables. 
76 illus. 220pp. 6% x 4V4. Clothbound $2.00 


BOOKS EXPLAINING SCIENCE AND MATHEMATICS 

Miscellaneous 


ON THE SENSATIONS OF TONE, Hermann Helmholtz. This is an unmatched coordination of 
such fields as acoustical physics, physiology, experiment, history of music. It covers the 
entire gamut of musical tone. Partial contents: relation of musical science to acoustics, 
physical vs. physiological acoustics, composition of vibration, resonance, analysis of tones 
by sympathetic resonance, beats, chords, tonality, consonant chords, discords, progression 
of parts, etc. 33 appendixes discuss various aspects of sound, physics, acoustics, music, etc. 
Translated by A. J. Ellis. New introduction by Prof. Henry Margenau of Yale. 68 figures. 43 
musical passages analyzed. Over 100 tables. Index, xix + 576pp. 6Ve x 9V4. 

r S114 Paperbound $3.00 
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THE NATURE OF LIGHT AND COLOUR IN THE OPEN AIR, M. Minnaert. Why is falling snow 
sometimes black? What causes mirages, the fata morgana, multiple suns and moons in the 
sky? How are shadows formed? Prof. Minnaert of the University of Utrecht answers these and 
similar questions in optics, light, colour, for non-specialists. Particularly valuable to nature, 
science students, painters, photographers. Translated by H. M. Kremer-Priest, K. Jay. 202 
illustrations, including 42 photos, xvi -f 362pp. 5 3 /e x 8 . T196 Paperbound $2.00 


THE PHYSICS OF MUSIC, Alexander Wood. Introduction for musicians to the physical aspect 
of sound. No scientific training necessary to understand concepts, etc. Wealth of material 
on origin and development of instruments, physical principles involved in the production of 
their sounds, pitch, intensity and loudness, mechanism of the ear, dissonance and conso¬ 
nance, sound reproduction and recordings, concert halls, etc. Extensively revised by Dr. 
J. M. Bowsher. Indices. Bibliography. 16 plates. 114 illustrations. 270pp. 5Vs x 8 Ve. 

T322 Paperbound $2.25 


GREAT IDEAS AND THEORIES OF MODERN COSMOLOGY, Jagjit Singh. The theories of Jeans, 
Eddington, Milne, Kant, Bondi, Gold, Newton, Einstein, Gamow, Hoyle, Dirac, Kuiper, Hubble, 
Weizsacker and many others on such cosmological questions as the origin of the universe, 
space and time, planet formation, “continuous creation,” the birth, life, and death of the 
stars, the origin of the galaxies, etc. By the author of the popular “Great Ideas of Modern 
Mathematics.” A gifted popularizer of science, he makes the most difficult abstractions 
crystal-clear even to the most non-mathematical reader. Index, xii + 276 pp. 5% x 8 V 2 . 

T925 Paperbound $1.85 

PIONEERS OF SCIENCE, 0. Lodge. Eminent scientist-expositor's authoritative, yet elementary 
survey of great scientific theories. Concentrating on individuals—Copernicus, Brahe, Kepler, 
Galileo, Descartes, Newton, Laplace, Herschel, Lord Kelvin, and other scientists—the author 
presents their discoveries in historical order adding biographical material on each man and 
full, specific explanations of their achievements. The clear and complete treatment of the 
post-Newtonian astronomers is a feature seldom found in other books on the subject. Index. 
120 illustrations, xv -f 404pp. 5% x 8 . T716 Paperbound $1.65 


BIOGRAPHY OF SCIENTISTS 


ISAAC NEWTON: A BIOGRAPHY, Louis Trenchard More. The definitive biography of Newton, his 
life and work. Presents Newton as a living man, with a critical, objective analysis of his char¬ 
acter as well as a careful survey of his manifold accomplishments, scientific, theological, etc. 
The author, himself a professor of physics, has made full use of all of Newton’s published 
works and all material in the Portsmouth Collection of Newton’s personal and unpublished 
papers. The text includes numerous letters by Newton and his acquaintances, and many other 
of his papers—some translated from Latin to English by the author. A universally-esteemed 
work. Unabridged republication. 1 full-page plate. Index, xiii + 675pp. 5 % x 8 V 2 . 

T579 Paperbound $2.50 


PIERRE CURIE, Marie Curie. Mme. Curie, Nobel Prize winner, creates a memorable portrait of 
her equally famous husband and his lifelong scientific researches. She brings to life the 
determined personality of a great scientist at work. Her own autobiographical notes, included 
in this volume, reconstruct her own work on radiation which resulted in the isolation of radium. 
“A delightful book. It marks one of the few instances in which the proverbially humdrum life 
of the student of physical science, together with the austere ideals, has been made intelli¬ 
gible,” New York Times. Unabridged reprint. Translated by Charlotte and Vernon Kellogg. 
Introduction by Mrs. Wm. Brown Meloney. 8 halftones, viii + 120pp. 5% x 8 V 2 . 

T199 Paperbound $1.00 


THE BOOK OF MY LIFE (DE VITA PROPRIA LIBER), Jerome Cardan. The remarkable autobiography 
of an important Renaissance mathematician, physician, and scientist, who at the same time 
was a paranoid, morbid, superstitious man, consumed with ambition and self-love (and self- 
pity). These chronicles of his fortunes and misfortunes make absorbing reading, giving us an 
extremely insightful view of a man’s reactions and sensations—the first psycnological auto¬ 
biography Through his eyes we can also see the superstitions and beliefs of an age, Renais¬ 
sance medical practices, and the problems that concerned a trained mind in the 16th century. 
Unabridged republ 1 cation of original English edition, translated by Jean Stoner. Introduction. 
Notes. Bibliography, xvm + 33lpp. 5 3 /e x 8 V 2 . T345 Paperbound $1.60 


THE AUTOBIOGRAPHY OF CHARLES DARWIN, AND SELECTED LETTERS, edited by Francis 
Darwin. Darwin’s own record of his early life; the historic voyage aboard the “Beagle”; 
the furor surrounding evolution, and his replies; reminiscences of his son. Letters to 
Henslow, Lye I, Hooker, Huxley, Wallace, Kingsley, etc., and thoughts on religion and 
vivisection. We see how Ue revolutionized geology with his concept of ocean subsidence: 
how his great books on variation of plants and animals, primitive man, the expression of 
emotion among primates, plant fertilization, carnivorous plants, protective coloration, etc 
came into being. Appendix. Index. 365pp. 53/a x 8 . T479 Paperbound $1.65 
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PHILOSOPHY OF SCIENCE AND MATHEMATICS 


FOUNDATIONS OF SCIENCE: THE PHILOSOPHY OF THEORY AND EXPERIMENT, N. R. Campbell. 

A critique of the most fundamental concepts of science in general and physics in particular. 
Examines why certain propositions are accepted without question, demarcates science from 
philosophy, clarifies the understanding of the tools of science. Part One analyzes the pre¬ 
suppositions of scientific thought: existence of the material world, nature of scientific 
laws, multiplication of probabilities, etc.: Part Two covers the nature of experiment and the 
application of mathematics: conditions for measurement, relations between numerical laws 
and theories, laws of error, etc. An appendix covers problems arising from relativity, force, 
motion, space, and time. A classic in its field. Index, xiii + 565pp. 5 5 /e x 83/e. 

S372 Paperbound $2.95 


THE NATURE OF PHYSICAL THEORY, P. W. Bridgman. Here is how modern physics looks to a 
highly unorthodox physicist—a Nobel laureate. Pointing out many absurdities of science, and 
demonstrating the inadequacies of various physical theories, Dr. Bridgman weighs and ana¬ 
lyzes the contributions of Einstein, Bohr, Newton, Heisenberg, and many others. This is a 
non-technical consideration of the correlation of science and reality. Index, xi 4- 138pp. 
5 3 /e x 8. S33 Paperbound $1.25 


THE VALUE OF SCIENCE, Henri PoincarS. Many of the most mature ideas of the “last scientific 
universalist” covered with charm and vigor for both the beginning student and the advanced 
worker. Discusses the nature of scientific truth, whether order is innate in the universe 
or imposed upon it by man, logical thought versus intuition (relating to math, through the 
works of Weierstrass, Lie, Klein, Riemann), time and space (relativity, psychological time, 
simultaneity), Hertz's concept of force, interrelationship of mathematical physics to pure 
math, values within disciplines of Maxwell, Carnot, Mayer, Newton, Lorentz, etc. Index, 
iii + 147pp. 53/e x 8. S469 Paperbound $1.35 


SCIENCE AND HYPOTHESIS, Henri PoincarS. Creative psychology in science. How such con¬ 
cepts as number, magnitude, space, force, classical mechanics were developed, and how the 
modern scientist uses them in his thought. Hypothesis in physics, theories of modern 
physics. Introduction by Sir James Larrnor. “Few mathematicians have had the breadth of 
vision of PoincarS, and none is his superior in the gift of clear exposition,” E. T. Bell. 
Index. 272pp. 53/ e x 8. $221 Paperbound $1.35 


PHILOSOPHY AND THE PHYSICISTS, L. S. Stebbing. The philosophical aspects of modern 
science examined in terms of a jively critical attack on the ideas of Jeans and Eddington. 
Discusses the task of science, causality, determinism, probability, consciousness, the relation 
of the world of physics to that of everyday experience. Probes the philosophical significance 
of the Planck-Bohr concept of discontinuous energy levels, the inferences to be drawn from 
Heisenberg’s Uncertainty Principle, the implications of “becoming” involved in the 2nd law 
of thermodynamics, and other problems posed by the discarding of Lapiacean determinism. 
285pp. 5 3 /a x 8. T480 Paperbound $1.65 


THE PHILOSOPHICAL WRITINGS OF PEIRCE, edited by Justus Buchler. (Formerly published as 
THE PHILOSOPHY OF PEIRCE.) This Is a carefully balanced exposition of Peirce’s complete 
system, written by Peirce himself. It covers such matters as scientific method, pure chance 
vs. law, symbolic logic, theory of signs, pragmatism, experiment, and other topics. Intro¬ 
duction by Justus Buchler, Columbia University, xvi 4- 368pp. 53/ 8 x 8. 

T217 Paperbound $2.00 


LANGUAGE, TRUTH AND LOGIC, A. Ayer. A clear introduction to the Vienna and Cambridge 
schools of Logical Positivism. It sets up specific tests by which you can evaluate validity of 
ideas, etc. Contents: Function of philosophy, elimination of metaphysics, nature of analysis, 
a priori, truth and probability, etc. 10th printing. “I should like to have written it myself,” 
Bertrand Russell, index. 160pp. 53/ 8 x 8. T10 Paperbound $1.25 

MATHEMATICS AND SCIENCE: LAST ESSAYS (DERNIERES PENSEES), Henri Poincare. Translated 
by J. W. Bolduc. A posthumous volume of articles and lectures by the great French mathe¬ 
matician, philosopher, scientist. Here are nine pieces, never before translated into English, 
on such subjects as The Evolution of Laws, Space and Time, Space and 3 Dimensions, The 
Logic of infinity in Mathematics (discussing Russell’s theory of types), Mathematics and Logic, 
The Quantum theory and its Modern Applications, Relationship Between Matter and Ether, 
Ethics and Science and The Moral Alliance. First English translation of Demises Pens&es. 
New index, viii + 128pp. 5 3 /s x 8V2. SI 101 Paperbound $1.25 


THE PSYCHOLOGY OF INVENTION IN THE MATHEMATICAL FIELD, J. Hadamard. Where do ideas 
come from? What role does the unconscious play? Are ideas best developed by mathematical 
reasoning, word reasoning, visualization? What are the methods used by Einstein, PoincarS, 
Galton, Riemann? How can these techniques be applied by others? Hadamard, one of the 
world’s leading mathematicians, discusses these and other questions, xiii 4- 145pp. 5% x 8. 

T107 Paperbound $1.25 
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EXPERIMENT AND THEORY IN PHYSICS, Max Born. A Nobei laureate examines the nature and 
value of the counterclaims of experiment and theory in physics. Synthetic versus analytical 
scientific advances are analyzed in the work of Einstein, Bohr, Heisenberg, Planck, Eddington, 
Milne, and others by a fellow participant. 44pp. 5 3 /s x 8 . S308 Paperbound 75$ 


THE PHILDSDPHY DF SPACE AND TIME, H. Reichenbach. An important landmark in the develop¬ 
ment of the empiricist conception of geometry, covering the problem of the foundations of 
geometry, the theory of time, the consequences of Einstein's relativity, including: relations 
between theory and observations; coordinate and metrical properties of space; the psycholog¬ 
ical problem of visual intuition of non-Euclidean structures; and many other important topics 
in modern science and philosophy. The majority of ideas require only a knowledge of inter¬ 
mediate math. Introduction by R. Carnap. 49 figures. Index, xviii + 296pp. 5% x 8 . 

S443 Paperbound $2.DD 


OBSERVATION AND INTERPRETATION IN THE PHILDSDPHY DF PHYSICS: WITH SPECIAL REFER¬ 
ENCE TD QUANTUM MECHANICS, Edited by S. Korner. A collection of papers by philosophers 
and physicists arising out of a symposium held at Bristol, England in 1957 under the auspices 
of the Colston Research Society. One of the most important contributions to the philosophy 
of science in recent years. The discussions center around the adequacy or inadequacy of 
quantum mechanics in its orthodox formulations. Among the contributors are A. J. Ayer, 
D. Bohm, K. Popper, F. Bopp, S. Korner, J. P. Vigier, M. Polanyi, P. K. Feyerabend, W. C. 
Kj ea|e . W. B. Gallie, G. Ryle, Sir Charles Darwin, and R. B. Braithwaite. xiv + 218pp. 
53/8 x 8 ^. S131 Paperbound $ 1 . 6 D 


ffACE AND TIME IN CDNTEMPDRARY PHYSICS: AN INTRODUCTION TD THE THEDRY DF RELA- 
TIVITY AND GRAVITATIDN, Moritz Schlick. Exposition of the theory of relativity by the 
leader of the famed "Vienna Circle." Its essential purpose is to describe the physical 
doctrines of special and general relativity with particular reference to their philosophical 
significance. Explanations of such topics as the geometrical relativity of space, the con- 
J® 1c . Iner ^ a ar| d gravitation, the measure-determination of the space-time continuum 

the finite universe, etc., with their philosophical ramifications. Index, xii 4- 89pp. 5 % x 8 V 2 ! 

T1008 Paperbound $1.DD 

SUBSTANCE AND FUNCTION, & EINSTEIN’S THEDRY DF RELATIVITY, Ernst Cassirer. Two books 
bound as one. Cassirer establishes a philosophy of the exact sciences that takes into con¬ 
sideration newer developments in mathematics, and also shows historical connections. Partial 
contents: Aristotelian logic, Mill’s analysis, Helmholtz & Kronecker, Russell & cardinal num- 
5ic S nn EU r C i/o vs ' non - Eucl ' d ean geometry, Einstein’s relativity. Bibliography. Index, xxi + 
465pp. 5% x 8 . T50 p a pe rb ound $2.25 

nh, l ,cir!ft LE ? D t MECHflNIC S. Heinrich Hertz. This last work by the great 19th century 
svst S pm S nf IS m n o°rha n i y a class ic, but of great interest in the logic of science. Creating a new 
trlfndPrstanHinp nf th baS f ed u, ? on sp t ace ’* tlp,e > and mass « il returns to axiomatic analysis, 
° f J- he - fo ! mal ? r sutural aspects of science, taking into account logic! 
ctoin rV M o?’ a /\ nt rm pnor - 1 , ele . m ents. Of great historical importance to PoincarS, Carnap, Ein- 
cat ons M of^ Hp A rt 7 ’s' P t a h g nUht tr 0 p d H Ct lh n S 1 Coben ’ We D sle y an University, analyzes the P impli- 

Helmhnitf xm V 97 h ann gh L/ V I he oglc of sclence - Bibliography. 13-page introduction by 
Helmholtz, xln + 274pp. 5% x 8 . S316 Clothbound $3.50 

S317 Paperbound $1.85 

Ih,L£ N 7 A T!?J S , ? F MflTTER * Bertrand Russell. How do our senses concord with the new 
Th *? covers such topics as logical analysis of physics, prerelativity physics 

.n^duTtfoVKT^. that has bee " 

FDUNDATIDNS DF GEDMETRY, Bertrand Russell. Analyzing basic problems in the overlaD area 
between mathematics and philosophy, Nobel laureate Russell examines the nature of epn- 
metrical knowledge, the nature of geometry, and the application of geometry to space 
plnonYanv uJ? .^ s t° r y n on-Euclidean geometry, philosophic interpretations of geometry— 
offprpf? in iftq7h5 r 2 Je ^rIflS af ? d , metrical geometry. This is most interesting as the solution 

KHne of N ^^fversftv >dr+ d a sti " CUrrent ’ New introduction by Prof. Morris 

Mine or n. t. university, xii + 201pp. 5% x 8 . S232 Clothbound $3.25 

S233 Paperbound $ 1.75 

T65 Paperbound $2.25 

the "relatktn^sWp 1 *between ffuiVaUd “K ffld«c g a Se f i< ? ° f , es H says touches up °" 

T73 Paperbound $ 1.95 
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General physics 


FOUNDATIONS OF PHYSICS, R. B. Lindsay & H. Margenau. Excellent bridge between semi- 
popular works & technical treatises. A discussion ot methods of physical description, con¬ 
struction of theory; valuable tor physicist with elementary calculus who is interested in 
ideas that give meaning to data, tools of modern physics. Contents include symbolism, math¬ 
ematical equations; space & time foundations of mechanics; probability; physics & con¬ 
tinue; electron theory; special & general relativity; quantum mechanics; causality. “Thor¬ 
ough and yet not overdetailed. Unreservedly recommended,” NATURE (London). Unabridged, 
corrected edition. List of recommended readings. 35 illustrations, xi + 537pp. 5% x 8. 

S377 Paperbound $2.75 

FUNDAMENTAL FORMULAS OF PHYSICS, ed. by D. H. Menzel. Highly useful, fully inexpensive 
reference and study text, ranging from simple to highly sophisticated operations. Mathematics 
integrated into text—each cnapter stands as short textbook ot field represented. Voi. 1: 
Statistics, Physical Constants, Special Theory of Relativity, Hydrodynamics, Aerodynamics, 
Boundary Value Problems in Math. Physics; Viscosity, Electromagnetic Theory, etc. Vol. 2: 
Sound, Acoustics, Geometrical Optics, Electron Optics, High-Energy Phenomena, Magnetism, 
Biophysics, much more. Index. Total of 800pp. 5 3 /s x 8. Vo!. 1 S595 Paperbound $2.00 

Vol. 2 S596 Paperbound $2.00 

MATHEMATICAL PHYSICS, D. H. Menzel. Thorough one-volume treatment of the mathematical 
techniques vital for classic mechanics, electromagnetic theory, quantum theory, and rela¬ 
tivity. Written by the Harvard Professor of Astrophysics for junior, senior, and graduate 
courses, it gives clear explanations of all those aspects of function theory, vectors, matrices, 
dyadics, tensors, partial differential equations, etc., necessary tor the understanding of the 
various physical theories. Electron theory, relativity, and other topics seldom presented 
appear here in considerable detail. Scores of definitions, conversion factors, dimensional 
constants, etc. “More detailed than normal for an advanced text . . . excellent set of sec¬ 
tions on Dyadics, Matrices, and Tensors,” JOURNAL OF THE FRANKLIN INSTITUTE. Index. 
193 problems, with answers, x 4- 412pp. 5 3 /s x 8. S56 Paperbound $2.00 

THE SCIENTIFIC PAPERS OF J. WILLARD GIBBS. All the published papers of America's outstand¬ 
ing theoretical scientist (except for “Statistical Mechanics” and “Vector Analysis”). Vol I 
(thermodynamics) contains one of the most brilliant of all 19th-century scientific papers—the 
300-page “On the Equilibrium of Heterogeneous Substances,” which founded the science of 
physical chemistry, and clearly stated a number of highly important natural laws for the first 
time; 8 other papers complete the first volume. Vol II includes 2 papers on dynamics, 8 on 
vector analysis and multiple algebra, 5 on the electromagnetic theory of light, and 6 miscella¬ 
neous papers. Biographical sketch by H. A. Bumstead. Total of xxxvi + 718pp. 5 5 /a x 8 3 /s. 

5721 Vol I Paperbound $2.50 

5722 Vol II Paperbound $2.00 

The set $4.50 

BASIC THEORIES OF PHYSICS, Peter Gabriel Bergmann. Two-volume set which presents a 
critical examination of important topics in the major subdivisions of classical and modern 
physics. The first volume is concerned with classical mechanics and electrodynamics: 
mechanics of mass points, analytical mechanics, matter in bulk, electrostatics and magneto¬ 
statics. electromagnetic interaction, the field waves, special relativity, and waves. The 
second' volume (Heat and Quanta) contains discussions of the kinetic hypothesis, physics and 
statistics, stationary ensembles, laws of thermodynamics, early quantum theories, atomic 
spectra, probability waves, quantization in wave mechanics, approximation methods, and 
abstract quantum theory. A valuable supplement to any thorough course or text. 

Heat and Quanta: Index. 8 figures, x + 300pp. 5 3 /s x 8 1 / 2 . S968 Paperbound $1.75 

Mechanics and Electrodynamics: Index. 14 figures, vii + 280pp. 5 3 /e x 8 V 2 . 

S969 Paperbound $1.75 


THEORETICAL PHYSICS, A. S. Kompaneyets. One of the very few thorough studies of the 
subject in this price range. Provides advanced students with a comprehensive theoretical 
background Especially strong on recent experimentation and developments in quantum 
theory. Contents: Mechanics (Generalized Coordinates, Lagrange’s Equation, Collision of 
Particles etc.), Electrodynamics (Vector Analysis, Maxwell’s equations, Transmission of 
Signals Theory of Relativity, etc.), Quantum Mechanics (the Inadequacy of Classical Mechan¬ 
ics the Wave Equation, Motion in a Central Field, Quantum Theory of Radiation, Quantum 
Theories of Dispersion and Scattering, etc.), and Statistical Physics (Equilibrium Distribution 
of Molecules in an Ideal Gas, Boltzmann statistics, Bose and Fermi Distribution, 
Thermodynamic Quantities, etc.). Revised to 1961. Translated by George Yankovsky, author¬ 
ized by Kompaneyets. 137 exercises. 56 figures. 529pp. 5% x 8 V 2 . S972 Paperbound $2.50 


ANALYTICAL AND CANONICAL FORMALISM IN PHYSICS, Andre Mercier. A survey, in one vol¬ 
ume of the variational principles (the key principles—in mathematical form—from which 
the basic laws of any one branch of physics can be derived) of the several branches of 
physical theory, together with an examination of the relationships among them. Contents: 
the Lagrangian Formalism, Lagrangian Densities, Canonical Formalism, Canonical Form of 
Electrodynamics, Hamiltonian Densities, Transformations, and Canonical Form with Vanishing 
Jacobian Determinant. Numerous examples and exercises. For advanced students, teachers 
etc. 6 figures. Index, viii -F 222 pp. 5 3 /s x 8 V 2 . S1077 Paperbound $1.75 
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Acoustics, optics, electricity and magnetism, electromagnetics, magneto¬ 
hydrodynamics 


THE THEORY OF SOUND, Lord Rayleigh. Most vibrating systems likely to be encountered in 
practice can be tackled successfully by the methods set forth by the great Nobel laureate, 
Lord Rayleigh. Complete coverage of experimental, mathematical aspects of sound theory. 
Partial contents: Harmonic motions, vibrating systems in general, lateral vibrations of bars, 
curved plates or shells, applications of Laplace’s functions to acoustical problems, fluid 
friction, plane vortex-sheet, vibrations of solid bodies, etc. This is the first inexpensive 
edition of this great reference and study work. Bibliography. Historical introduction by R. B. 
Lindsay. Total of 1040pp. 97 figures. 5 3 /a x 8. 

S292, S293, Two volume set, paperbound, $4.70 


THE DYNAMICAL THEORY OF SOUND, H. Lamb. Comprehensive mathematical treatment of the 
physical aspects of sound, covering the theory of vibrations, the general theory of sound, and 
the equations of motion of strings, bars, membranes, pipes, and resonators. Includes chap¬ 
ters on plane, spherical, and simple harmonic waves, and the Helmholtz Theory of Audition. 
Complete and self-contained development for student and specialist; all fundamental differ¬ 
ential equations solved completely. Specific mathematical details for such important phenom¬ 
ena as harmonics, normal modes, forced vibrations of strings, theory of reed pipes, etc. Index. 
Bibliography. 86 diagrams, viii 4- 307pp. 5% x 8. S655 Paperbound $1.50 


WAVE PROPAGATION IN PERIODIC STRUCTURES, L. Brillouin. A general method and applica¬ 
tion to different problems: pure physics, such as scattering of X-rays of crystals, thermal 
vibration in crystal lattices, electronic motion in metals; and also problems of electrical 
engineering. Partial contents: elastic waves in 1-dimensional lattices of point masses. 
Propagation of waves along 1-dimensional lattices. Energy flow. 2 dimensional, 3 dimensional 
lattices. Mathieu’s equation. Matrices and propagation of waves along an electric line. 
Continuous electric lines. 131 illustrations. Bibliography. Index, xii + 253pp. 5% x 8. 

S34 Paperbound $2.00 

THEORY OF VIBRATIONS, N. W. McLachlan. Based on an exceptionally successful graduate 
course given at Brown University, this discusses linear systems having 1 degree of freedom, 
forced vibrations of simple linear systems, vibration of flexible strings, transverse vibra¬ 
tions of bars and tubes, transverse vibration of circular plate, sound waves of finite ampli¬ 
tude, etc. Index. 99 diagrams. 160pp. 5 3 /s x 8. S190 Paperbound $1.35 


LIGHT: PRINCIPLES AND EXPERIMENTS, George S. Monk. Covers theory, experimentation, and 
research. Intended for students with some background in general physics and elementary 
calculus. Three main divisions: 1) Eight chapters on geometrical optics—fundamental con¬ 
cepts (the ray and its optical length, Fermat's principle, etc.), laws of image formation 
apertures in optical systems, photometry, optical instruments etc.; 2) 9 chapters on physical 
optics—interference, diffraction, polarization, spectra, the Rayleigh refractometer, the 
wave theory of light, etc.; 3) 23 instructive experiments based directly on the theoretical 
text. Probably the best intermediate textbook on light in the English language. Certainly 
Puv S cinc e cnmL b 0 D k whieb (ncmdes both geometrical and physical optics,” J. Rud Nielson, 
PHYSICS FORUM. Revised edition. 102 problems and answers. 12 appendices. 6 tables. Index 
270 illustrations, xi +489pp. 5% x 8V2. S341 Paperbound $2.50 


PHOTOMETRY, John W. T. Walsh. The best treatment of both “bench” and “illumination” 
photometry in English by one of Britain's foremost experts in the field (President of the 
International Commission on Illumination). Limited to those matters, theoretical and prac¬ 
tical, which affect the measurement of light flux, candlepower, illumination, etc., and 
excludes treatment of the use to which such measurements may be put after they have been 
made. Chapters on Radiation, The Eye and Vision, Photo-Electric Cells, The Principles of 
Photometry, The Measurement of Luminous Intensity, Colorimetry, Spectrophotometry, Stellar 
Photometry, The Photometric Laboratory, etc. Third revised (1958) edition. 281 illustrations. 
10 appendices, xxiv + 544pp. 5V 2 x 9V 4 . S319 Ciothbound *10.00 


a?fn E h R J^nH T fh SPECTROSCOPY R. A. Sawyer. Clear discussion of prism and grating spectro- 
tprhnfmfoc^ of their use in research, with emphasis on those principles and 

A^i U th S 0^1?* V ?• funclam e n tal to practically all uses of spectroscopic equipment. Begin- 
D' n * a brief history of spectroscopy, the author covers such topics as light sources, 
a?fnhir SC nrnppct PP ^aratus, prism spectroscopes and graphs, diffraction grating, the photo- 
fnlrtrnrh P /m?rfi S, o date [ mi natl on L? f wave length, spectral intensity, infrared spectroscopy, 
nf 6 rrat} ys 1 ^ ? etc< T . hls revised edition contains new material on the production 
rep o C -ui-^ ra ^ n ^ s ’ , s ,° ar spectroscopy from rockets, new standard of wave length etc 
Index. Bibliography. Ill illustrations, x + 358pp. 5 3 /b x 8V2. S1045 Paperbound '$2.25 


FUNDAMENTAL 5 OF ELECTRICITY ANO MAGNETISM, L. B. Loeb. For students of physics chem¬ 
istry, or engineering who want an introduction to electricity and magnetism on a higher level 
and in more detail than, general elementary physics texts provide. Only elementary differential 
and integral calculus ^ is assumed. Physical laws developed logically, from magnetism to 
electric currents, Ohm s law, electrolysis, and on to static electricity, induction etc Covers 

tin 0 nhntn p! prtr!#^ 2L m ?h er m- ; ° ne of book on moder n material: solution of wave equa¬ 
tion, photoelectric and thermionic effects, etc. Complete statement of the various electrical 
systems of units and interrelations. 2 Indexes. 75 pages of problems with answers stated 
Over 300 figures and diagrams, xix +669pp. 5 3/e x 8. P S745 Paperbound $2 75 
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MATHEMATICAL ANALYSIS OF ELECTRICAL AND OPTICAL WAVE-MOTION, Harry Bateman. Written 
by one of this century’s most distinguished mathematical physicists, this is a practical 
introduction to those developments of Maxwell’s electromagnetic theory which are directly 
connected with the solution of the partial differential equation of wave motion. Methods of 
solving wave-equation, polar-cylindrical coordinates, diffraction, transformation of coordinates 
homogeneous solutions, electromagnetic fields with moving singularities, etc. Index. 168pp’ 
53 / 8 x 8 - S14 Paperbound $1.75 

PRINCIPLES OF PHYSICAL OPTICS, Ernst Mach. This classical examination of the propagation 
of light, color, polarization, etc. offers an historical and philosophical treatment that has 
never been surpassed for breadth and easy readability. Contents: Rectilinear propagation of 
light. Reflection, refraction. Early knowledge of vision. Dioptrics. Composition of light. 
Theory of color and dispersion. Periodicity. Theory of interference. Polarization. Mathematical 
representation of properties of light. Propagation of waves, etc. 279 illustrations, 10 por¬ 
traits. Appendix. Indexes. 324pp. 5% x 8 . S178 Paperbound $2.00 

THE THEORY OF OPTICS, Paul Orude. One of finest fundamental texts in physical optics, 
classic offers thorough coverage, complete mathematical treatment of basic ideas. Includes 
fullest treatment of application of thermodynamics to optics; sine law in formation of 
images, transparent crystals, magnetically active substances, velocity of light, apertures, 
effects depending upon them, polarization, optical instruments, etc. Introduction by A. A. 
Michelson. Index. 110 illus. 567pp. 5% x 8 . S532 Paperbound $2.45 


ELECTRICAL THEORY ON THE GIORGI SYSTEM, P. Cornelius. A new clarification of the funda¬ 
mental concepts of electricity and magnetism, advocating the convenient m.k.s. system of 
units that is steadily gaining followers in the sciences. Illustrating the use and effectiveness 
of his terminology with numerous applications to concrete technical problems, the author 
here expounds the famous Giorgi system of electrical physics. His lucid presentation 

and well-reasoned, cogent argument for the universal adoption of this system form one of 

the finest pieces of scientific exposition in recent years. 28 figures. Index. Conversion tables 
for translating earlier data into modern units. Translated from 3rd Dutch edition by L. J. 
Jolley, x + 187pp. 5 V 2 x 8 %. S909 Clothbound $6.00 

ELECTRIC WAVES: BEING RESEARCHES ON THE PROPAGATION OF ELECTRIC ACTION WITH 
FINITE VELOCITY THROUGH SPACE, Heinrich Hertz. This classic work brings together the 

original papers in which Hertz—Helmholtz’s proteg§ and one of the most brilliant figures 

in 19th-century research—probed the existence of electromagnetic waves and showed experi¬ 
mentally that their velocity equalled that of light, research that helped lay the groundwork 
for the development of radio, television, telephone, telegraph, and other modern technological 
marvels. Unabridged republication of original edition. Authorized translation by D. E. Jones. 
Preface by Lord Kelvin. Index of names. 40 illustrations, xvii + 278pp. 5 3 /s x 8 V 2 . 

S57 Paperbound $1.75 

PIEZOELECTRICITY: AN INTRODUCTION TO THE THEORY ANO APPLICATIONS OF ELECTRO¬ 
MECHANICAL PHENOMENA IN CRYSTALS, Walter G. Cady. This is the most complete and sys¬ 
tematic coverage of this important field in print—now regarded as something of scientific 
classic. This republication, revised and corrected by Prof. Cady—one of the foremost con¬ 
tributors in this area—contains a sketch of recent progress and new material on Ferro- 
electrics. Time Standards, etc. The first 7 chapters deal with fundamental theory of crystal 
electricity. 5 important chapters cover basic concepts of piezoelectricity, including com¬ 
parisons of various competing theories in the field. Also discussed: piezoelectric resonators 
(theory, methods of manufacture, influences of air-gaps, etc.); the piezo oscillator; the 
properties, history, and observations relating to Rochelle salt; ferroelectric crystals; miscel¬ 
laneous applications of, piezoelectricity; pyroelectricity? etc. “A great work,” W. A. Wooster, 
NATURE. Revised (1963) and corrected edition. New preface by Prof. Cady. 2 Appendices. 
Indices. Illustrations. 62 tables. Bibliography. Problems. Total of 1 + 822pp. 5% x 8 V 2 . 

S1094 Vol. I Paperbound $2.50 
S1095 Vol. II Paperbound $2.50 
Two volume set Paperbound $5.00 


MAGNETISM ANO VERY LOW TEMPERATURES, H. B. G. Casimir. A basic work in the literature 
of low temperature physics. Presents a concise survey of fundamental theoretical principles, 
and also points out promising lines of investigation. Contents: Classical Theory and Experi¬ 
mental Methods, Quantum Theory of Paramagnetism, Experiments on Adiabatic Demagnetiza¬ 
tion. Theoretical Discussion of Paramagnetism at Very Low Temperatures, Some Experimental 
Results, Relaxation Phenomena. Index. 89-item bibliography, ix + 95pp. 5 3 /e x 8 . 

S943 Paperbound $1.25 


SELECTEO PAPERS ON NEW TECHNIQUES FOR ENERGY CONVERSION: THERMOELECTRIC 
METHOOS; THERMIONIC; PHOTOVOLTAIC AND ELECTRICAL EFFECTS; FUSION, Edited by Sumner 

N. Levine. Brings together in one volume the most important papers (1954-1961) in modern 
energy technology. Included among the 37 papers are general and qualitative descriptions 
of the field as a whole, indicating promising lines of research. Also: 15 papers on thermo¬ 
electric methods, 7 on thermionic, 5 on photovoltaic, 4 on electrochemical effect, and 2 on 
controlled fusion research. Among the contributors are: Joffe, Maria Telkes, Herold, Herring, 
Douglas, Jaumot, Post, Austin, Wilson, Pfann, Rappaport, Morehouse, Domenicali, Moss, 
Bowers, Harman, Von Doenhoef. Preface and introduction by the editor. Bibliographies, 
xxviii + 451pp. 6 Va x 9 Va. S37 Paperbound $3.00 
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SUPERFLUIDS: MACROSCOPIC THEORY OF SUPERCONDUCTIVITY, Vol. I, Fritz London. The 

major work by one of the founders and great theoreticians of modern quantum physics. 
Consolidates the researches that led to the present understanding of the nature of super¬ 
conductivity. Prof. London here reveals that quantum mechanics is operative on the macro¬ 
scopic plane as well as the submolecular level. Contents: Properties of Superconductors 
and Their Thermodynamical Correlation; Electrodynamics of the Pure Superconducting State; 
Relation between Current and Field; Measurements of the Penetration Depth; Non-Viscous Flow 
vs. Superconductivity; Micro-waves in Superconductors; Reality of the Domain Structure; 
and many other related topics. A new epilogue by M. J. Buckingham discusses developments 
in the field up to 1960. Corrected and expanded edition. An appreciation of the author’s 
life and work by L. W. Nordheim. Biography by Edith London. Bibliography of his publica¬ 
tions. 45 figures. 2 Indices, xviii + 173pp. 5% x 83/ 8 . S44 Paperbound $1.45 


SELECTED PAPERS ON PHYSICAL PROCESSES IN IONIZED PLASMAS, Edited by Oonald H. 
Menzel, Oirector, Harvard College Observatory. 30 important papers relating to the study of 
highly ionized gases or plasmas selected by a foremost contributor in the field, with the 
assistance of Dr. L. H. Aller. The essays include 18 on the physical processes in gaseous 
nebulae, covering problems of radiation and radiative transfer, the Balmer decrement, 
electron temperatives, spectrophotometry, etc. 10 papers deal with the interpretation of 
nebular spectra, by Bohm, Van Vleck, Aller, Minkowski, etc. There is also a discussion 
of the intensities of "forbidden" spectral lines by George Shortley and a paper concern¬ 
ing tha theory of hydrogenic spectra by Menzel and Pekeris. Other contributors: Goldberg, 
Hebb, Baker, Bowen, Ufford, Liller, etc. viii + 374pp. 6 Ve x 9 V 4 . S60 Paperbound $ 2.95 


THE ELECTROMAGNETIC FIELO, Max Mason & Warren Weaver. Used constantly by graduate 
engineers. Vector methods exclusively: detailed treatment of electrostatics, expansion meth¬ 
ods, with tables converting any quantity into absolute electromagnetic, absolute electrostatic, 
practical units. Discrete charges, ponderable bodies, Maxwell field equations, etc. Introduc¬ 
tion. Indexes. 416pp. 5% x 8 . S185 Paperbound $2.00 


L!J^ RY » 0F ELECTR0NS AN0 ITS APPLICATION TO THE PHENOMENA OF LIGHT ANO RAOIANT 
HEAT, H. Lorentz. Lectures delivered at Columbia University by Nobel laureate Lorentz. 
Unabridged, they form a historical coverage of the theory of free electrons, motion 
absorption of heat, Zeeman effect, propagation of light in molecular bodies, inverse Zeeman 
effect, optical phenomena in moving bodies, etc. 109 pages of notes explain the more 
advanced sections. Index. 9 figures. 352pp. 5 }b x 8. S173 Paperbound $1.85 


FUNDAMENTAL ELECTROMAGNETIC THEORY, Ronold P. King, Professor Applied Physics Harvard 
University. Original and valuable introduction to electromagnetic theory and to circuit 
-°*!! y J rom * th *? standpoint of electromagnetic theory. Contents: Mathematical Description 
Matter^stationary and nonstationary states; Mathematical Description of Space and of 
Simple Media Field Equations, Integral Forms of Field Equations, Electromagnetic Force 
0fan( ? f orce ^ Equauons; Electromagnetic Waves in Unbounded 
Regions; Skin Effect and Internal Impedance—in a solid cylindrical conductor, etc.; and 
+^ C f*r ICa C ' rcu ' ts Ana| y t,cal Foundations, Near-zone and quasi-near zone circuits, Balanced 
two-wire and four-wire transmission lines. Revised and enlarged version. New preface by 
appe D n ^r es (differential operators: Vector Formulas and Identities, etc.). 
Problems. Indexes. Bibliography, xvi + 580pp. 5% x 8 V 2 . S1023 Paperbound $2 75 


Hydrodynamics 


fin^ E nf IS nhv°^rict r J )R h 0 ^ N H MICS ’- A- i B ' Basset - Favorite text on hydrodynamics for 2 genera- 
tions of physicists, iiydrodynamical engineers, oceanographers, ship designers etc flpar 

the “work° f of^d'Afembert^ Emer^i a a niar th °i 0Ugh sourc D e - for graduate students and engineers on 
mi ^ iT , a Alembert, Euler, Laplace, Lagrange, Poisson, Green Clebsch Stnkp<? ranrhv 

J- Thomson, Love Hicks, Greenhill, Besant, Lamb! etc Great amount’of dSSu^ 
mentation on entire theory of classical hydrodynamics. Vol I: theory of motion of frictionip^ 
•+*^ , 9 R 4 .r»'n X, \/ni^^i , cyc 9. ^rotational motion/etc. 132 exercises. BibIiography 3 ^ Appendices 
xu + 264pp. Vol II: motion in viscous liquids, harmonic analysis theory of tides pfr 119 
exercises, Bibliography. 4 Appendixes, xv + 328pp. Two volume set- 5 % x 8. ’ etc ‘ 112 

S724 Vol I Paperbound $1.75 
S725 Vol II Paperbound $1.75 
The set $3.50 


HYDROOYNAMICS, Horace Lamb ; Internationally famous complete coverage of standard refer, 
ence work on dynamics of liquids & gases. Fundamental theorems pmiatinnc mo+hnHe 
solutions, background, for classical hydrodynamics. Chapters include ’ Equations of £ ' 
Integration of Equations in Special Gases, Irrotational Motion Motion of Liou!d in ? nte 
sions, Motion of Solids through Liquid-Dynamical Theory, Vortex Motion, Tidal Waves Surface 
Waves, Waves of Expansion, Viscosity, Rotating Masses of liquids. Excellently planned ar- 

mnftiv” wh!fn r irInh l !> a i Pr ^ S i e o nt f atl0n ' 6th e . nlar £ ed > revised edition. Index. Over 900 footnotes, 
mostly bibliographical. 119 figures, xv + 738pp. 6 Ve x 9V 4 . S256 Paperbound $ 3.75 
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PHYSICS, HISTORIES AND CLASSICS 


A HISTORY OF PHYSICS: IN ITS ELEMENTARY BRANCHES (THROUGH 1925) INCLUDING THE 
EVOLUTION OF PHYSICAL LABORATORIES, Florian Cajori. Revised and enlarged’edition. The only 
first-rate brief history of physics. Still the best entry for a student or teacher into the ante- 
cedents of modern theories of physics. A clear, non-mathematical, handy reference work which 
traces in critical fashion the developments of ideas, theories, techniques, and apparatus from 
the Greeks to the i^Os Wjthin each period he analyzes the basic topics of mechanics, 
light, electricity and magnetism, sound, atomic theory and structure of matter, radioactivity 
etc. A chapter on modern research: Curie, Kelvin, Planck's quantum theory, thermodynamics! 
Fitzgerald and Lorentz, special and general relativity, J. J. Thomson's model of an atom 
Bohr s discoveries and later results, wave mechanics, and many other matters. Much biblio¬ 
graphic detail in footnotes. Index. 16 figures, xv + 424pp. 5 3 /s x 8. T970 Paperbound $2.00 


A HISTORY OF THE MATHEMATICAL THEORIES OF ATTRACTION AND THE FIGURE OF THE EARTH: 

THE TIME OF NEWTON TO THAT OF LAPLACE, I. Todhunter. A technical and detailed review 
of the theories concerning the shape of the earth and its gravitational pull, from the earliest 
investigations in the seventeenth century up to the middle of the nineteenth. Some of the 
greatest mathematicians and scientists in history applied themselves to these questions: 
Newton ("Prmcipia Mathematica”), Huygens, Maupertuis, Simpson, d’Alembert, etc. Others dis¬ 
cussed are Poisson, Gauss, Plana, Lagrange, Boit, and many more. Particular emphasis is 
placed on the theories of Laplace and Legendre, several chapters being devoted to Laplace's 
"MScamque Celeste" and his memoirs, and several others to the memoirs of Legendre. Impor¬ 
tant to historians of science and mathematics and to the specialist who desires background 
information in the field. 2 volumes bound as 1. Index, xxxvi -j- 984pp. 5 3 /s x 8. 

$148 Clothbound $7.50 


OPTICKS, Sir Isaac Newton. In its discussions of light, reflection, color, refraction, theories 
of wave and corpuscular theories of light, this work is packed with scores of insights and 
discoveries. In its precise and practical discussion of construction of optical apparatus, 
contemporary understandings of phenomena it is truly fascinating to modern physicists, 
astronomers, mathematicians. Foreword by Albert Einstein. Preface by I. B. Cohen of Har¬ 
vard University. 7 pages of portraits, facsimile pages, letters, etc. cxvi + 414pp. 5 3 /s x 8. 

S205 Paperbound $2.25 


TREATISE ON LIGHT, Christiaan Huygens. The famous original formulation of the wave 
theory of light, this readable book is one of the two decisive and definitive works in the 
field of light (Newton's "Optics” is the other). A scientific giant whose researches ranged 
over mathematics, astronomy, and physics, Huygens, iri this historic work, covers such 
topics as rays propagated in straight lines, reflection and refraction, the spreading and 
velocity of light, the nature of opaque bodies, the non-spherical nature of light in the 
atmosphere, properties of Iceland Crystal, and other related matters. Unabridged republl- 
cation of original (1912) English edition. Translated and introduced by Silvanus P. Thompson. 
52 illustrations, xii + 129pp. 5 3 /s x 8. S179 Paperbound $1.35 


FARADAY’S EXPERIMENTAL RESEARCHES IN ELECTRICITY. Faraday’s historic series of papers 
containing the fruits of years of original experimentation in electrical theory and electro¬ 
chemistry. Covers his findings in a variety of areas: Induction of electric currents, Evolu¬ 
tion of electricity from magnetism, New electrical state or condition of matter, Explication 
of Arago’s magnetic phenomena, New law of electric conduction, Electro-chemical de¬ 
composition, Electricity of the Voltaic Pile, Static Induction, Nature of the electric force 
or forces, Nature of electric current, The character and direction of the electric force of 
the Gymnotus, Magneto-electric spark, The magnetization of light and the illumination of 
magnetic lines of force, The possible relation of gravity to electricity, Sub-terraneous electro¬ 
telegraph wires, Some points of magnetic philosophy, The diamagnetic conditions of flame 
and gases, and many other matters. Complete and unabridged republication. 3 vols. bound 
as 2. Originally reprinted from the Philosophical Transactions of 1831-8. Indices. Illustra¬ 
tions. Total of 1463pp. 5 3 /s x 8. S783-4, Clothbound $17.50 (tentative) 

REFLECTIONS ON THE MOTIVE POWER OF FIRE, Sadi Carnot, and other papers on the 2nd 
law of thermodynamics by E. Clapeyron and R. Clausius. Carnot’s "Reflections” laid the 
groundwork of modern thermodynamics. Its non-technical, mostly verbal statements examine 
the relations between heat and the work done by heat in engines, establishing conditions for 
the economical working of these engines. The papers by Clapeyron and Clausius here reprinted 
added further refinements to Carnot’s work, and led to its final acceptance by physicists. Selec¬ 
tions from posthumous manuscripts of Carnot are also included. All papers in English. New 
introduction by E. Mendoza. 12 illustrations, xxii + 152pp. 5 3 /s x 8. 

S661 PaperDouna $i.oo 


DIALOGUES CONCERNING TWO NEW SCIENCES, Galileo Galilei. This classic of experimental 
science, mechanics, engineering, is as enjoyable as it is important. A great historical docu¬ 
ment giving insights into one of the world's most original thinkers, it is based on 30 years 
experimentation. It offers a lively exposition of dynamics, elasticity, sound, ballistics, 
strength of materials, the scientific method. "Superior to everything else of mine, Galileo. 
Trans, by H. Crew, A. Salvio. 126 diagrams. Index, xxi + 288pp. 5 3 /s x 8. 

S99 Paperbound $1.75 
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General and mathematical 


ENGINEERING MATHEMATICS, Kenneth S. Miller. A text for graduate students of engineering 
to strengthen their mathematical background in differential equations, etc. Mathematical 
steps very explicitly indicated. Contents.- Determinants and Matrices, Integrals, Linear Dif¬ 
ferential Equations, Fourier Series and Integrals, Laplace Transform, Network Theory, Random 
Function ... all vital requisites for advanced modern engineering studies. Unabridged 
republication. Appendices: Borel Sets; Riemann-Stieltjes Integral; Fourier Series and Integrals. 
Index. References at Chapter Ends, xii + 417pp. 6 x 8 V 2 . S1121 Paperbound $2.00 


MATHEMATICAL ENGINEERING ANALYSIS, Rufus Oldenburger. A book designed to assist the 
research engineer and scientist in making the transition from physical engineering situations 
to the corresponding mathematics. Scores of common practical situations found in all major 
fields of physics are supplied with their correct mathematical formulations—applications to 
automobile springs and shock absorbers, clocks, throttle torque of diesel engines, resistance 
networks, capacitors, transmission lines, microphones, neon tubes, gasoline engines, refrigera¬ 
tion cycles, etc. Each section reviews basic principles of underlying various fields: mechanics 
of rigid bodies, electricity and magnetism, heat, elasticity, fluid mechanics, and aerodynamics. 
Comprehensive and eminently useful. Index. 169 problems, answers. 200 photos and diagrams, 
xiv + 426pp. 5% x 8 V 2 . S919 Paperbound $2.00 


MATHEMATICS OF MOOERN ENGINEERING, E. G. Keller and R. E. Ooherty. Written for the 
Advanced Course in Engineering of the General Electric Corporation, deals with the engineer¬ 
ing use of determinants, tensors, the Heaviside operational calculus, dyadics, the calculus 
of variations, etc. Presents underlying principles fully, but purpose is to teach engineers to 
deal with modern engineering problems, and emphasis is on the perennial engineering attack 
of set-up and solve. Indexes. Over 185 figures and tables. Hundreds of exercises, problems, 
and worked-out examples. References. Two volume set. Total of xxxiii + 623pp. 5% x 8 . 

S734 Vol I Paperbound $1.65 
S735 Vol II Paperbound $1.85 
The set $3.70 


MATHEMATICAL METHOOS FOR SCIENTISTS ANO ENGINEERS, L. P. Smith. For scientists and 
engineers, as well as advanced math students. Full investigation of methods and practical 
description of conditions under which each should be used. Elements of real functions, 
olofuo- 13 ■ integral calculus, space geometry, theory of residues, vector and tensor 

L ' eS *i of , Bessel .Unctions, etc. Each method illustrated by completely-worked-out 

examples, mostly from scientific literature. 368 graded unsolved problems. 100 diagrams, 
x + 453pp. 55/8 x 83/a. S220 p a pe r bound $2.00 


THEORY OF FUNCTIONS AS APPLIEO TO ENGINEERING PROBLEMS, edited by R. Rothe, F. Ollen¬ 
dorff, and K. Pohlhausen. A series of lectures given at the Berlin Institute of Technology that 
shows the specific applications of function theory in electrical and allied fields of engineering. 
Six lectures provide the elements of function theory in a simple and practical form, covering 
complex quantities and variables, integration in the complex plane, residue theorems, etc. 
Then 5 lectures show The exact uses of this powerful mathematical tool, with full discussions 
of problem methods. Index. Bibliography. 108 figures, x + 189pp. 53/e x 8 . 

S733 Paperbound $1.35 


Aerodynamics and hydrodynamics 


A| RPLANE STRUCTURAL ANALYSIS ANO OESIGN, E. E. Sechler and L. G. Ounn. Systematic 
on^trurturai pnoL!? 1 an H s H mr P ariza lar S e amount of theoretical and experimental work 
apmnLntir ra Ho C a i?rn yS s and de ? lgr1, s ^°^ g on classical subsonic material still basic to much 
n d f eS th g r ■ r remam f. a h| gh!y useful source of information. Covers such areas 
as layout of the airplane, applied and design loads, stress-strain relationships for stable 
?tiffpn U pH eS fi a t rU chn 3 + nd fr ? ma ar ]alysis, the problem of instability, the ultimate strength of 
stiffened flat sheet, analysis of cylindrical structures, wings and control surfaces fuselaee 
analysis, engine, mounts, landing gears, etc. Originally published as part of the CALCIT 
Aeronautical Series. 256 Illustrations. 47 study problems. Indexes, xi + 420pp. 5 ye x 8 V 2 . 

S1043 Paperbound $2.25 

FUNDAMENTALS OF HYDRO- ANO AEROMECHANICS, L. Prandtl and 0. G. Tietjens. The well- 

known standard work based upon Prandtl's lectures at Goettingen. Wherever possible hydro¬ 
dynamics theory is referred to practical considerations in hydraulics, with the view of 
unifying theory and experience. Presentation is extremely clear and though primarily physical 
mathematical Proofs are rigorous and use vector analysis to a coniiderableextent An 
Enginering Society Monograph, 1934. 186 figures. Index, xvi + 270pp. 5% x 8 . 

S374 Paperbound $1.85 
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FLUID MECHANICS FOR HYDRAULIC ENGINEERS, H. Rouse. Standard work that gives a coherent 

f Hu U i| dC mo ni h S • r °? 1 the - poin - t of y iew of the h y draulic engineer. Based on courses 
nf Lhnn oil, n + h- mecha n ,ca| engineering students at Columbia and the California Institute 
Pnt o yfc C + hn + 0 J 0 th' l h, 5 W i° rk covers e ^ ry basic Principle, method, equation, or theory of 
'^erest to the hydraulic engineer. Much of the material, diagrams, charts, etc., in this 
self-contained text are not duplicated elsewhere. Covers irrotational motion, conformal map¬ 
ping, problems in laminar motion, fluid turbulence, flow around immersed bodies, transporta- 
of sediment, general charcteristics of wave phenomena, gravity waves in open channels 
etc. Index. Appendix of physical properties of common fluids. Frontispiece + 245 figures and 
photographs, xvi + 422pp. 53 / 8 x 8 . S729 Paperbound $2 25 


WATERHAMMER ANALYSIS, John Parmakian. Valuable exposition of the graphical method of 
solving waterhammer problems by Assistant Chief Designing Engineer, U.S. Bureau of 
Reclamation. Discussions of rigid and elastic water column theory, velocity of waterhammer 
waves, theory of graphical waterhammer analysis for gate operation, closings, openings, 
rapid and slow movements, etc., waterhammer in pump discharge caused by power failure, 
waterhammer analysis for compound pipes, and numerous related problems. “With a concise 
and lucid style, clear printing, adequate bibliography and graphs for approximate solutions 
at the project stage, it fills a vacant place in waterhammer literature," WATER POWER. 
43 problems. Bibliography. Index. 113 illustrations, xiv + 161pp. 5 3 /s x 8 V 2 . 

S1061 Paperbound $1.65 

AERODYNAMIC THEORY: A GENERAL REVIEW OF PROGRESS, William F. Durand, editor-in-chief. 

A monumental joint effort by the world’s leading authorities prepared under a grant of 
the Guggenheim Fund for the Promotion of Aeronautics. Intended to provide the student 
and aeronautic designer with the theoretical and experimental background of aeronautics. 
Never equalled for breadth, depth, reliability. Contains discussions of special mathematical 
topics not usually taught in the engineering or technical courses. Also: an extended two-part 
treatise on Fluid Mechanics, discussions of aerodynamics of perfect fluids, analyses of 
experiments with wind tunnels, applied airfoil theory, the non-lifting system of the airplane, 
the air propeller, hydrodynamics of boats and floats, the aerodynamics of cooling, etc. 
Contributing experts include Munk, Giacomelli, Prandtl, Toussaint, Von Karman, Klemperer, 
among others. Unabridged republication. 6 volumes bound as 3. Total of 1,012 figures, 12 
plates. Total of 2,186pp. Bibliographies. Notes. Indices. 5 3 /s x 8 . 

S328-S330 Clothbound, The Set $17.50 


APPLIED HYDRO- AND AEROMECHANICS, L. Prandtl and 0. G. Tietjens. Presents, for the most 
part, methods which will be valuable to engineers. Covers flow m pipes, boundary layers, 
airfoil theory, entry conditions, turbulent flow in pipes, and the boundary layer, determining 
drag from measurements of pressure and velocity, etc. “Will be welcomed by all students 
of aerodynamics,” NATURE. Unabridged, unaltered. An Engineering Society Monograph, 1934. 
Index. 226 figures, 28 photographic plates illustrating flow patterns, xvi + 311pp. 5% x 8 . 

S375 Paperbound $1.85 

SUPERSONIC AERODYNAMICS, E. R. C. Miles. Valuable theoretical introduction to the super¬ 
sonic domain, with emphasis on mathematical tools and principles, for practicing aerody- 
namicists and advanced students in aeronautical engineering. Covers fundamental theory, 
divergence theorem and principles of circulation, compressible flow and Helmholtz laws, the 
Prandtl-Busemann graphic method for 2-dimensional flow, oblique shock waves, the Taylor- 
Maccoll method for cones in supersonic flow, the Chaplygin method for 2-dimensional flow, etc. 
Problems range from practical engineering problems to development of theoretical results. 
“Rendered outstanding by the unprecedented scope of its contents ... has undoubtedly filled 
a vital gap," AERONAUTICAL ENGINEERING REVIEW. Index. 173 problems, answers. 106 dia¬ 
grams. 7 tables, xii + 255pp. 5% x 8 . S214 Paperbound $1.45 


HYDRAULIC TRANSIENTS, G. R. Rich. The best text in hydraulics ever printed in English . . . 
by one of America's foremost engineers (former Chief Design Engineer for T.V.A.). Provides 
a transition from the basic differential equations of hydraulic transient theory to the 
arithmetic intergration computation required by practicing engineers. Sections cover Water 
Hammer, Turbine Speed Regulation, Stability of Governing, Water-Hammer Pressures in Pump 
Discharge Lines, The Differential and Restricted Orifice Surge Tanks, The Normalized Surge 
Tank Charts of Calame and Gaden, Navigation Locks, Surges in Power Canals—Tidal Harmonics, 
etc. Revised and enlarged. Author's prefaces. Index, xiv + 409pp. 5 3 /a x 8 V 2 . 

S116 Paperbound $2.50 

HYDRAULICS AND ITS APPLICATIONS, A. H. Gibson. Excellent comprehensive textbook for the 

student and thorough practical manual for the professional worker, a work of great stature 

in its area. Half the book is devoted to theory and haif to applications and practical prob¬ 
lems met in the field. Covers modes of motion of a fluid, critical velocity, viscous flow, eddy 
formation, Bernoulli's theorem, flow in converging passages, vortex motion, form of effluent 

streams, notches and weirs, skin friction, losses at valves and elbows, siphons, erosion of 

channels, jet propulsion, waves of oscillation, and over 100 similar topics. Final chapters 
(nearly 400 pages) cover more than 100 kinds of hydraulic machinery: Pelton wheel, speed 
regulators, the hydraulic ram, surge tanks, the scoop wheel, the Venturi meter, etc. A 
special chapter treats methods of testing theoretical hypotheses: scale models of rivers, 
tidal estuaries, siphon spillways, etc. 5th revised and enlarged (1952) edition. Index. Ap¬ 
pendix. 427 photographs and diagrams. 95 examples, answers, xv + 813pp. 6x9. 

S791 Clothbound $8.00 
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FLUIO MECHANICS THROUGH WORKEO EXAMPLES, D. R. L. Smith and J. Houghton. Advanced 
text covering principles and applications to practical situations. Each chapter begins with 
concise summaries of fundamental ideas. 163 fully worked out examples applying principles 
outlined in the text. 275 other problems, with answers. Contents; The Pressure of Liquids 
on Surfaces; Floating Bodies; Flow Under Constant Head in Pipes; Circulation; Vorticity; 
The Potential Function; Laminar Flow and Lubrication; Impact ot Jets; Hydraulic Turbines; 
Centrifugal and Reciprocating Pumps; Compressible Fluids; and many other items. Total 
of 438 examples. 250 line illustrations. 340pp. Index. 6 x 8 %. S981 Clothbound $6.00 

THEORY OF SHIP MOTIONS, S. N. Blagoveshchensky. The only detailed text io English in 
a rapidly developing branch of engineering and physics, it is the*work of one of the 
world's foremost authorities—Blagoveshchensky of Leningrad Shipbuilding Institute. A 
senior-level treatment written primarily for engineering students, but also of great importance 
to naval architects, designers, contractors, researchers in hydrodynamics, and other students. 
No mathematics beyond ordinary differential equations is required for understanding the 
text. Translated by T. & L. Strelkoff, under editorship of Louis Landweber, Iowa Institute 
of Hydraulic Research, under auspices of Office of Naval Research. Bibliography. Index. 
231 diagrams and illustrations. Total of 649pp. 5 3 /s x 8 V 2 . Vol. I: S234 Paperbound $2.00 

Vol. II: S235 Paperbound $2.00 


THEORY OF FLIGHT, Richard von Mises. Remains almost unsurpassed as balanced, well-written 
account of fundamental fluid dynamics, and situations in which air compressibility effects 
are unimportant. Stressing equally theory and practice, avoiding formidable mathematical 
structure, it conveys a full understanding of physical phenomena and mathematical concepts. 
Contains perhaps the best introduction to general theory of stability. “Outstanding," Scientific, 
Medical, and Technical Books. New introduction by K. H. Hohenemser. Bibliographical, histor¬ 
ical notes. Index. 408 illustrations, xvi -f 620pp. 5% x 8 3 /s. S541'Paperbound $ 2.95 

THEORY OF WING SECTIONS, I. H. Abbott, A. E. von Ooenhoff. Concise compilation of subsonic 
aerodynamic characteristics of modern NASA wing sections, with description of their geom¬ 
etry, associated theory. Primarily reference work for engineers, students, it gives methods, 
data for using wing-section data to predict characteristics. Particularly valuable: chapters on 
thin wings, airfoils; complete summary of NACA’s experimental observations, system of 
construction families of airfoils. 350pp. of tables on Basic Thickness Forms, Mean Lines, 
Airfoil Ordinates, Aerodynamic Characteristics of Wing Sections. Index. Bibliography. 191 
illustrations. Appendix. 705pp. 5 3 /s x 8 . S558 Paperbound $3 25 


WEIGHT-STRENGTH ANALYSIS OF AIRCRAFT STRUCTURES, F. R. Shanley. Scientifically sound 
methods pf analyzing and predicting the structural weight of aircraft and missiles. Deals 
directly with forces and the distances over which they must be transmitted, making it possible 
to develop methods by which the minimum structural weight can be determined for any 
material and conditions of loading. Weight equations for wing and fuselage structures In¬ 
cludes author s original papers on inelastic buckling and creep buckling. “Particularly success- 
* In £ * 1IS analytical methods for investigating various optimum design princiDles ” 
AERONAUTICAL ENGINEERING REVIEW. Enlarged bibliography. Index. 199 figures, xiv + 404pp 
5 ™ x 8% - S660 Paperbound $2.45 


Electricity 


TWO-OIMENSIONAL FIELOS IN ELECTRICAL ENGINEERING, L. V. Bewley. A useful selection of 
typical engineering problems of interest to practicing electrical engineers. Introduces senior 
students to the methods and procedures of mathematical physics. Discusses theory of 
mIt£fi nS r,hu a com P' e J v ? r ' able > two-dimensional fields of flow, general theorems of mathe¬ 
matical physics and their applications, conformal mapping or transformation, method of 
images, freehand flux plotting, etc. New preface by the author. Appendix by W. F. Kiltner. 
Index. Bibliography at chapter ends, xiv + 204pp. 5% x 8 V 2 . S1118 Paperbound $1 50 


LINKAGES ANO ELECTROMAGNETIC INOUCTION, L. V. Bewley. A brief, clear book 
which shows proper uses and corrects misconceptions of Faraday’s law of electromagnetic 
pirrnitc n L?,®™ Ic P . r0b Contents: Circuits, Turns, and Flux Linkages; Substitution of 
Circuits; Electromagnetic Induction; General Criteria for Electromagnetic Induction; Appli- 
?if Tvarulf. ° xes i. T j! eore: ^ Of Constant Flux Linkages. New Section: - Rectangular Coll 
, M , edlum :, Valuable supplement to class texts for engineering students. 
Corrected, enlarged edition. New preface. Bibliography in notes. 49 figures, xi + i06pp 

^ x 8- S1103 Paperbound $1.25 

INOUCTANCE CALCULATIONS: WORKING FORMULAS ANO TABLES, Frederick W. Grover. An 

I>1u a <,r Ua a b ii e th=°m r° ? ver y° ne , In electrical engineering. Provides simple single formulas to 
cover all the more Important cases of inductance. The approach involves only those nara- 

I,™latent 1 ly virM lntb each situation, while extensive tables are given to permit 
in rp ,°J?, t r° n t S ' W save e . n 8 |neer and student countless hours and enable them 

tah?« Q 7 CU rrfmni 0 a t 1 ^ e u rS i, W H h "J " 1 " 1131 , effort - Corrected republication of 1946 edition. 
58 tables. 97 completely worked out examples. 66 figures, xiv + 286pp. 5% x 8 Vi. 

S974 Paperbound $1.85 
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GASEOUS CONDUCTORS: THEORY ANO ENGINEERING APPLICATIONS, J. 0. Cobine. An indis¬ 
pensable text and reference to gaseous conduction phenomena, with the engineering view¬ 
point prevailing throughout. Studies the kinetic theory of gases, ionization, emission phe¬ 
nomena; gas breakdown, spark characteristics, glow, and discharges; engineering applica¬ 
tions in circuit interrupters, rectifiers, light sources, etc. Separate detailed treatment of 
high pressure arcs (Suits); low pressure arcs (Langmuir and Tonks). Much more. “Well 
organized, clear, straightforward," Tonks, Review of Scientific Instruments. Index. Bibliog¬ 
raphy- 83 practice problems. 7 appendices. Over 600 figures. 58 tables, xx + 606pp. 
x 8# S442 Paperbound $2.95 


INTRODUCTION TO THE STATISTICAL OYNAMICS OF AUTOMATIC CONTROL SYSTEMS, V. V. Solo- 
dovnikov. First English publication of text-reference covering important branch of automatic 
control systems—random signals,- in its original edition, this was the first comprehensive 
treatment. Examines frequency characteristics, transfer functions, stationary random proc¬ 
esses, determination of minimum mean-squared error, of transfer function for a finite period 
of observation, much more. Translation edited by J. B. Thomas, L. A. Zadeh. Index. Bibliog¬ 
raphy. Appendix, xxii + 308pp. 53/ 8 x 8. S420 Paperbound $2.25 


TENSORS FOR CIRCUITS, Gabriel Kron. A boldly original method of analyzing engineering prob¬ 
lems, at center of sharp discussion since first introduced, now definitely proved useful in 
such areas as electrical and structural networks on automatic computers. Encompasses a 
great variety of specific problems by means of a relatively few symbolic equations. “Power 
and flexibility . . . becoming more widely recognized," Nature. Formerly “A Short Course 
in Tensor Analysis." New introduction by B. Hoffmann. Index. Over 800 diagrams, xix + 
250pp. 53/s x 8. S534 Paperbound $2.00 


SELECTED PAPERS ON SEMICONDUCTOR MICROWAVE ELECTRONICS, edited by Sumner N. Levine 
and Richard R. Kurzrok. An invaluable collection of important papers dealing with one of 
the most remarkable developments in solid-state electronics—the use of the p-n junction 
to achieve amplification and frequency conversion of microwave frequencies. Contents-. 
General Survey (3 introductory papers by W. E. Danielson, R. N. Hall, and M. Tenzer); Gen¬ 
eral Theory of Nonlinear Elements (3 articles by A. van der Ziel, H. E. Rowe, and Manley 
and Rowe); Device Fabrication and Characterization (3 pieces by Bakanowski, Cranna, and 
Uhlir, by McCotter, Walker and Fortini, and by S. T. Eng); Parametric Amplifiers and Fre¬ 
quency Multipliers (13 articles by Uhlir, Heffner and Wade, Matthaei, P. K. Tien, van der 
Ziel, Engelbrecht, Currie and Gould, Uenohara, Leeson and Weinreb, and others); and Tunnel 
Diodes (4 papers by L. Esaki, H. S. Sommers, Jr., M. t. Hines, and Yariv and Cook). Intro¬ 
duction. 295 Figures, xiii + 286pp. 6V2 x 91 / 4 . S1126 Paperbound $2.25 


THE PRINCIPLES OF ELECTROMAGNETISM APPLIEO TO ELECTRICAL MACHINES, B. Hague. A 

concise, but complete, summary of the basic principles of the magnetic field and its appli¬ 
cations, with particular reference to the kind of phenomena which occur in electrical ma¬ 
chines. Part I: General Theory—magnetic field of a current, electromagnetic field passing 
from air to iron, mechanical forces on linear conductors, etc. Part II: Application of theory 
to the solution of electromechanical problems—the magnetic field and mechanical forces 
in non-salient pole machinery, the field within slots and between salient poles, and the 
work of Rogowski, Roth, and Strutt. Formery titled “Electromagnetic Problems in Electrical 
Engineering." 2 appendices. Index. Bibliography in notes. 115 figures, xiv + 359pp. 5 3 /e x 8V2. 

S246 Paperbound $2.25 
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DESIGN AND USE OF INSTRUMENTS ANO ACCURATE MECHANISM, T. N. Whitehead. For the 

instrument designer, engineer; how to combine necessary mathematical abstractions with 
independent observation of actual facts. Partial contents: instruments & their parts, theory 
of errors, systematic errors, probability, short period errors, erratic errors, design precision, 
kinematic, semikinematic design, stiffness, planning of an instrument, human factor, etc. 
Index. 85 photos, diagrams, xii + 288pp. 53/ 8 x 8. S270 Paperbound $2.00 


A TREATISE ON GYROSTATICS ANO ROTATIONAL MOTION: THEORY AND APPLICATIONS, Andrew 
Gray. Most detailed, thorough book in English, generally considered definitive study. Many 
problems of all sorts in full detail, or step-by-step summary. Classical problems of Bour, 
Lottner, etc.; later ones of great physical interest. Vibrating systems of gyrostats, earth 
as a top, calculation of path of axis of a top by elliptic integrals, motion of unsymmetrical 
top, much more. Index. 160 ill us. 550pp. 5 3 /a x 8. S589 Paperbound $2.75 


MECHANICS OF THE GYROSCOPE, THE OYNAMICS OF ROTATION, R. F. Oeimel, Professor of 
Mechanical Engineering at Stevens Institute of Technology. Elementary general treatment 
of dynamics of rotation, with special application of gyroscopic phenomena. No knowledge 
of vectors needed. Velocity of a moving curve, acceleration to a point, general equations, of 
motion, gyroscopic horizon, free gyro, motion of discs, the damped gyro, 103 similar 
topics. Exercises. 75 figures. 208pp. 5 3 / 8 x 8. S66 Paperbound $1.65 
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STRENGTH OF MATERIALS, J. P. Oen Hartog. Distinguished text prepared for M.l.T. course, ideal 
as introduction, refresher, reference, or self-study text. Full clear treatment of elementary 
material (tension, torsion, bending, compound stresses, deflection of beams, etc.), plus much 
advanced material on engineering methods of great practical value: full treatment of the 
Mohr circle, lucid elementary discussions of the theory of the center of shear and the “Myoso- 
tis” method of calculating beam deflections, reinforced concrete, plastic deformations, photo¬ 
elasticity, etc. In all sections, both general principles and concrete applications are given. 
Index. 186 figures (160 others in problem section). 350 problems, all with answers. List of 
formulas, viii + 323pp. 5 3 /e x 8. S755 Paperbound $2.00 


PHOTOELASTICITY: PRINCIPLES ANO METHOOS, H. T. Jessop, F. C. Harris. For the engineer, 
for specific problems of stress analysis. Latest time-saving methods of checking calcula¬ 
tions in 2-dimensional design problems, new techniques for stresses in 3 dimensions, and 
lucid description of optical systems used in practical photoelasticity. Useful suggestions 
and hints based on on-the-job experience included. Partial contents: strained and stress- 
strain relations, circular disc under thrust along diameter, rectangular block with square 
hole under vertical thrust, simply supported rectangular beam under central concentrated 
load, etc. Theory held to minimum, no advanced mathematical training needed. Index. 164 
illustrations, viii + 184pp. 6Ve x 9V4. S720 Paperbound $2.00 


APPLIEO ELASTICITY, J. Prescott. Provides the engineer with the theory of elasticity usually 
lacking in books on strength of materials, yet concentrates on those portions useful for 
immediate application. Develops every important type of elasticity problem from theoretical 
principles. Covers analysis of stress, relations between stress and strain, the empirical basis 
of elasticity, thin rods under tension or thrust, Saint Venant's theory, transverse oscillations 
of thin rods, stability of thin plates, cylinders with thin walls, vibrations of rotating disks, 
elastic bodies in contact, etc. “Excellent and important contribution to the subject, not 
merely in the old matter which he has presented in new and refreshing form, but also in the 
many original investigations here published for the first time," NATURE. Index. 3 Appendixes, 
vi -f 672pp. 53/ a x 8. S726 Paperbound $2.95 


APPLIEO MECHANICS FOR ENGINEERS, Sir Charles Inglis, F.R.S. A representative survey of 
the many and varied engineering questions which can be answered by statics and dynamics. 
The author, one of first and foremost adherents of “structural dynamics,” presents distinc¬ 
tive illustrative examples and clear, concise statement of principles—directing the dis¬ 
cussion at methodology and specific problems. Covers fundamental principles of rigid-body 
statics, graphic solutions of static problems, theory of taut wires, stresses in frameworks, 
particle dynamics, kinematics, simple harmonic motion and harmonic analysis two-dimen¬ 
sional rigid dynamics, etc. 437 illustrations, xii 4- 404pp. 5% x 8 Y 2 . S1119 Paperbound $2 00 


THEORY OF MACHINES THROUGH WORKEO EXAMPLES, G. H. Ryder. Practical mechanical 
engineering textbook for graduates and advanced undergraduates, as well as a good refer¬ 
ence work for practicing engineers. Partial contents: Mechanisms, Velocity and Accelera¬ 
tion (including discussion of Klein's Construction for Piston Acceleration), Cams, Geometry 
of Gears, Clutches and Bearings, Belt and Rope Drives, Brakes, Inertia Forces and Couples, 
General Dynamical Problems, Gyroscopes, Linear and Angular Vibrations, Torsional Vibrations, 
Transverse Vibrations and Whirling Speeds (Chapters on vibrations considerably enlarged 
from previous editions). Over 300 problems, many fully worked out. Index. 195 line illus¬ 
trations. Revised and enlarged edition, viii + 280pp. 5% x 8%. S980 Clothbound $5.00 


THE KINEMATICS OF MACHINERY: OUTLINES OF A THEORY OF MACHINES, Franz Reuleaux. 
The classic work In the kinematics of machinery. The present thinking about the subject 
has all been shaped In great measure by the fundamental principles stated here by Reuleaux 
almost 90 years ago. While some details have naturally been superseded, his basic viewpoint 
has endured; hence, the book is still an excellent text for basic courses in kinematics and 
a standard reference work for active workers in the field. Covers such topics as: the nature 
of the machine problem, phoronomic propositions, pairs of elements, incomplete kinematic 
chains, kinematic notation and analysis, analyses of chamber-crank trains, chamber-wheel 
trains, constructive ejements of machinery, complete machines, etc., with main focus on 
Ku flt ii r i ( iv!^ tT l 0V D em ^ nt m . me chanisms. Unabridged republication of original edition, translated 
by Alexander B Kennedy. New introduction for this edition by E. S. Ferguson. Index. 451 
illustrations, xxiv + 622pp. 53/ 0 x 8 V 2 . S1124 Paperbound $3.00 


A ^ AL i, YT r CAL , M £ CH . ANICS °.f GEARS, Earle Buckingham. Provides a solid foundation upon 
which logical desi f n P rac ^es and design data can be constructed. Originally arising out 
of Investigations of the ASME Special Research Committee on Worm Gears and the Strength 
of Gears, the book covers conjugate gear-tooth action, the nature of the contact, and result¬ 
ing gear-tooth profiles of: spur, internal, helical, spiral, worm, bevel, and hypoid or skew 
bevel gears. Also: frictional heat of operation and its dissipation, friction losses, etc 
dynamic loads in opera ion, and related matters. Familiarity with this book is still regarded 

^Pv ne v Ce i Sar ^R P nn ere . q 3 / ,S v e ^ WOrk ,n modern « ea r manufacturing. 263 figures! 103 tables. 
Index, x + 546pp. 53/ 0 x 8V 2 . S1073 Paperbound $2.75 
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THE SCIENTIFIC BASIS OF ILLUMINATING ENGINEERING, Parry Moon, Professor of Electrical 
Engineering, M.l.T. Basic, comprehensive study. Complete coverage of the fundamental 
theoretical principles together with the elements of design, vision, and color with which 
the lighting engineer must be familiar. Valuable as a text as well as a reference source 
to the practicing engineer. Partial contents: Spectroradiometric Curve, Luminous Flux 
Radiation from Gaseous-Conduction Sources, Radiation from Incandescent Sources Incandes¬ 
cent Lamps, Measurement of Light, Illumination from Point Sources and Surface Sources 
Elements of Lighting Design. 7 Appendices. Unabridged and corrected republication with 
additions. New preface containing conversion tables of radiometric and photometric con¬ 
cepts. Index. 707-item bibliography. 92-item bibliography of author's articles. 183 problems 
xxiii + 608pp. 53/s x 8 V 2 . S242 Paperbound $2.65 


OPTICS ANO OPTICAL INSTRUMENTS: AN INTRODUCTION WITH SPECIAL REFERENCE TO 
PRACTICAL APPLICATIONS, B. K. Johnson. An invaluable guide to basic practical applications 
of optical principles, which shows how to set up inexpensive working models of each of the 
four main types of optical instruments—telescopes, microscopes, photographic lenses, optical 
projecting systems. Explains in detail the most important experiments for determining their 
accuracy, resolving power, angular field of view, amounts of aberration, all other necessary 
facts about the instruments. Formerly “Practical Optics." Index. 234 diagrams. Appendix. 
224pp. 5 3 /a x 8. S642 Paperbound' $1^65 

APPLIEO OPTICS AND OPTICAL OESIGN, A. E. Conrady. With publication of vol. 2, standard 
work for designers in optics is now complete for first time. Only work 0 + its kind in English; 
only detailed work for practical designer and self-taught. Requires, for bulk of work, no 
math above trig. Step-by-step exposition, from fundamental concepts of geometrical, physical 
optics, to systematic study, design, of almost all types of optical systems. Vol. 1: all ordi¬ 
nary ray-tracing methods; primary aberrations; necessary higher aberration for design of 
telescopes, low-power microscopes, photographic equipment. Vol. 2: (Completed from author's 
notes by R. Kingslake, Dir. Optical Design, Eastman Kodak.) Special attention to high-power 
microscope, anastigmatic photographic objectives. "An indispensable work," J., Optical Soc. 
of Amer. "As a practical guide this book has no rival,” Transactions, Optical Soc. Index. 
Bibliography. 193 diagrams. 852pp. 6 Vs x 91 / 4 . Vol. 1 S366 Paperbound $2.95 

Vol. 2 S612 Paperbound $2.95 


Miscellaneous 


THE MEASUREMENT OF POWER SPECTRA FROM THE POINT OF VIEW OF COMMUNICATIONS 
ENGINEERING, R. B. Blackman, J. W. Tukey. This pathfinding work, reprinted from the "Bell 
System Technical Journal," explains various ways of getting practically useful answers in 
the measurement of power spectra, using results from both transmission theory and the 
theory of statistical estimation. Treats: Autocovariance Functions and Power Spectra; Direct 
Analog Computation; Distortion, Noise, Fleterodyne Filtering and Pre-whitening; Aliasing; 
Rejection Filtering and Separation; Smoothing and Decimation Procedures; Very Low Fre¬ 
quencies; Transversal Filtering; mu6h more. An appendix reviews fundamental Fourier tech¬ 
niques. Index of notation. Glossary of terms. 24 figures. XII tables. Bibliography. General 
index. 192pp. 53/ s x 8. S507 Paperbound $1.85 


CALCULUS REFRESHER FOR TECHNICAL MEN, A. Albert Klaf. This book is unique in English 
as a refresher for engineers, technicians, students who either wish to brush up their 
calculus or to clear up uncertainties. It is not an ordinary text, but an examination of 
most important aspects of integral and differential calculus in terms of the 756 questions 
most likely to occur to the technical reader. The first part of this book covers simple differ¬ 
ential calculus, with constants, variables, functions, increments, derivatives, differentiation, 
logarithms, curvature of curves, and similar topics. The second part covers fundamental 
ideas of integration, inspection, substitution, transformation, reduction, areas and volumes, 
mean value, successive and partial integration, double and triple integration. Practical 
aspects are stressed rather than theoretical. A 50-page section illustrates the application 
of calculus to specific problems of civil and nautical engineering, electricity, stress and 
strain, elasticity, industrial engineering, and similar fields—756 questions answered. 566 
problems, mostly answered. 36 pages of useful constants, formulae for ready reference. 
Index, v + 431pp. 53/ 8 x 8. T370 Paperbound $2.00 


METHOOS IN EXTERIOR BALLISTICS, Forest Ray Moulton. Probably the best introduction to 
the mathematics of projectile motion. The ballistics theories propounded were coordinated 
with extensive proving ground and wind tunnel experiments conducted by the author and 
others for the U.S. Army. Broad in scope and clear in exposition, it gives the beginnings 
of the theory used for modern-day projectile, long-range missile, and satellite motion. Six 
main divisions: Differential Equations of Translatory Motion of a projectile; Gravity and the 
Resistance Function; Numerical Solution of Differential Equations; Theory of Differential 
Variations; Validity of Method of Numerical Integration; and Motion of a Rotating Projectile. 
Formerly titled: "New Methods in Exterior Ballistics.” Index. 38 diagrams, viii + 259pp. 
5% x 8 V 2 . S232 Paperbound $1.75 
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LOUO SPEAKERS: THEORY, PERFORMANCE, TESTING ANO OESIGN, N. W, McLachlan. Most com¬ 
prehensive coverage of theory, practice of loud speaker design, testing; classic reference, 
study manual in field. First 12 chapters deal with theory, for readers mainly concerned with 
math, aspects; last 7 chapters will interest reader concerned with testing, design. Partial 
contents: principles of sound propagation, fluid pressure on vibrators, theory of moving- 
coil principle, transients, driving mechanisms, response curves, design of horn type moving 
coil speakers, electrostatic speakers, much more. Appendix. Bibliography. Index. 165 illustra¬ 
tions, charts. 411pp. 5 3 /s x 8. S588 Paperbound $2.25 

MICROWAVE TRANSMISSION, J. C. Slater. First text dealing exclusively with microwaves, 
brings together points of view of field, circuit theory, for graduate student in physics, 
electrical engineering, microwave technician. Offers valuable point of view not in most 
later studies. Uses Maxwell’s equations to study electromagnetic field, important in this 
area. Partial contents: infinite line with distributed parameters, impedance of terminated 
line, plane waves, reflections, wave guides, coaxial line, composite transmission lines, 
impedance matching, etc. Introduction. Index. 76 ill us. 319pp. 5 3 /s x 8. 

S564 Paperbound $1.50 

MICROWAVE TRANSMISSION OESIGN OATA, T. Moreno. Originally classified, now rewritten 
and enlarged (14 new chapters) for public release under auspices of Sperry Corp. Material 
of immediate value or reference use to radio engineers, systems designers, applied physicists, 
etc. Ordinary transmission line theory; attenuation; capacity; parameters of coaxial lines; 
higher modes; flexible cables; obstacles, discontinuities, and injunctions; tunable wave 
guide impedance transformers; effects of temperature and humidity; much more. “Enough 
theoretical discussion is included to allow use of data without previous background,” 
Electronics. 324 circuit diagrams, figures, etc. Tables of dielectrics, flexible cable, etc., 
data. Index, ix + 248pp. 5 3 /s x 8. S459 Paperbound $1.65 

RAYLEIGH'S PRINCIPLE ANO ITS APPLICATIONS TO ENGINEERING, G. Temple & W. Bickley. 

Rayleigh's principle developed to provide upper and lower estimates of true value of funda¬ 
mental period of a vibrating system, or condition of stability of elastic systems. Illustrative 
examples; rigorous proofs in special chapters. Partial contents: Energy method of discussing 
vibrations, stability. Perturbation theory, whirling of uniform shafts. Criteria of elastic sta¬ 
bility. Application of energy method. Vibrating systems. Proof, accuracy, successive approxi¬ 
mations, application of Rayleigh's principle. Synthetrfc theorems. Numerical, graphical methods. 
Equilibrium configurations, Ritz's method. Bibliography. Index. 22 figures, ix + 156pp. 5% x 8. 

S307 Paperbound $1.50 

ELASTICITY, PLASTICITY ANO STRUCTURE OF MATTER, R. Houwink. Standard treatise on 
rheological aspects of different technically important solids such as crystals, resins, textiles, 
rubber, clay, many others. Investigates general laws for deformations; determines divergences 
from these laws for certain substances. Covers general physical and mathematical aspects 
of plasticity, elasticity, viscosity. Detailed examination of deformations, internal structure 
of matter in relation to elastic and plastic behavior, formation of solid matter from a fluid, 
conditions for elastic and plastic behavior of matter. Treats glass, asphalt, gutta percha, 
balata, proteins, baker’s dough, lacquers, sulphur, others. 2nd revised, enlarged edition. 
Extensive revised bibliography in over 500 footnotes. Index. Table of symbols. 214 figures, 
xviii + 368pp. 6 x 91 / 4 . S385 Paperbound $2.45 

THE SCHWARZ-CHRISTOFFEL TRANSFORMATION AND ITS APPLICATIONS: A SIMPLE EXPOSITION, 
Miles Walker. An important book for engineers showing how this valuable tool can be em¬ 
ployed in practical situations. Very careful, clear presentation covering numerous concrete 
engineering problems. Includes a thorough account of conjugate functions for engineers— 
useful for the beginner and for review. Applications to such problems as: Stream-lines round 
a corner, electric conductor in air-gap, dynamo slots, magnetized poles, much more. Formerly 
“Conjugate Functions for Engineers." Preface. 92 figures, several tables. Index, ix + 116pp. 
5 3 /e x 8V2. S1149 Paperbound $1.25 


THE LAWS OF THOUGHT, George Boole. This book founded symbolic logic some hundred years 
ago. t It is the 1st significant attempt to apply logic to all aspects of human endeavour. 
Partial contents: derivation of laws, signs & laws, interpretations, eliminations, conditions 
of a perfect method, analysis, Aristotelian logic, probability, and similar topics, xviii + 
424pp. 5% x 8. S28 Paperbound $2.00 


SCIENCE AND METHOO, Henri Poincar6. Procedure of scientific discovery, methodology experi- 
Most*si'pni^ir^ni^'a^ intellectual processes by which discoveries come into being. 

H°u S Jr J n f d ar I I lost . lnterestin g as pects of development, application of ideas. Chapters 

D?i«ii? e p a Ct + 0n tt facts ’ chai i ce >. mathematical reasoning, mathematics, and logic- Whitehead 
Russell, Cantor; the new mechanics, etc. 288pp. 5% x 8. S222 Paperbound $1 35 


FAMOUS BRIDGES OF THE WORLO, 0. B. Steinman. An up-to-the-minute revised edition of a 
book that explains the fascinating drama of how the world’s great bridges came to be built 
The author, designer of the famed Mackinac bridge, discusses bridges from all periods and 

all parts of the world, explaining their various types of construction, and describing the 

problems their builders faced. Although primarily for youngsters, this cannot fail to interest 

readers of all ages. 48 illustrations in the text. 23 photographs. 99pp. 6Vb x 9V 4 . 

T161 Paperbound $1.00 


Catalogue of Dover Books 


Technological, historical 


A DIDEROT PICTORIAL ENCYCLOPEDIA OF TRADES AND INDUSTRY, Manufacturing and the 
Technical Arts in Plates Selected from “L'Encyclopfidie ou Dictionnaire Raisonnfi des Sciences, 
et * d ® s + M6t ] ers ® f D enis Diderot. Edited with text by C. Gillispie. This first modern 
select on of plates from the high point of 18th century French engraving is a storehouse 
of valuable technological information to the historian of arts and science. Over 2000 
illustrations on 485 full-page plates, most of them original size, show the trades and 
industries of a fascinating era in such great detail that the processes and shops might 
re ? ons tructed from them. The plates teem with life, with men, women, and 
chilaren^performing all of the thousands of operations necessary to the trades before and 
during the early stages of the industrial revolution. Plates are in sequence, and show 
general operations, closeups of difficult operations, and details of complex machinery. Such 
important and interesting trades and industries are illustrated as sowing, harvesting, bee¬ 
keeping, cheesemaking, operating windmills, milling flour, charcoal burning, tobacco process¬ 
ing, indigo, fishing, arts of war, salt extraction, mining, smelting, casting iron, steel, 
extracting mercury, zinc, sulphur, copper, etc., slating, tinning, silverplating, gilding, 
making gunpowder, cannons, bells, shoeing horses, tanning, papermaking, printing, dyeing, 
and more than 40 other categories. Professor Gillispie, of Princeton, supplies a full com¬ 
mentary on al! the plates, identifying operations, tools, processes, etc. This material, pre¬ 
sented in a lively and lucid fashion, is of great interest to the reader interested in history 
of science and technology. Heavy library cloth. 920pp. 9 x 12. T421 Two volume set $18.5D 


CHARLES BABBAGE AND HIS CALCULATING ENGINES, edited by P. Morrison and E. Morrison. 

Babbage, leading 19th century pioneer in mathematical machines and herald of modern 
operatiohal research, was the true father of Harvard's relay computer Mark I. His Difference 
Engine and Analytical Engine were the first machines in the field. This volume contains a 
valuable introduction on his life and work; major excerpts from his autobiography, revealing 
his eccentric and unusual personality; and extensive selections from “Babbage's Calculating 
Engines," a compilation of hard-to-find journal articles by Babbage, the Countess of Lovelace, 
L. F. Menabrea, and Dionysius Lardner. 8 illustrations, Appendix of miscellaneous papers. 
Index. Bibliography, xxxviii + 400pp. 53/s x 8. T12 Paperbound $2.00 


HISTORY OF HYDRAULICS, Hunter Rouse and Simon Inc6. First history of hydraulics and hydro¬ 
dynamics available in English. Presented in readable, non-mathematical form, the text is made 
especially easy to follow by the many supplementary photographs, diagrams, drawings, etc. 
Covers the great discoveries and developments from Archimedes and Galileo to modern giants— 
von Mises, Prandtl, von Karman, etc. Interesting browsing for the specialist; excellent intro¬ 
duction for teachers and students. Discusses such milestones as the two-piston pump of 
Ctesibius, the aqueducts of Frontius, the anticipations of da Vinci, Steviri and the first book 
on hydrodynamics, experimental hydraulics of the 18th century, the 19th-century expansion of 
practical hydraulics and classical and applied hydrodynamics, the rise of fluid mechanics in 
our time, etc. 200 illustrations. Bibliographies. Index, xii + 270pp. 5% x 8. 

S1131 Paperbound $2.D0 


BRIDGES AND THEIR BUILDERS, David Steinman and Sara Ruth Watson. Engineers, historians, 
everyone who has ever been fascinated by great spans will find this book an endless 
source of information and interest. Dr. Steinman, recipient of the Louis Levy medal, was 
one of the great bridge architects and engineers of all time, and his analysis of the great 
bridges of history is both authoritative and easily followed. Greek and Roman bridges, 
medieval bridges, Oriental bridges, modern works such as the Brooklyn Bridge and the 
Golden Gate Bridge, and many others are described in terms of history, constructional prin¬ 
ciples, artistry, and function. All in all this book is the most comprehensive and accurate 
semipopular history of bridges in print in English. New, greatly revised, enlarged edition. 
23 photographs, 26 line drawings. Index, xvii + 401pp. 5% x 8. T431 Paperbound $2.D0 


Prices subject to change without notice. 

Dover publishes books on art , music , philosophy , literature , languages , 
history , social sciences , psychology , handcrafts, orientalia y puzzles and 
entertainments , chess , pets and gardens , books explaining science , inter¬ 
mediate and higher mathematics , mathematical physics , engineering , 
biological sciences , earth sciences , classics of science , etc . Write to: 
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Mathemoticol Tables of Elementory and Some Higher Mathematical 
Functions, Herbert B. Dwight. $1.75 

The Theory and Operation of the Slide Rule, John P. Ellis. $1.50 
Differential Equotions for Engineers, Philip Franklin. $1.65 
Hydraulics and Its Applications, A. H. Gibson. Clothbound $8.00 
A Treatise on Gyrostatics and Rotational Motion, Andrew Gray. $2.75 

Inductonce Calculations: Working Formulas and Tables, Frederick W. 
Grover. $1.85 

The Principles of Electromagnetism Applied to Electrical Machines,. 
Bernard Hague. $2.25 

Elasticity, Plasticity and Structure of Matter, Roelof Houwink. $2.45 
Applied Mechanics for Engineers, Sir Charles Inglis. $2.00 

Tobies of Functions with Formulae ond Curves, Eugene Jahnke and Fritz 
Em del $2.00 

Photoelasticity: Principles ond Methods, H. T. Jessop and F. C. Harris 

$2.00 


Optics ond Optical Instruments, B. K. Johnson. $1.65 

Mathematics of Modern Engineering, Ernest G. Keller and Robert E. 
Doherty. Two volume set $3.70 

Fundamental Electromagnetic Theory, Ronold P. King. $2.75 

Calculus Refresher for Technical Men, A. Albert Klaf. $2.00 

Trigonometry Refresher for Technical Men, A. Albert Klaf. $2.00 

Stress Woves in Solids, H. Kolsky. $1.55 

Tensors for Circuits, Gabriel Kron. $2.00 

The Dynomicol Theory of Sound, Horace Lamb. $1.50 

Hydrody nomics, Horace Lamb. $3.75 

Selected Papers on New Techniques for Energy Conversion, edited by 
Sumner N. Levine. $3.00 

Selected Popers on Semiconductor Microwave Electronics, edited by 
Sumner N. Levine and Richard M. Kurzrok. $2.25 

Fundamentals of Electricity and Magnetism, Leonard B. Loeb. $2.75 
The Principles of Electrochemistry, Duncan A. Maclnnes. $2.45 

Loud Speakers: Theory, Performance, Testing, and Design, Norman W. 
McLachla n. $2.25 


Paperbound unless otherwise indicated. Prices subject to change with¬ 
out notice. Available at your book dealer or write for free catalogues to 
Dept. Eng.. Dover Publications, Inc., 180 Varick St., N. Y., N. Y. 10014. 
Please indicate field of interest. Dover publishes over 125 new books 
and records each year on such fields as mathematics, physics, explaining 
science, art, languages, philosophy, classical records, and others. 

























THEORY OF 
SERVOMECHANISMS 

EDITED BY HUBERT M. JAMES, 
NATHANIEL B. NICHOLS 
AND RALPH S. PHILLIPS 


Highly intensified research activities carried on at government laboratories 
during World War II resulted in major developments in the radio electronics 
and high-frequency fields. Classified during the war, much of this information 
was held to be so valuable that it was written up afterwards by a staff of 
prominent physicists, mathematicians, and engineers at the Radiation 
Laboratory ofM.I.T.The resulting “Radiation Laboratory Series’’ is recog¬ 
nized as the most distinguished and comprehensive series on radio engineer¬ 
ing ever published. 

This volume in the series is a useful reference guide to servo systems divided 
into two sections: the first deals with the sinusoidal steady-state analysis; the 
second with the statistical methods of servomechanism design. Beginning 
with a classification of servo systems according to their control characteristics 
(relay-type, definite-correction, and continuous-control servomechanisms), the 
book then analyzes simple systems and outlines their performance specifica¬ 
tions and a brief history of design techniques. Next there is a full exposition 
of the mathematical concepts and techniques fundamental in the theory 
of servomechanisms: filters, the weighting function, the frequency-response 
function, the Laplace transform, transfer function, systems with feedback. 
Chapter 3 offers a brief introduction to the field of servo components, fol¬ 
lowed by a presentation of the general design principles for servomechanisms. 
The remaining chapters deal with filters and servo systems with pulsed data, 
statistical properties of time-variable data, rms-error criterion in servo¬ 
mechanism design, and some applications of the design method. 

Unabridged and unaltered republication of 1st (1947) edition. Foreword by 
L. A. DuBridge. Preface by authors. 159 figures. 8 tables. Appendix: “Table 
of Integrals.” Bibliography in notes. Index, xiv 375pp. 5Y$ x 8V4. 

SI398 Paperbound $2.25 


A DOVER EDITION DESIGNED FOR YEARS OF USE! 

We have made every effort to make this the best book possible. Our paper 
is opaque, with minimal show-through; it will not discolor or become brit¬ 
tle with age. Pages are sewn in signatures, in the method traditionally used 
for the best books, and will not drop out, as often happens with paperbacks 
held together with glue. Books open flat for easy reference. The binding will 
not crack or split. This is a permanent book. 



